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Foreword 


T he tremendous research and development effort that went into the 
development of radar and related techniques during World War II 
resulted not only in hundreds of radar sets for military (and some for 
possible peacetime) use but also in a great body of information and new 
techniques in the electronics and high-frequency fields. Because this 
basic material may be of great value to science and engineering, it seemed 
most important to publish it as soon as security permitted. 

The Radiation Laboratory of MIT, which operated under the super¬ 
vision of the National Defense Research Committee, undertook the great 
task of preparing these volumes. The work described herein, however, 
is the collective result of work done at many laboratories, Army, Navy, 
university, and industrial, both in this country and in England, Canada, 
and other Dominions. 

The Radiation Laboratory, once its proposals were approved and 
finances provided by the Office of Scientific Research and Development, 
chose Louis N. Ridenour as Editor-in-Chief to lead and direct the entire 
project. An editorial staff was then selected of those best qualified for 
this type of task. Finally the authors for the various volumes or chap¬ 
ters or sections were chosen from among those experts who were inti¬ 
mately familiar with the various fields, and who were able and willing 
to write the summaries of them. This entire staff agreed to remain at 
work at MIT for six months or more after the work of the Radiation 
Laboratory was complete. These volumes stand as a monument to this 
group. 

These volumes serve as a memorial to the unnamed hundreds and 
thousands of other scientists, engineers, and others who actually carried 
on the research, development, and engineering work the results of which 
are herein described. There were so many involved in this work and they 
worked so closely together even though often in widely separated labora¬ 
tories that it is impossible to name or even to know those who contributed 
to a particular idea or development. Only certain ones who wrote 
reports or articles have even been mentioned. But to all those who 
contributed in any way to this great cooperative development enterprise, 
both in this country and in England^ these volumes are dedicted. 

L. A. DuBridqe. 
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Preface 


W HEN the plan for this book was made the authors hoped that it 
would be possible to present a more or less complete account of the 
experiments and the theoretical ideas pertaining to the problem of the 
detectability of a signal in noise. However, because it became clear that 
the literature on the subject was so large and that we had no convenient 
access to the results of a great deal of work in progress at other institu¬ 
tions, it soon appeared that we would be unable to realize our original 
plan of giving a critical account of the whole subject. Accordingly we 
decided to limit ourselves to describing as completely as possible the 
work done at the Radiation Laboratory during the war, with sufficient 
introductory material to make the account intelligible. The authors 
regret that this decision has necessitated the omission of many interesting 
investigations and calculations. 

Another aim of the authors was always to confront the theoretical 
ideas with the experimental investigations and in this way achieve some 
kind of unification of theory and experiment, which the authors felt was 
so often lacking in the existing literature. We feel that we have done so 
with some success, particularly in Chaps. 8 and 10, though elsewhere we 
may have fallen short of this aim. 

This book is the result of the cooperative effort of many people. On 
the experimental side many of the investigations were performed by 
R. Meijer, S. G. Sydoriak, V. Josephson, and especially by R. H. Ashby, 
L. B. Linford, and A. M. Stone. The latter two have also helped con¬ 
siderably with the editing of the material in this book. On the theoretical 
side the authors wish to acknowledge the help given by H. Goldstein, A. 
J. F. Siegert, and Ming Chen Wang. The first two were responsible for 
most of the work described in Chap. 6 and helped with the writing of that 
chapter. The theory of the ideal observer described in Chap. 7 was 
initiated by Dr. Siegert. The authors are especially grateful to Dr. 
Ming Chen Wang who performed the work described in Chap. 13 and 
who also helped with the calculations and the writing of nearly ail the 
otiier tibeoretioal chapters. 

The publishers have agreed that ten years after fhe date on which 
each Yoimne this series is issued, the cc^yri^t thereon shidl be relin^ 
^jptUhed, and Ihe work afaall become part of the public domain. 

OasnlMklg^ James L. Lawsoh 

19W Gbobob E. TTmuBNBBCK 
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CHAPTER 1 
INTRODUCTION 


The fundamental process in the reception of electromagnetic signals 
is to make perceptible to the human observer certain features of the 
incoming electromagnetic radiation. Since perception is the acquisition 
of information, these features may be called ^‘intelligence^’ or “informa¬ 
tion.” The electromagnetic wave may contain this information in many 
ways; the particular method used to abstract it and make it perceptible 
depends upon the structure of the original radiation. 



Fia. !•!.—The receiving system. 


A book of this length does not permit adequate discussion of all types 
of radiation. It is hoped, however, that most of the common types now 
widely used—principally in the fields of radio, television, communications, 
and radar—and the process of reception applicable to each can be 
presented. 

To change the characteristics of the signal into a form suitable for 
human perception, several events must usually take place. The complete 
system in which this train of events occurs can be conveniently referred 
to as the receiving system and can be subdivided into four fundamental 
functional parts as shown in Fig. 1*1. 

The Antenna .—The function of the antenna is to convert the electro¬ 
magnetic energy falling upon it to electric voltages or currents, which 
appear on the input terminals of the receiver. In some cases it is desir¬ 
able to consider the antenna as a part of the receiver, since some of the 
receiver properties are determined by certain properties of the antenna 
(radiation resistance, etc.). 

The Receiver .—The function of the receiver is to select the incoming 
signal and to change its electrical form in such a way that the output of 
the receiver contains only the desired parts of the signal. In general, 
these parts are only those frequencies suitable for human perception. 
The frequencies perceptible to the ear have become known as audio 
frequencies, and those visually perceptible as video frequencies. Perhaps 
20 kc/sec represents the upper limit of audio frequencies, but video 
frequencies may be as high as 10 or even 100 Mc/sec, depending upon the 
indicator. 
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In addition to frequency selection and frequency changing, the 
receiver must also provide amplification. The incoming radiation is 
ordinarily feeble and must be greatly amplified in order to actuate the 
indicator. The total required power amplification in the receiver may for 
some applications be as high as 10^®. Noise and interference limitations 
prevent its being made as high as one pleases. 

The main purpose of this book is to discuss these fundamental 
limitations and to determine the effect of the various parameters in the 
receiving system on the detectability of signals. 

The incoming signal may be of several types. It therefore follows 
that the characteristics of the receiver itself must be specialized and are 
determined by the type of information required from the incoming signal. 
Because of the general complexity of receivers, furthermore, there are 
usually several types which perform essentially the same function but 
which may differ in their limitations. The various receiver types are 
most conveniently discussed in conjunction with the kinds of signal for 
which they are designed. 

The Indicator .—The output of the receiver consists of voltages or 
currents containing those desired frequencies in the signal that are suitable 
for human perception. The function of the indicator is to convert these 
voltages or currents into audio sound waves or perhaps light patterns 
that the human observer can perceive. Common forms of indicators are 
the loudspeaker for radio reception and the cathode-ray oscilloscope for 
the reception of video signals. There are obviously many ways in which 
this indication can be presented to the observer. Several alternative 
methods of indication are mentioned in Sec. 2*6. 

The Human Observer .—Human perception of certain signal properties 
depends not only on what is presented to the observer on the indicator 
but also on what use he makes of that information. Perception sensitiv¬ 
ity will therefore depend on characteristics of the human observer that 
are not always flexible. The ear, eye, and brain are subject to certain 
limitations that in many cases restrict the assimilation of useful informa¬ 
tion. The signal information may, for example, be spread out over a 
time so long that the human observer cannot integrate the information. 
His memory is limited; hence he can effectively use information only 
within a limited time. The human observer must therefore be considered 
as part of the receiving system. It is even sometimes convenient to 
express human limitations in terms of certain indicator or receiver param¬ 
eters. In the example just mentioned the human memory time can be 
related to an equivalent time constant or bandwidth in the receiver. 
Similarly, properties of the ear, such as its bandwidth or frequency 
sensitivity, will be similar to the electrical properties of equivalent filters 
in the lecmver. ' 



CHAPTER 2 

TYPES OF SIGNALS AND METHODS FOR THEIR RECEPTION 
CONTINUOUS-WAVE SIGNALS 

2*1, Unmodulated Continuous-wave Signal.—The simplest form of 
signal is the so-called unmodulated continuous wave. This io the name 
given an electromagnetic wave in which the magnitude of the alternating 
electric field strength is constant in time; for example, 

8 = 8o cos 27r(/o/ + ao). (1) 

Both So and the frequency /o are constant. The constant ao defines the 
zero of the time scale, so that 

8 = 8o cos 27rao at time t = 0. 

The characteristics of a c-w signal are therefore constant amplitude, con¬ 
stant frequency, and particular phase at ^ = 0. These conditions cannot 
be met by any known electromagnetic radiation, since in such a case 8o 
must have existed throughout all time. Likewise, if 8o is not constant, 
there will be more than a single frequency associated with the wave. 
This will be shown in Sec. 2*2. Therefore there is no such thing as a 
monochromatic c-w signal. If 8o is only slowly varying with time, how¬ 
ever, 8 will be very nearly monochromatic in frequency. It is convenient 
to refer to 8o as the signal-carrier amplitude. The carrier frequency is 
essentially monochromatic or, more specifically, will contain a frequency 
band small with respect to the lowest desired audio or video frequency. 

The information that can be abstracted from this c-w carrier is very 
meager. One can only inquire, does the carrier exist or not? And to 
obtain the answer even to this question may take a long time. To 
improve the rate at which information can be transmitted, some param¬ 
eter of the original c-w signal is varied with time or modulated. In the 
usual modulation of a c-w carrier, either a variation of the amplitude 
(amplitude modulation), a variation of the frequency (frequency modula¬ 
tion), or a variation of the phase of /o (phase modulation) may be made. 
These will be discussed in the next section. The modulating frequencies 
are, for convenience, those which ultimately become the indicator fre¬ 
quencies, that is, audio or video frequencies, since the human observer 
most easily abstracts information from them. 

The modulating function may be represented by F(t), For audio 
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modulations one wishes to make F{t) correspond to the instantaneous 
pressure of the modulating sound wave. Since this pressure is normally 
1 atm in the absence of sound, it is necessary that F{t) be a constant 
different from zero in the absence of modulation. The sound pressure 
may vary upward or downward with audio modulation. For a single 
audio tone, therefore, F{t) may be represented by 

I ”!■ « cos 2ir(pf -J- /9), 

where € < 1. 

For a complex audio sound, Fiji) may be represented by 


1 + 


^ «„ cos 2jr(p„f + j8„), 

n 


where the values of the «’s are such that F{t) never becomes negative. 
If the original sound wave is feeble, the fluctuating part of F{t) may be 
amplified but must not be made so great that F{t) becomes negative.' 
This ampliheation is always desirable in practice, since one wishes to 
make the part of F{J) that contains the intelligence as large as possible 
with respect to the constant part or carrier that contains essentially no 
information. For a single audio tone where 


F(t) = 1 + « cos 2ir(p< + /9), 


( 2 ) 


it is convenient to refer to t as the fractional modulation or to lOOe as the 
modulation percentage. 

If the modulating wave is to represent some other desired character¬ 
istic, such as light intensity for television transmission, a constant carrier 
amplitude may not be necessary. Unlike the sound-wave case, where 
within the wave itself the pressure can be less than that with no sound, 
the light intensities reproduced by currents in a photoelectric cell are 
never lees than those produced with no light. In other words, it is never 
necessary to modulate downward from the zero intensity case. Thus 
F(f) can represent directly the light-intensity values when the photo¬ 
electric cell is scanned over the televised scene. A carrier is no longer 
required to ensure that the complete modulating function be positive. 
In this case the terms “fractional modulation” and “modulation per¬ 
centage” are meaningless. The function F{t) can be made as large as 
one ideases by amplification, until the peak values exceed that which 
can be supplied in transmission. 


* ItoB restriction is necessary because, as will be shown later in the text, devices 
designed for refneducing F{t) aotuany give the almivte value of F(t); therefore, in ordw 
to refiiodiiee F(t) withoat distOTtion, its sign must never reverse. 



Sue. 2-2] AMPLITUDE MODULATION 6 

2*2. Amplitude Modulation.—The incoming wave may be represented 
by the equation 

e = 6oF(<) cos 2ir(/o< + oo), (3) 

where the carrier field strength So and the frequency /o are constants. 
The function F{t) represents the modulating function, and ao is a phase 
constant. The amplitude of the r-f wave is observed to be modulated 
by F{t). In general, S contains none of the frequencies in F{t) but con¬ 
sists of a band of frequencies in the neighborhood of /o. This band of 


.-§ 


L 


Frequemy/ /— 

(a) Modulating function (6) Kadio-frequency Bpectruni 
Fig, 2*1. —Sidebands produced by amplitude modulation. 


frequencies will be spread over a frequency range just twice as large as 
the modulating frequencies in F{t), This can be easily shown in the 
following way. Let 

F{t) = hX e„cos2ir(p„<-1-(4) 

n 

then 

8 = So j^l -I- ^ tn cos 27r(p„t -t- j3„) cos 2ir(/o< -|- ao) j, (5) 

n 

and 

8 = 8o cos %r{fd + ao) + "2 ^ [(fot + Pn)t + ao + fin] 

n 

+ ^ ^ «n COS 2ir[(/ot - p,)i -f- ao — (6) 

n 

The carrier term, it should be noted, remains unchanged at frequency/o 
and amplitude 8o. There are no terms at the modulating frequencies 
Sp*, but for each modulating frequency p. there are two terms in e 
whose frequencies are (/o ± Pn), respectively. These are commonly 
referred to as sidebands about the carrier of frequency /o. The ampli¬ 
tude of each sideband is iSoo.. 

This condition is illustrated in Fig, 2*1, where a modulating function 
containing two frequencies is assumed. The sideband spectrum is similar 
to the spectrum of F{t). For a single tone of 100 per cent modulation 
the sideband amplitude is i6o. The two sidebands for a sin^e tone, 
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therefore, for any fractional modulation € contain a total power equal to 
€V2 times the carrier power. 

A common example of the a-m wave is that used in ordinary broadcast 
radio transmission. In this case F{t) is simply the audio or speech wave. 
The input to the receiver from the antenna is essentially an electric 
voltage 8ia that is linearly proportional to the radio-wave field strength 8. 
The function of the receiver is to reproduce the modulating audio function 
F{t) from the input voltage I'he reproduction can be accomplished 



Fio. 2-2.-- Elements of a smg!e-dote<*tion receiver. 


in a variety of ways. Three general types of receivers are used for this 
purpose. 

Single-detection Receiver .— In tliis type the frequency changing is 
accomplished by means of a detector. The essential parts of the receiver 
are shown in Fig. 2-2. 

The r-f amplifier is used to provide sufficient r-f signal to the detector 
for the latter to operate properly. The purpose of the detector is to 
reproduce the audio-modulation function. It will, in general, provide 
other frequencies that are not wanted. The purpose of the audio or 



(a) Carrier (6) Modulated r f wave (e) Modulating function 

Fig. 2*3.—Amplitude-modulated wave. 

video amplifier is to reject all unwanted frequencies and to amplify the 
desired frequencies until they are of sufficient size to actuate the indicator. 

A detector must be a nonlinear device; but as will be shown, nonlinear¬ 
ity is not a sufficient condition for detection. A representation of the 
a-m r-f wave is shown in Fig. 2‘3, where for simplicity the modulating 
function F(f) is assumed to be composed of a carrier plus a single a-f tone. 

It has been shown that the analysis of an r-f wave of this type contains 
<»ily three frequencies: the carrier radio frequency and two sidebands 
separated from the carrier frequency by the modulating frequency. It 
does not, in general, contain the modulating frequency itself; this can be 
seen by noticing that the average value of the wave, averaged over times 
corretponding to tim modulating function, is essentially zero. If, how¬ 
ever, the negative r-f voltages are suppressed without dtering the positive 
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voltages, then the average value of the wave will vary according to the 
modulating function, and detection will occur. Detection will therefore 
result from a nonlinear device that amplifies negative voltages differently 
from positive voltages. If the input and output voltages of this non¬ 
linear device are represented by the general power series 



n 


detection takes place only because of the presence of the even terms; 
that is, n = 2, 4, • • • . The odd terms do not contribute to detection, 
since for these terms negative or positive input voltages produce negative 
or positive output voltages, respectively. Thus a pure cubic-law 
nonlinear device will not be a detector. 

Perhaps the simplest detector is the so-called square-law device in 
which the output voltage is proportional to the square of the input 
voltage; 

Scut = (8) 


As shown previously, 8m and F{i) may be generally represented by the 
equations 

8m = SoF(i) cos 2ir(fot + ao), (9) 


Fit) 




€n cos 2 t(P„< -I- jSn) 




SO that 


or 


fioa. = COS* 2v(fol + ao), 

-f- COS 4t(/o< + ao)' 


fiout = 1^1 + ^ cos 2 t(p„< + |8n) — 


( 10 ) 

( 11 ) 

( 12 ) 


from which 


— gBl 1 + 2 ^ e„ cos 2r(pnt -f 0n) 


VV 


2^ 2^ 2ir(p«< + /3„) cos 2ir(pj/ -f /3j) J 

n t 

+ cos 4ir(/o^ -f- 


1 


«o) j 


(13) 


'Ihe firequencies present in £«,« are, therefore, zero (d-c term), p„ 2pn, 
pn + Pt, Pn - Pi, 2/o, 2/o ± p„ 2/o ± 2p„, 2/o ± (p„ -f pi), and 
2/« ± (pn — pi). The only terms of interest are the pn terms and, 
incidentally, the terms 2pn, p» -I- pi, and p« - pi. These four general 
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terms (apart from the d-c term) are the only ones that will fall in the pass 
band of the audio or video amplifier. They have amplitude functions at 
the output of the square-law detector given by 

and f 78 ?(€n€i/ 4 ), respectively. Of these four terms the first is the desired 
one, the second represents second harmonic distortion, and the third and 
fourth represent cross^modulation products. In general, detection 
produces cross-modulation terms and harmonic distortion, but it will be 
noticed in the preceding example that the amplitudes of these undesired 
terms relative to the desired one are usually quite small. If the coeffi¬ 
cients are small (small modulation percentage), these terms may be 
neglected in comparison with the desired pn terms. 

In principle the a-m wave can be detected without producing dis¬ 
tortions in the modulating function even when the fractional modulation 
is high. This is accomplished by means of the so-called linear detector, 
which passes or amplifies all voltages of one polarity linearly but shows no 
output at all for input voltages of the opposite polarity. The average 
output voltage is therefore linearly proportional to the envelope of the 
r-f wave, which, of course, is related to the modulating function F{i) 
itself. The envelope of the modulated wave is not strictly F{t) but 
represents F{i) only if a sufficient carrier exists to ensure that F{t) is 
always a positive function. The envelope, in general, represents the 
absolute value of F{t). The significance of this will be brought out more 
clearly in later chapters, but this fact ultimately leads to possibilities of 
cross modulation even with the envelope detector. 

Even though this linear, or envelope, detector reproduces F{t) prop¬ 
erly, its characteristic curve is extremely nonlinear at zero voltage. At 
this point the curvature is infinite. Practical detectors are limited in 
this curvature; therefore the region of small voltages is not similar to that 
of an ideal linear detector. For this reason practical linear detectors 
always operate at high voltage levels and must therefore be preceded by 
considerable r-f amplification. Examples of such detectors are diode 
detectors, infinite-impedance triodes, and high-level anode-bend detectors. 

Because of limited curvature in characteristics, low-level detectors 
are almost invariably square law; examples are crystal detectors, low- 
level diodes, etc. If desired, high-level detectors can be made square 
law, but ordinarily linear detectors are preferred. 

Few receivers in common use are of the simple type shown in Fig. 2*8. 
The difficulties with the single-detection receiver are usually associated 
with the r-f amplification. The r-f amplifier must generally be tuned 
to the desired r-f signal and have considerable over-all gain. It is usually 
difficult to construct a tuned r-f amplifier of several stages with proper 
stabilityi selectivity, and tuning range. In widespread use is a type df 
receiver, the superheterodyne, that overcomes these difficulties. 
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Superheterodyne Receiver, —The essential elements of a superhetero¬ 
dyne receiver are shown in Fig. 2-4. The r-f signal is fed through an r-f 
amplifier, whose function will be shortly discussed, to a mixer, converter, 
or first dete<*tor’^ as it is sometimes callcnl. Into this mixer is also 
injected the unmodulated output of a local r-f oscillator, whose amplitude 
at the mixer is made very large compared with that of the incoming r-f 
signal. The mixer is a detector of one of the two varieties just described, 
in whose output will be found many frequen(*i(*s. Besides the incoming 



Pig. 2*4.—Elements of a superheterodyne receiver. 


frequencies/o, the modulation sidebands, and the local-oscillator frequency 
0 ), harmonics of these frequencies will be found and, most important, 
cross terms between the signal frequencies and cu. Either the fre¬ 
quency fo + 0 ) or l/o — a)| can be set to a particular value by tuning the 
local-oscillator frequency w. Thus any incoming r-f signal with its modu¬ 
lation sidebands can be converted to a particular intermediate frequency 
with similar modulation sidebands. This i-f signal is then amplified as 
shown in Fig. 2*4 to a suitable level for proper detection; then the audio 
or video frequencies are extracted as in the case of the simpler receiver 
of Fig. 2*3. 

Because the amplitude of the local oscillations is large compared with 
the signal oscillations at the mixer, the amplitude conversion from radio 
frequencies to intermediate frequencies is essentially linear. The signal 
oscillations may be regarded as small perturbations on the strong local 
oscillations. Modulation sidebands are thus exactly the same at the 
intermediate frequency as they are at the radio frequency, since the sys¬ 
tem is essentially linear. Furthermore, the so-called conversion efficiency 
of the mixer from radio frequency to intermediate frequency can be very 
good because of the strong local oscillator. A detailed discussion of the 
superheterodyne converter appears in the literature.^ 

For a given local-oscillator frequency «, there are two possible radio 
frequencies that will combine with « to form the intermediate frequency. 
To suppress one of these possible r-f channels, it is customary to place in 
front of the mixer a simple r-f amplifier tuned to the desired radio fre- 

1 See, for example, K. E. Sturley, Radio Receiver Design, Part 1, Chap. 6, Chap¬ 
man k Hall^ London, 1943. 
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quency (see Fig. 2*4). This process is called radio-frequency preselection. 
For some applications, however, this precaution is not essential. 

The principal advantages of a superheterodyne receiver over the 
simple type shown in Fig. 2*3 are the following: 

1. Since most of the gain may be situated in the fixed i-f amplifier, 
the selectivity and gain of the receiver are essentially independent 
of the radio frequency. 

2. The tuning control (essentially by the local-oscillator frequency) 
is much simpler than for a gang-tuned series of r-f amplifiers. 

3. For the reception of very-high-frequency waves, high receiver 
gain is much easier to obtain at the relatively low intermediate 
frequency. 

It is possible to extend the treatment to receiver systems that contain 
several mixers. Each process of heterodyne detection or conversion, that 
is, one involving the mixing of r-f signal with a local oscillator, will yield 
a new i-f signal whose amplitude function is linearly proportional to the 
amplitude function of the original r-f signal. Many superheterodyne 
receivers have been built involving two heterodyne detectors. The r-f 
signal is first converted by means of the first local oscillator to a relatively 
high first intermediate frequency, which is later converted to a second 
lower intermediate frequency by a second fixed-tuned local oscillator 
before final detection takes place. The advantages claimed for the 
double-superheterodyne receiver are twofold. (1) The first intermediate* 
frequency can be made high with the result that the r-f preselection (pre¬ 
ceding the first mixing) becomes much more effective. (2) The high 
over-all gain in the receiver can be divided between the two intermediate 
frequencies; hence at no time is it necessary to construct an amplifipr at 
one frequency of extreme over-all gain. This process minimizes the 
danger of feedback and instability in the amplifier. The principal dis¬ 
advantage of the double-heterodyne receiver is, of course, its relative 
complexity. 

No matter how many heterodyne detectors are used in a receiver, 
however, the over-all conversion from r-f voltage to final i-f voltage is 
linear; if the pass band of the receiver is great enough, the signal amplifica¬ 
tion will be independent of the modulating frequency. In other words, 
if the originai r-f signal voltage at the input of the receiver is represented^ 
by 

=» 6aF(0 COS2r(/crf + ao), (14) 

where, as before, F{t) is the modulating function and /o is the radio fre¬ 
quency, the voltage in the last i-f amplifier will be given by the expression 

8m « 8«V’’(0 COS 2r(Arf + y), (15) 
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where ho is the last intermediate frequency and y is a phase constant 
determined by ao and the phases of the local oscillators. Because of this 
completely linear relationship, all problems encountered in a superhetero¬ 
dyne receiver can usually be treated in terms of the i-f amplifier and some 
simple conversion quantity representative of the mixer itself. For 
example, in problems of noise this quantity, as will be shown in Chap. 6, 
has to do essentially with the conversion _______ 

efficiency of the mixer and the noise fig- o « I pif I a j- 
r .1 • 1 */:* ^ ^ Audio 

ure of the i-f ampliner. input oscillator output 

Superregenerative Receiver ,—A super- f 

regenerative receiver is one in which the Oscillation 

process of great amplification and the control 

process of detection are accomplished —- 

within one vacuum tube. The main ^re^„^laTite*?eo^iver. 

purpose, therefore, is to provide a high- 

gain sensitive receiver by the use of a minimum number of tubes. The 
chief drawbacks of such a receiver are (1) the difficulty of making and 
maintaining proper adjustment and (2) nonlinear reproduction or 
distortion. 


Oscillation 

control 

switch 

Fiq. 2*5.—Elements of a super- 
regenerative receiver. 


The method by which high gain and detection are accomplished is 
shown in its essential form in Fig. 2*5. The r-f input is connected to a 
tube whose circuits are tuned to the desired signal frequency. An 
oscillation control switch is used to put this tube into an oscillating condi¬ 
tion. As soon as this switch makes a connection, the condition for 
oscillation is established, but the oscillations themselves are not created. 
They begin to build up, however, from the initial voltage found at the 
oscillator input (signal voltage in general) and if allowed to proceed would 
build up to a steady value determined by the power-output capabilities 
of the oscillator tube. If the gain of the oscillator is constant during the 
buildup (which implies linear amplification), the oscillation buildup will 
follow a rising exponential curve that will eventually flatten off at the 
saturation output value. 

In the superregenerative receiver, however, the oscillation control 
switch is usually turned off before the oscillator reaches a steady value. 
The final oscillating voltage at the output of the tube depends, therefore, 
on the value of input voltage (signal) and on the length of time the 
oscillation control switch is left connected. It is also clear that it depends 
upon the regenerative gain of the oscillator tube, that is, the regenerative 
f^back. 

As soon as the oscillator control switch is turned off, the oscillations 
in the r-f input to the oscillator die out exponentially until they reaqh the 
value of voltage supplied by the signal. At this point it is possible to 
start the entire operation again. In practice the oscillation control switch 
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is turned on and off successively at a high rate called the ‘^quench” 
or ‘‘interruption'^ frequency. The control switch is in actual practice a 
quench oscillator that controls the feedback in the r-f oscillator. The 
quenching rate must be high, since the sampling of the signal voltage 
at the start of oscillation buildup must be rapid compared with the 
modulation frequency. The input and output voltages in the super- 
regenerative r-f oscillator are shown diagranunatically in Fig. 2*6. 



Fig. 2*6.—Input and output voltages in a superregeneratlve receiver. 

In the preceding description of the superregenerative receiver oscilla¬ 
tor linearity has been assumed, and under these conditions no detection 
takes place. If the oscillator tube is operated in a nonlinear region, 
however, the average plate current being therefore dependent upon the 
oscillation, amplitude detection will occur. The amplification possible 
from the single tube can, in principle, be increased without limit, since it 
depends only on how far the oscillations are allowed to increase. It 
is for this reason, however, that when the tube is operated at high ampli¬ 
fication, the over-all gain is extremely sensitive to the circuit conditions, 
such as r-f oscillator feedback or interruption frequency. If these 
circuit conditions are held constant, however, the output signal will be 
linearly proportional to the input signal. For this reason it is common to 
refer to this method of superregenerative operation as the linear mode of 
operation. In this case the buildup curve is a jmre exponential. In 
general, however, linearity is not obtained, since the r-f feedback usually 
varies during the buildup process. 

The r-f oscillator may be operated in a slightly different fashion to 
alleviate the critical gain adjustment. This is done by quenching the 
osdllator after it has reached a saturated value. The time necessary to 
reach saturation clearly depends on ragnal size, hence the output voltage 
will still contain signal intdligmce. The operation is illustrated in Fig. 
2*7. Operation of the tube in a nonlinear region will result in detection, 
yidding currents containii^ sigmd intelligenoe. The properties this 
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method of superregenerative operation and those of the previously 
described method are somewhat different, particularly with regard to the 
question of nonlinearity. In the type shown in Fig. 2-6 the output 
voltage increases essentially linearly with input signal, whereas in the type 
shown in Fig. 2-7 the output voltage is essentially proportional to the 
logarithm of the input voltage. 




Output voltage 

VtQ. 2*7.—Input and output voltages of a superregenerative receiver. 


2*3. Frequency-modulated C-w Signals.—In the transmission of 
an f-m r-f signal the amplitude of the r-f signal is held constant, the radio 
frequency itself being varied in accordance with some desired modulating 
function F{t). Such a signal may be represented by 

8 = £« cos 2w I [1 + F(0]/o dt. (16) 

Jtn 

There are two important parameters of frequency modulation, 
namely, the frequencies contained in F(t) itself and the total frequency 
excursion or deviation, fnmx — /min. 

It should be noted that if F(t) = 0, the wave is represented by 

8 = 8o cos 2T(/oi "H ott) (17) 

as before, but this is a correct representation only when the frequency is 
constant. In general, the phase angle of 8 will be proportional to the 
time integral of the frequency, whether or not the frequency itself is 
constant. The unit constant put imder the integral with F{t) plays the 
same role as that of the carrier with amplitude modulation; that is, it 
permits “downward” as well as “upward” modulation. It is still 
necessary to make the quantity 1 + F{t) positive at all times. For 
interference-suppression purposes the frequency excursion, as will be 
shown in Chap. 13, should be large. The excursion must be small, 
however, compared with the center frequency/o, so that several channds 
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may be available. For these reasons /o is usually made as high as is 
practicable. 

As in the case of amplitude modulation, a modulating frequency p in 
F{t) produces a carrier and sidebands. The relative numbers and ampli¬ 
tudes of these sidebands are, however, quite different. A single modulat¬ 
ing frequency p actually produces an infinite number of sidebands whose 
frequency spacing is p and whose lunplitudes are governed by the fre¬ 
quency excursion and by p itself. These amplitudes are given by Bessel 
functions Jn of ascending order. If the instantaneous frequency of the 
modulated wave is represented by 


/o(l + k cos 27rp0, 

the phase angle of 8 at any time t may be written as 

2ir j /o(l + k cos 2Trpt) dt = 2t/o/ + ^ sin 2irp^, 
plus a constant determined by the angle at time i *= 0. Thus 

8 = 8o cos ^2ir/o/ + ^ sin 27rp/ + (18) 

which may be written in the form' 

6 = 6o {7o(y)pos2T/«< 


+ (v) 

[cos 2»'(/o + p) — cos 2»-(/o — p)] 

- 

\ P / 

[cos 2ir(/o + 2p) — cos 2ir(/o — 2p)] 

\p / 

[cos 29r(/o + 3p) — cos 2w(Jo — 3p)] 

-<f) 

[cos 2»-(/o + 4p) — cos 2ir(/o — 4p)] 




The factor kfo/p is often called the modulation index and represents the 
ratio of frequency excursion or deviation (from the carrier frequency /o) 
to the modulating frequency. In f-m radio practice the modulatira 
index is usually higher than 10. 

Equation (19) shows that for each modulating frequency p an infinite 
number sidebands exist, separated from the ciurier frequmicy /« by 

• See, fat example, B. van der Pol, “Frequency Modulation,’’ Proe. IRM, It, 1194, 
Jufer, 1990. 
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harmonics of p. For a large index of modulation the important sidebands 
are those lying within the frequency excursion interval; the Bessel func¬ 
tions of order higher than the argument (modulation index) approach 
zero rapidly as the order becomes high. On the other hand, for a low 
index of modulation few sidebands have an appreciable amplitude; the 
first (J 1 term) is, apart from the carrier (Jo term), the only one of appreci¬ 
able amplitude. These qualitative effects are illustrated in Fig. 2*8, 



^0 

p 


- 0.5 



^0 

P 


= 24 


(a) Amplitude spectra for f>m wave^. The vertical lines represent the relative ampli¬ 
tudes of the carrier and sideband components. 



which shows amplitude spectra for three typical cases. In addition to 
the effects just mentioned it can be seen that for large index of modula¬ 
tion, the density of sidebands is nearly uniform within the excursion 
interval. Furthermore the carrier, which varies with /o(fc/o/p), can 
vanish for certain values of the modulation index; this situation is quite 
different from the a-m case. In Fig. 2*8 the sideband amplitudes are all 
shown with positive coefficients; the diagrams indicate therefore the abso¬ 
lute values of sideband amplitudes. This is, of course, the quantity that 
would be measured by a linear receiver of bandwidth sufficiently narrow 
to contain mily one sideband. 

The function of the receiver is to convert the f-m signal into an a-m 
ragnal, wh«« it may be converted in the usufd manner to an audio or 
video ognal. In addition to the frequency-to-«mplitude converter there 
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is an amplitude limiter that removes amplitude fading from the incoming 
signal; it is also helpful in reducing certain kinds of external interference 
such as ignition or spark-generated interference. 

The frequency-to-amplitude converter ordinarily consists of a dis¬ 
criminator circuit whose output voltage changes linearly not only with 
the amplitude of the incoming signal but also with its frequency. Since 
amplitude variations, which may occur in the incoming signal because of 
fading, are essentially removed by the initial amplitude limiter, the only 



Fig. 2*9.—Frequency-modulation receiver. 





Input voltage as a function of time 


Voltage after amplitude limiter 



Fig. 2*10.—Voltage waveforms in f-in receiver. 


thing that can produce amplitude variation of the output signal is the 
frequency variation of the incoming wave. Once the a-m wave is pro¬ 
duced, it is rectified or detected in the usual fashion. A block diagram of 
an f-m receiver is shown in Fig. 2-9. Typical voltage waveforms occur¬ 
ring at various places in the receiver are shown in Fig. 2*10. It will be 
noticed that incidental signal fading in amplitude is virtually eliminated. 
Production of the a-m wave will of course involve changes in radio fre¬ 
quency that will occupy a large frequency band. The a-m receiver must 
therefore be able to amplify this large band of frequencies before detection 
takes place; otherwise distortion will occur. The linearity of over-all 
response is governed almost completely by the linearity of the frequency- 
to-amifiitude converter. This converter, or slope jUter as it is sometimes 
called, can be made very nearly linear. 

An ideal f-m receiver is therefore essentially vinsensitive to an incoming 
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a-m signal. Likewise an a-m receiver is insensitive to an f-m wave, except 
where the bandwidth of the a-m receiver is smaller than the frequency 
excursion of the f-m signal. In this case, because of the slope of the 
response curve, the frequency function is converted to an amplitude 
function, usually in a nonlinear fashion, and the receiver will not be 
insensitive to the f-m signal. 

2*4. Phase-modulated C-w Signals.—Phase modulation is in one 
sense merely a type of frequency modulation. The total phase angle of 
8 is made to vary in accordance with the modulating waveF(0« A p-m 
wave can therefore be represented by 

S = 8o cos 2Tr[fol -f“ 0^0 ”f“ (20) 

where m is a constant representing the change in phase angle accompany¬ 
ing a unit change in F(t). If F(t) is expressible in a Fourier series, 

F(t) = ^ Qn cos 2jrpntf (21) 

n 

comparable p-m and f-m representations can be written 


[ 


8 = 8o cos 2ir(f()t -h ao) + W > a» cos 27rp, 


^ an cos 2jrp„/j, 


phase modulation; 


8 = So cos |^2T(/of + |8o) + ^ ^ 2irp„<j) 

n 

frequency modulation. 


( 22 ) 

(23) 


These expressions are similar, but they differ in one important respect. 
The coefficients of the pn terms are independent of pn for phase modula¬ 
tion but are inversely proportional to pn for frequency modulation. 
Phase modulation may therefore be converted to frequency modulation 
by placing in the modulator a filter whose gain is inversely proportional 
to frequency. Similarly, frequency modulation may be converted to 
phase modulation by placing in its modulator a filter whose gain is pro¬ 
portional to the modulating frequency. Thus the essential difference 
between frequency and phase modulation lies in the characteristic of the fil¬ 
ter in the modulator. The relative advantage of one system over the other 
depends on the modulating function F(t) and on the frequency spectrum 
of imdesired interference. In actual practice it is customary to use 
neither pure phase modulation nor pure frequency modulation. The 
lower audio frequencies are usually frequency modulated, and the higher 
frequencies are phase modulated. Appropriate filters in the receiver 
straighten out the frequency characteristic. 
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PULSED SIGNALS 


2*6. Infinite Pulse Trains. —Systems have been developed in which 
the reception of a series or train of r-f pulses is of primary interest. The 
fields of radar and pulsed communication utilize such pulse trains. In 
principle the pulsed function could bo amplitude, frequency, or phase, 
and methods for reception would follow lines suggested in the preceding 
sections. Because of the great use made of amplitude pulsing, however, 
and the insignificant \ise made at present of frequency or phase pulsing. 



(a) Amplitude spectrum 



(/>) Power spectrum 


Flo. 2-11.—Frequency spectrum of infinite pulse train. 


this book will treat only the case of amplitude pulsing. The phase rela¬ 
tions of the amplitude pulses may be important, of course, and this rela¬ 
tionship will be considered where necessary, but the essential feature is 
one of amplitude pulsing. 

The amplitude pulses, it is assumed, are repeated at a rate denoted 
here by the pulse repetition frequency, or PRF. If the pulse train is 
infinite in extent, the frequency spectrum can be computed by conven¬ 
tional methods in Fourier analysis. Denote the pulse train by F{t ); then 


where 


F{t) == sin 2ir/o< 





Mt) 


= 1 
« 0 


otherwise. 


(24) 


In this expression, fr denotes the PRF, and r the pulse length. A Fourier 
development of Eq. (24) shows that 


F(t) « an 2ir/rf (^tT + ~ ^ cos 2mfr^ (26) 

or 

Fit) - 2 ) 2>fC/o + ”fr)t + sin air(/, - (26) 

f »«»0 
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where the symbol 5n,o is equal to unity when n = 0; otherwise it equals 
zero. 

This equation is illustrated in Fig. 2-11 for a situation in which/o fr¬ 
it can be seen that apart from the carrier frequency /o, there are a host 
of sideband frequencies separated from /o by multiples of fr] these are 
the only frequencies present and have amplitudes determined by Eq. (26).* 

A good deal of information is contained in such a train of pulses. The 
PRF, phase of pulses, etc., could be ascertained if required. If the 
quantity to be determined is merely the existence of the pulse train, how« 
ever, a complete analogy can be drawn to the c-w case of Sec. 2*1. The 
amplitude pulse train is a kind of carrier, which in itself contains little 
information. It may, however, be modulated to increase the information 
that can be transmitted and, as in previous cases, may be modulated in 
amplitude, radio frequency, or phase. In addition, it is possible to modu¬ 
late it by varying the PRF or by varying the pulse length or width. 
These methods of modulation as well as methods for detection will be 
discussed in later sections. 

2*8. Finite Pulse Trains.—In radar applications a transmitter is made 
to send out r-f energy in a succession of pulses. The frequency of the 
radio wave itself may be extremely high, and the duration of a single 
pulse may be only a few microseconds. Occasionally a system is made 
where the pulse duration, or length, is as small as 0.1 Msec. The pulses 
are repeated at an audio rate, that is, from perhaps 50 to 10,000 pps. 
The pulses of r-f energy are sent out into space perhaps omnidirectionally 
but more usually concentrated or focused in certain regions by a direc¬ 
tional antenna system. Objects in these regions will reflect or scatter 
the radiation. Some of this scattered energy is picked up by a receiving 
system usually located near the transmitter. The receiver must be 
capable of passing to the indicator the video pulses, that is, the detected 
r-f pulses that correspond to the scattered or reflected pulses of r-f energy. 
One of the major difliculties in the radar problem is to make the receiving 
system sufficiently sensitive to detect the scattered r-f energy of objects 
several miles away. The limitation in sensitivity is generally imposed 
by noise of some sort generated within the receiver (see Chap. 5), or 
governed by external interference (see Chap. 6). 

The fundamental pur]|o8e of the radar set is to provide information 

^ This development requires that the successive pulses have a defined r-f phase, as 
though they were determined from a master c-w oscillator of frequency /o. Ihe 
subsequent chapters of this book deal only with pulse trains in which the phase from 
pube to pulse may or may not be random; it makes no difference in the reception 
ptoeeas for amplitude pul^, since the output of any detector is insensitive to r-f 
phase. The mathematical specification for a train of r-f pulses having random phases 
Is different fiom Eq. (24), however; the sine term will contain, in addit^n, a random 
phase angle depend^t upon the index h, 
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that permits the human observer to locate objects of particular interest. 
With a directional antenna system the azimuth and elevation of search 
are known; and by the system of pulses, the range of or distance to a 
reflecting object can be found. This range is measured by the time differ¬ 
ence between the transmitted pulse and the received echo pulse. Since 
the angular location of the reflecting object requires a directional radiator, 
a general search of the entire regicm requires some sort of scanning. The 
scanning or searching motion of the antenna system is usually reproduced 
in some form within the indicator, so that easy correlation of the presence 
of a particular echo with a particular azimuth or elevation can be made by 
the observer. Because of the scanning action, the return signal reflected 
from an object consists of a finite train of r-f pulses. This train of pulses 
is, of course, repeated at the next scan. 

, The scanning can be accomplished in many ways, and the pulse video 
information at the output of the receiver can be presented on the indicator 
in many ways. The method of scanning is dictated by both the function 
of the radar set and mechanical considerations for moving the antenna 
assembly. ^ The method of indication is usually one that makes the radar 
information most intelligible to the observer. Some of the more common 
indicators used are listed below for reference. 

The Type A or Linear Time-base Oscilloscope .—This indicator^ con¬ 
sists of a cathode-ray oscilloscope in which the video signals from the 
receiver are impressed upon the vertical deflection plates and a linear saw¬ 
tooth sweep voltage is applied to the horizontal deflection plates. This 
horizontal sweep is usually started by the initial impulse from the radar 
transmitter and is made to move across the oscilloscope at a rate con¬ 
venient for radar range measurements. The next transmitted impulse 
starts the sweep over again. Thus, near-by objects that scatter the r-f 
energy will cause a visual vertical deflection, or “pip^^ (also called 
*^blip'0> Jiear the starting edge of the sweep; a reflecting object at a 
distance will produce a pip at a horizontal position corresponding to the 
range of the object. Thus the linear time base provides a range measure¬ 
ment of objects scattering the r-f pulses. The amplitude of the video 
deflection, or pip, is a measure of the effective scattering cross section of 
the object in question. It is also a function of the range of the object, 
because of geometrical factors, and a functioi||Of the over-all sensitivity 
of the radar set. The type A oscilloscope thus essentially provides 
information about the range of an object and some information as to its 
radar” size. It does not give azimuth or elevation information, but 
this can always be obtained from separate dials geared to represent the 
antenna coordinates. Because of the time necessary for the observer to 

^ See Radar Seannera and Bad&meSf Vol. 26, Badsation Laboratory Sedas. 

* See Cathode Ray Ttibe Dtepiaye, Vo!. 22, Eadiamn L^ratory Sedas. 
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coordinate the A-scope range with elevation and azimuth, the system is 
not well suited to rapid scanning or search. It is most useful in the 
measurement of radar range on systems that have a broad antenna- 
radiation pattern and either do not scan at all or scan relatively slowly. 
This type of indication, however, is sensitive in the detection of weak 
echoes. 

In addition to other obvious advantages, a radar can give far more 
precise range information than an optical range finder. The radar range 
error can, unlike the optical, be independent of the range itself and can be 
made as small as a tenth of the equivalent range represented by the pulse 
length. For high precision the sweep on the A-scope would have to be 
extremely linear and well calibrated or some other marking device pro¬ 
vided. It is customary to provide range marks, or a series of sharp 
timing “pips,^^ to mark the sweep at convenient intervals. If extreme 
precision is required, a movable delayed-timing pip is provided whose 
time delay is calibrated and accurately known. It may be generated 
from a crystal-controlled oscillator. This timing pip can be made to 
coincide vnth the desired radar echo, whose accurate range can thus be 
determined. Where the sweep length is very long in comparison with the 
pulse length as presented, it is difficult to see the relative positions of the 
echo pip and timing pip. For this purpose an especially fast horizontal 
sweep may be provided. Such an oscilloscope is known as an R^scope 
(range). It is merely an A-scope in which the start of the sweep may be 
accurately delayed and the sweep speed made sufficiently great to 
delineate the desired echo and timing pip. The R-scope is also useful in 
examining the character of the returned echo pulse or pulses and is 
generally more sensitive than the A-scope in the detection of extremely 
feeble echoes. 

The Type B Oscilloscope ,—This indicator was initially developed to 
add azimuth information to what was presented on the A-scope; this 
was done by impressing the video signals from the receiver on the control 
grid of the cathode-ray oscilloscope. The video signals therefore modu¬ 
late the beam current in the oscilloscope and consequently the intensity of 
light output. Under these conditions the vertical plates of the oscillo¬ 
scope are left free. It is necessary only to impress on these plates a 
voltage that corresponds to the azimuth of the radar antenna. As the 
antenna is made to scan in azimuth, the trace of the time-base sweep is 
made to move up and down in synchronism with the antenna position. 
This type B oscilloscope therefore produces on its screen a bright spot 
whose position in range and azimuth on the oscilloscope face corresponds 
to the actual range and azimuth of a reflecting object. It is therefore a 
radar map, differing from the usual map by a distortion caused only by 
the particular coordinates chosen. Like the ^Reflection-modulated^’ 
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type A oscilloscopes, intensity-modulated^' oscilloscopes such as type B 
are very sensitive in the detection of weak echoes; but the intensity- 
modulated oscilloscopes are much better adapted for scanning systems. 
Because it is convenient to view the oscilloscope face like a map, and 
because the radar-scanning frequencies are generally below the flicker 
frequency for the human eye, it is customary to use for the screen of the 
cathode-ray tube a special material whose light output decays relatively 
slowly with time. 

The Plan-position Indicator^ or PPL —This is the name given an 
intensity-modulated oscilloscope in which the time-base sweep is made to 
start at the center of the tube and move radially outward. The azimuth 
of this radial sweep on the oscilloscope is made to correspond to the 
azimuth of the radar antenna. This type of sweep is usually provided by 
a magnetic deflection yoke placed around the neck of the cathode-ray 
tube. As the antenna is scanned in azimuth, the magnetic yoke is 
synchronously rotated about the axis of the tube. This synchronization 
is easily accomplished by driving the yoke by a synchro motor or some 
other remote mechanical synchro-transmission device. Thus the PPI 
provides a map of all radar echoes, where the map scale factor is merely 
the ratio of twice the velocity of the radio wave to the sweep speed. 
Because of the ease with wrhich a true map can be interpreted, the PPI 
is an ideal indicator for use with radar sets searching continuously in 
azimuth. Intensity-modulated range marks are generally provided for 
calibration purposes. They appear as concentric brightened rings at 
regularly spaced radial intervals. 

The Range-height, or RH, Indicaior ,—Neither the type B oscilloscope 
nor the PPI can present elevation information, and for radar sets whose 
fimction is height-finding some other indicator is desirable. Without 
recourse to a three-dimensional intensity-modulated indicator, which 
has not yet been devised, the presentation of elevation information 
requires the omission of either azimuth or range information. If the 
azimuth information is suppressed, an indicator presenting range and 
height, or RH oscilloscope, can be provided. The radar antenna is made 
to nod or oscillate in elevation angle. The angle of the deflection yoke 
in an oscilloscope of the PPI variety is made to follow the antenna eleva¬ 
tion angle in such a way that the indicator presents a true radar map of a 
particular vertical section of space. Thus the RH indicator will present 
true range and height of radar targets, neglecting, of course, the curvature 
of the earth’s surface. The range and height scales can, if necessary, 
be expanded or contracted to provide convenient values. 

The Type C Indicator .—If the range information is suppressed, an 
indicator presenting azimuth and elevatiop information, or type C 
indicator, can be provided. Because the range information is suppressed, 
the'indicator will show a bright spot on its screen at an elevation and 
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azimuth where a radar-reflecting object exists at any range. This is the 
radar presentation which most closely approximates a visual picture 
of the surroundings. It is probably one of the least useful radar pres¬ 
entations, however, since it does not utilize the one parameter, that is, 
range, given best by the radar set. There are usually a tremendous 
number of radar-reflecting objects at any prescribed azimuth and eleva¬ 
tion, and it is useful to select preferentially particular ones for presenta¬ 
tion of the type C indicator. This selecting is made possible by a variable 
range ^‘gate,'' or **strobe,” which sensitizes the indicator only for echoes 
occurring within a defined range interval. The gate may be set at any 
range, and its length adjusted to correspond to any required range 
interval. Gating not only is useful for type C indicators but is often 
widely used where the video impulse from a single target is to be selected 
and used to control other circuits, perhaps even the coordinates of the 
radar antenna itself. The type C indicator is less sensitive to the detec¬ 
tion of weak echoes than the PPI or type A or B oscilloscopes. 

Aural Perception .—The presence of the video pulses at the output of 
the receiver may be indicated aurally to the human observer. One way 
of accomplishing this is to put the video signals into an audio loudspeaker, 
then listen for the audio tone produced by the PRF. When this method 
of detection is used, all radar range information is lost unless the incoming 
signals are gated in order to pass to the loudspeaker only those signals 
which occur within a desired range interval. This aural detection of the 
PRF component is surprisingly sensitive and very useful in recognizing 
signals from a particular radar set, since the PRF^s of various installations 
may differ markedly. The ear appears to be very sensitive to changes in 
pitch or tone. 

Meter Detection .—By still another method of perception, the aural 
signals are rectified and impressed on an ordinary d-c meter and the 
presence of a signal determined by the meter deflection. If this method 
is adopted, both radar range information and information about the PRF 
are lost but, as in the case of aural detection, the video signals may be 
gated. It might be argued that meter and aural detection methods are 
equivalent, but this equivalence is not easy to show. The use of the 
rectifier or detector in producing the meter deflection gives rise to possible 
cross modulation. TWe will be discussed in Chap. 9. 

Types of Receivers Used .—^The function of the radar receiver is to 
provide pulsed video signals from the incoming series of r-f pulses. In 
principle the three types of receivers mentioned in Sec. 2*2 may be used, 
but some remarks on the usefulness of each type can be made. The 
simple singlOKletection receiver is useful principally where the receiver is 
to made sensitive to a large r-f band. In this ease no r-f amplification 
is used; detection is accomplished at low level and is thus necessarily 
square law. Because of the low detection sensitivity of the square-law 
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detector, most of the signal energy is lost, the remainder being forced to 
compete with noise produced after detection. For this reason this type 
of receiver is not so sensitive as the superheterodyne for weak signals, 
perhaps by a factor of 10^ in power. However, the r-f bandwidth can be 
made several hundred megacycles per second in extent. 

The superheterodyne receiver is almost universally used in radar appli¬ 
cations, because it has better sensitivity than the single-detection receiver 
and better stability than the superregenerative receiver. At the very 
high frequencies the r-f amplification, because of its limitations and 
difficulties, is not customarily used, but the r-f signal is usually imme¬ 
diately converted into an i-f signal. The i-f amplifier therefore has a 
relatively great voltage gain, perhaps as much as 10®, weak signals being, 
as a result, made suitably large for linear detection or rectification. This 
amplification must be of such a nature that it has a satisfactory response 
to the desired pulses. From Fig. 2-11 it can bt; seen that most of the 
energy in the pulses is concentrated in a band of frequencies roughly 
equal to the reciprocal of the pulse length. Therefore the r-f and i-f 
bandwidths must each be of the order of magnitude of the reciprocal of 
pulse length. Since the pulse lengths in use vary from to 10"“^ sec, 
the bandwidths must be of the order of 10^ to 10^ cps. This is the chief 
difference between receivers made for radar pulses and those made for 
radio transmission, the latter being designed to pass only audio frequencies. 

Some superregenerative receivers have been constructed for pulse 
reception. The quench frequency must be high compared with the recip¬ 
rocal of the pulse length to make sampling sufficiently frequent. For 
pulse lengths of less than 1 /^sec, this has been found difficult to do. 
Furthermore the criticalness of adjustment has greatly restricted the 
usefulness of such receivers. Nevertheless, certain of their properties, 
such as high gain over satisfactory bandwidths, necessitate taking them 
into consideration. 

In all these methods of reception the main object of perception is to 
become aware of the existence of the incoming r-f signal. The question 
is not one involving the detailed analysis of the signal characteristics but 
simply whether or not the signal exists. As pointed out in Sec. 2*6, it is 
often useful to consider the detection of a series of pulses that are modu¬ 
lated in some manner at a slow rate. The information one wishes to 
abstract from this type of signal is the relatively slow modulation function 
appearing in the pulse train, in much the same way that one wishes to 
abstract the modulating function from an a-m or f-m c-w signaL 

2*7. Amplitttde-modtilAted Pulse Trains.—^There are two reasoxis 
why it is useful to consider the perception of the modulation function of a 
modulated pulse train* First of all, the echo^ obtained in radar recep¬ 
tion are indeed modulated by change in the characteristics of the target 
under surveillance. The effective scattering cross section the target 
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may vary with time because of changes in the target aspect or position; 
it may also vary in a way characteristic of the particular target itself. 
For example, propeller rotation on an aircraft will give rise to a periodic 
change in its effective radar scattering cross section. Information con¬ 
cerning the modulation of received pulsed echo trains may therefore be 
helpful in deriving information concerning the nature of the target. As 
another example, one can see that the phase of the returned radar echo 
depends upon the total path length taken up by the radio wave and there¬ 
fore changes markedly with target movement. By a phase-detection 
scheme a modulating function that depends on target speed can thus be 
derived. The phase changes brought about by target movement can be 
conveniently measured by one of two general methods. The coherent- 
pulse system mixes the incoming echoes with a strong local c-w generator 
whose phase is reset to the phase of the transmitted pulse each time it is 
produced. The resulting echo amplitude will be constant from pulse to 
pulse unless the target in question moves during this time interval by an 
amount that is appreciable with respect to the wavelength of the r-f 
signal. As the target moves, the echo will be seen to beat up and down 
with a frequency given by the Doppler shift. By analyzing the phase 
modulation of the return pulses, therefore, information concerning radial 
target speed can be derived. 

A second method of phase detection is possible. Instead of utilizing 
the local source of phased c-w oscillations, the echo from the moving 
target is mixed with other strong echoes from fixed targets. Again beats 
in the echo amplitude are obtained in the same way as for the coherent- 
pulse system. The presence of these beats depends, however, upon the 
presence of local fixed echoes at the same range as the target. Since this 
condition is not under the observer's control, the system has a limited 
area of usefulness. It is, however, much simpler than the coherent-pulse 
system. 

One of the main uses for modulated pulse trains, however, lies in their 
application to specialized communication systems. Such systems have 
the advantage of highly directional propagation characteristics and a 
high degree of security. In these systems a continuous succession of 
pulses modulated at speech frequencies is sent out. As pointed out in 
Sec. 2*6, the modulation itself may be applied to the pulses in several dif¬ 
ferent ways. Amplitude modulation will be discussed in this section, 
and other types of modulation in Sec. 2*8. 

The amplitudes of the continuously recurring pulses are assumed to 
vary in accordance with the modulating function. If the modulating 
function is one that can take on both positive and negative values with 
respect to its normal or quiescent value, there n^ust be provided, as in 
previous examples, a carrier term large enough to prevent the entire 
amplitude function from reversing sign. ,The function of the receiver 
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is to obtain the modulation function from the relatively complicated 
train of incoming pulses. The first step in the chain of events is the 
detection of the r-f signal to provide video pulses, just as in the case of 
normal radar echo detection. Since distortion of the modulating func¬ 
tion is undesirable, linear detection is greatly preferred; and for the sake 
of sensitivity, a superheterodyne receiver should be used. The ampli¬ 
tudes of the video pulses are still slowly modulated by the modulating 
function. The possibility of gating the pulses at this point makes this 
type of communication system much more secure than the ordinary a-m 
c-w signal. The proper video pulses can be selected by a gate whose 
PRF is the same as that of the desired signal and whose timing is made 
to coincide with the pulses either by a special timing pulse or by auto¬ 
matic locking voltages derived from the incoming pulses themselves. 
The sensitivity of the receiver to weak signals in noise is affected by gating 
and by the gate length itself. This point will discussed in Chap. 10. 

The spectrum of the pulses can be derived in a straightforward fashion. 
Let us represent the modulating wave F{t) by th-^ function 

F{t) = 1 + € sin 27rp(/ + 5), (27) 


where € is the fractional modulation and p is the modulating frequency. 
This function is now to represent the amplitude of the pulse train, which 
has a PRF denoted here by fr and pulse lengths indicated by r. For the 
sake of simplicity it is supposed that the pulse amplitude at the start of 
the pulse will assume the value of F{t) and that the pulse amplitude is 
maintained constant throughout each pulse. That is, the signal function 
^vill be given by 

k 

where 


A ,(0 = 


I 

0 


for ^ < < < ^ + T, 
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otherwise. 


The Fourier development of F,(0 becomes 

f 

F^{t) = r/r + € — sin vrp sin (2irp^ — mp + 2irpS) 


+ - sin + p) Hin (2ir(//, + p)t — irrp + 2rp<] 

Vr T* P 

+ ~ Bin - p) sin {%r(JSr -^p)t + rrp - 2rp4)|. (29) 
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It can be seen that, in general, many frequencies are present in 
namely, all the harmonics of the PRF fr and cross terms between these 
harmonics and the modulating frequency p. The amplitude of any term 
of frequency / is modified by the familiar (sin Trrf)/Trrf because of the 
pulse length r. A convenient chart for reading off all frequencies present 
is shown in Fig. 2-12. Output frequencies are given on the abscissa scale 
for any input modulating frequency chosen on the ordinate scale. The 



Output frequencies 

Fig, 2*12.—Output frequencies for a given modulating frequency. 


output frequencies present are those which appear at the intersections of 
a horizontal line, whose ordinate is the modulating frequency p, with the 
array of diagonal lines and vertical lines shown in the diagram. An 
example is shown by the dotted line drawn for p = /r/4; the output fre¬ 
quencies are shown to be 2 Ifr and S {Ifr ± /r/4). 

The diRgraTn shown in Fig. 2-12 is not suitable for indicating the inten- 
aties of the various components. A simple rule to remember is to 
consider that all intersections with diagonal lines yield amplitudes which 
are «timos those of the vertical lines. Furthermore, aU intersections are 
ttodified according to the individual pulse spectrum («n «r7/)/irr/ and 
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therefore fall off with increasing frequency. A typical spectrum is shown 
in Fig. 2’13, where /rT = 0.2 and p = /,/4 as shown in Fig. 2-12. The 
frequencies shown with dotted lines are those caused by the modulation 
itself. 

It would be possible to put the video pulses directly into a loud¬ 
speaker and derive sound that contains the modulating function (see 
Fig. 2-13). It would also contain many undesired and extremely annoy¬ 
ing frequencies. These undesired frequencies are all higher than the 
modulating frequencies provided p < /r/2 and can thus be filtered out 
before going into the loudspeaker itself. Generally, the desired audio 
component must be greatly amplified because of its small energy content. 



The filtering and audio amplification may be greatly helped by the 
so-called “boxcar” generator, or demodulator. This device consists of 
an electrical circuit that clamps the potential of a storage element, such as 
a capacitor, to the video pulse amplitude each time the pulse is received. 
At all times between the pulses the storage element maintains the poten¬ 
tial of the preceding pulse and is altered only when a new video pulse is 
produced whose amplitude differs from that of the previous one. The 
name “boxcar generator” is derived from the flat steplike segments of the 
voltage wave. 

The output of the boxcar generator is givmi by Eq. (29) (by putting 
r — l//r) and can also be obtained from Fig. 2* 13. It can be seen that 
none of the Z/, terms remain except the d-c term. The output frequency 
present at the modulating frequency p is also incidentally much amplified 
because of the increased pulse length. The output voltage, however, 
still does contain at reduced amplitude the crose-modulation terms. 
Nevertiieless, the main body of interfering audio frequencies has been 
removed, and therefore the problem of additional filtering is greatly 
implified. The boxcar gmierator can be ulied only on gat^ systeme, 
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unfortunately, or at least on systems from which an accurately timed 
clamping pulse is available. 

If cross-modulation terms in the output must be avoided, the highest 
modulation frequency must be substantially less than one-half of the 
PRF /r. If a filter is used to separate the output frequencies, it will have 
a cutoff or attenuation curve that is not infinitely sharp; therefore the 
maximum value of p must be further restricted. If p is limited to /r/3, 
then one octave exists for the filter to achieve its cutoff value. This is 
considered to be an acceptable value. It will be noticed that this restric¬ 
tion will apply to all of the pulsed communication schemes, since it follows 
directly from the effect of sampling the signal voltage at discrete times. 

Before proceeding to other forms of modulation, the part played by 
various detection processes should be considered. The first detection 
process (actually the so-called second detection in a superheterodyne 
receiver) reduces the r-f voltage to a video voltage. This provides a 
measure of the intensity of the r-f wave without regard to its exact r-f 
structure. This video voltage still varies at a fairly high rate and may 
contain modulation intelligence. An additional detection process, that is, 
boxcars with audio filtering, will bring out the modulation frequencies. 
Still another, or fourth, detection can be provided. This one measures 
the average intensity of these audio voltages; that is, it measures the 
fractional modulation €. Thus the detection process is one that princi¬ 
pally provides a measure of the average intensity of a function. Because 
of this averaging process, the frequencies present in successive detections 
become progressively lower. 

One more point regarding the demodulated signal should be noted. 
The video output is a measure of the signal size and can therefore be used 
as a signal-actuated control voltage. It is sometimes convenient to use 
this voltage to control the gain of the receiver. This control must clearly 
be made of such a sign that an increase in video signal will reduce the 
receiver gain; otherwise the system will be regenerative. With this 
degenerative system, the receiver gain tends to maintain the average 
output signal constant in size regardless of input signal size. The action 
of this type of automatic gain control, or AGC, will be described in 
Chap. 11. 

When the AGC does not need to be rapid, an ideal arrangement is to 
use the output of the boxcar generator as the feedback control voltage. 
This arrangement is shown in block form in Fig. 2*14, where all the parts 
are self-explanatory with the exception of the filter between the third 
detector and gain-control lead. The function of this filter is essentially 
to pass only the d-c component to the gain control lead, thus effectively 
removing the dedred modulation frequencies. In this fashion these 
modulating frequencies themselves are not degenerated in tb«» receiver. 
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If the filter passes the modulating frequencies, they will be degenerated 
and greatly reduced in amplitude at the receiver output. They are not, 
in general, completely degenerated because of the finite change in output 
signal required to cause a change in receiver gain. For some applications 
this finite degeneration is not serious, since audio amplification will 
restore the amplitude of the modulation signal. In addition, because of 
the rapid feedback, the speed of AGC is greatly increased. The filter, 
however, must considerably attenuate the PRF, or oscillation will 
develop because of the cross terms of Fig. 2-12. 



Fig. 2*14.—Audio-modulation receiver with automatic gain control. 


2.8. Other Types of Modulation. Puhe-hngth or Pulst-vndih Modulo- 
lion .—In this case the modulation is accomplished by variations in pulse 
length. The PRF and the pulse amplitude are held constant. Recep¬ 
tion consists of detecting the r-f pulses, then converting the length varia¬ 
tions to amplitude variations. As pointed out in Sec. 2-7, the PRF must 
be at least three times that of the highest modulating frequency, and a 
low-pass filter must be used to exclude undesired cross terms. 

The conversion from pulse length to amplitude is most easily accom¬ 
plished by passing the signal through a filter of limited pass band. 
Through such a filter, if its bandwidth is considerably less than the recipro¬ 
cal the maximum pulse length, the output response will have an ampli¬ 
tude proportional to the product of input pulse length and amplitude. 
This operation can be accomplished in the r-f and i-f sections of the 
receiver before detection takes place. It is most convenient, however, 
to limit the incoming signals (usually done most easily after detection) 
before converting the pulses to amplitude-modulated signals. The 
limiter plays the same role as the limiter for f-m radio (see Sec. 2-3); 
that is, it eliminates amplitude variations in received signals produced 
by fading and reduces interference of a t 3 q>e in which peak voltages are 
very high. The bandwidth of the receiver in front of the limiter should 
be adequate to pass the shortest pulse properly. From Fig. 2*11 it can 
be seen that the bandwidth should exceed the reciprocal of the diortest 
pulse length. 

In addition to peak limiting, it is usually desirable to provide a lower 
limit bdow which no output signal occurs. If the input signals fall below 
some defined minimum level, noise or interfer^ce in the reomver renders 
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them useless. Therefore a lower limit, which excludes this noise, is 
beneficial. The presence of both a lower and upper limiter constiftites 
a sheer, so named because the output voltage is proportional to the 
input voltage only within a narrow voltage range or slice. The sliced 
output of the length-modulated pulses will consist of a series of relatively 
clean'’ constant-amplitude length-modulated pulses suitable for imme¬ 
diate conversion to a-m pulses. 

As in the ease of a-m pulses, gating can be employed within the limits 
of pulse lengths used. A gate length as long as the longest pulse must 
be used; this would appear to favor slightly the use of a-m pulses where 
accurate gating of a size equal to the pulse length at all times is possible. 

Frequency or Phase Modulation ,—In this type of modulation one can 
think first of an ordinary f-m or p-m continuous wave as described in 
Secs 2*3 and 2*4. The pulses merely select short segments out of this 
r-f wave; they therefore bear defined frequency and/or phase changes 
determined by the original modulation. The process of reception con¬ 
sists of limiting ^he pulses, then passing them through a frequency-to- 
amplitude slope filter. From this point they are handled like a-m pulses. 
The pulse frequencies spread out over a band about equal in width to the 
reciprocal of the pulse length. Therefore the frequency deviation should 
be made large compared with this band of frequencies. In the true 
pulsed case, it is not really essential that the phase of the r-f signal which 
is being frequency modulated be accurately defined at the start of each 
pulse, since the frequency-to-amplitude converter is itself insensitive to 
phase. Unlike the case of f-m continuous waves, the starting phase of 
each pulse may be made random because of the dead time between pulses; 
no difficulties are caused thereby with f-m pulses, but phase-modulation 
schemes are, of course, upset. Likewise schemes can be considered in 
which the phase is modulated without changing the center frequency 
during each pulse. Such modulation is again made possible by the dis¬ 
continuity between pulses; either frequency or phase can be arbitrarily 
set. For the detection of the phase modulation, a scheme similar to that 
discussed in Sec. 2*6 can be used. One may use a coherent local c-w 
source whose frequency is that of the pulses and whose phase is in quad¬ 
rature with the pulse phase in the absence of a modulating signal, that is, 
carrier present only. As can be seen, variations in pulse phase caused by 
modulation, for small phase changes, will cause amplitude changes 
substantially proportional to these phase changes. These a-m pulses 
are then handled in the usual manner. 

Modulation of PRF .—In this scheme the variable that is modulated 
is the PRF itself. The maximum range of variation is kept smaller than 
one octave to prevent harmonics of the lowest PRF from interfering with 
the highest frequency. As in the other sampling schemes the average 
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PRF must be about three times as high as the highest desired modulating 
freqfhency. Detection of the pulses is made in the usual way. The audio 
output is obtained by putting the video signals into a filter designed to 
pass only the audio frequencies. It should be remembered that since 
the incoming signal amplitude is constant, limiting and slicing can be 
employed; but because of the variable PRF, gating is impossible. 

Other Schemes .—Other schemes of modulation are possible, and 
methods for their reception are obvious. Among these may be mentioned 
a double-pulse si'heme m which the spacing between the two pulses is 
modulated. Clearly, this scheme is similar to pulso-lengt/h modulation. 
Again frequency or phase differences between the two pulses can be used 
if desired. 



CHAPTER 3 

THEORETICAL INTRODUCTION 

3*1. The Mathematical Description of Noise.—It is well known that 
the output of a receiver when no signal is present is not always zero but 
fluctuates more or less irregularly around some average value. On an 
A-scope, for instance, these fluctuations produce the typical noise that 
often prevents weak signals from being de¬ 
tected. This noise has several origins, to be 
discussed in detail in the next chapters; the 
question that concerns us here is how to de¬ 
scribe quantitatively the noise output of a 
receiver. 

The answer is perhaps not obvious. 

Merely observing the output y{t) of a receiver 
over a period of time {y may be a voltage, a 
current, or the deflection on an A-scope) does 
not make it possible to predict the output for 
any later time or to predict the output as a 
function of time for another receiver identical 
with the first. Then how can any theory at 
all be formulated? The answer is, of course, 
by using the notion of probability. As we 
shall see, certain probability distributions can 
be predicted and observed. The noise output 
of a receiver is a typical example of a random 
(or stochastic) process. The systematic study 
of such a process forms a recently developed 
part of the theory of probability.^ 

Let us assume that there are a great 
number of macroscopically identical receivers 
(called an ^‘ensemble" of receivers) all 
turned on simultaneously. The noise out¬ 
puts yi(jt)y yi(t)f . . . , are then observed. 

All these functions will be different. At a definite time t it can be 
observed for what fraction of the total number of cases y occurs in a 

^ Several aspects and applications of the general theory of random processes are 
reviewed and ext^sive references to the hterature given by 8.0. Rice, ^^Mathematieal 
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Fig. 3*1. —Some photographs 
of typical noise on an A-scope, 
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given interval between y and y + Ay. This fraction will depend on y 
and t and will be proportional to Ay when Ay is small. It is written 
Wi{yft) dy and called the first probability distribution. Next can be con¬ 
sidered all the pairs of values of y occurring at two given times U and U- 
The fraction of the total number of pairs in which y occurs in the range 
(yi, yi + Ayi) at i\ and in the range (ya, ya + Ay2) at h is written 
W^ 2 (yi, y 2 y dyi dyi and is called the second probability distribution. 
We can continue in this manner, determining all the triples of values of 
y at three given times to arrive at the third probability distribution, etc. 

The objection immediately occurs that observations of the noise 
outputs on an ensemble of receivers can never be made. Such observa¬ 
tions are not necessary, however, when the noise output is stationary. 
This means that the influence of the transients (because of the switching 
on of the receivers) has died down and that all tubes have warmed up 
properly with the result that the receiver is in a stationary state. If one 
observation is then made of the noise output y(t) of the receiver for a very 
long time, all the information desired will be received. The record can 
be cut in pieces of length 0 (where 0 is long compared wdih all **periods'^ 
occurring in the process), and the different pieces can then be considered 
as the different records of an ensemble of observations from which the 
different probability distributions can be determined. Furthermore, 
these distributions now become somewhat simpler. The first one, for 
instance, will be independent of t] the second one will depend only on 
the time difference U — U, etc.; hence the stationary noise output will be 
described by the series of functions: 

Wi{y) dy = probability of finding y betw^een y and 
y + dy; 

^ 2 (yi,y 2,0 dyi dyz == joint probability of finding a pair of 
values of y in the ranges (yi, yi + dyi) 
and (y 2 , y 2 + dy 2 ), which are a time 
interval t apart from each other; 


Analysis of Random Noise ,Bell System Techn. «/., 28, 282 (1944); 23, 46 (1945); 
S. Chandrasekhar, ‘^Stochastic Problems in Physics and Astronomy,'* Rev, Mod, 
Phys,, 15, No. 1,1 (1943); Ming Chen Wang and G. E. Uhlenbeck, “On the Theory of 
the Brownian Motion II," Rev, Mod, Phys,^ 17, 322 (1945). Discussion in this chapter 
will be restricted to the minimum requirements for the understanding of noise problems 
in radio receivers. It may be well to point out, however, that these problems form 
only a small part of the general theory of random processes. Other applications of 
the theory are made in many branches of physics (as, for instance, in the theory of 
Brownian motion and the theory of other fluctuation phenomena), in hydrodynamios 
(especially in the theory of turbulence), in the theory of the errors in gunnery and 
bombing, m economics (especially in the theory of time series), etc. Another a|^ea-* 
tion, theschcalied “random walk" problem, will be irdsted in Chap. 6, 
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WiiVhy^yyzMM) ^yi dy^ dyz = joint probability of finding a triple of 

values of y in the ranges dyzy dyt^ 
where dy\ and dy^ are the time interval h 
apart and dy^ and dyz the time interval 
h apart, etc. 

It should be emphasized that these probability distributions represent 
everything that can be found out about the random process, and one 
may therefore say that the random process is defined by these distribu¬ 
tions. Of course, the functions Wn are not arbitrary and unrelated to 
each other; they must fulfill the three obvious conditions: 

Wn ^ Of because the Wn are probability densities, 

Wn{y\f t\\ y^y h . . . Vny in) must be a symmetric function in the set of 
variables 2 / 1 ,/i; 7/2, < 2 , . . . , ^n, <n, since TFn is a jom/probability, and 
Wk{yu • * * , 2//L, tk) 

dyk+\ ' • ' dyn Wniyi, h; * • * 2/n, tn)y (1) 

since each function Wn must imply all the previous Wk with k < n. 
The set of functions Wn form therefore a kind of hierarchy; they describe 
successively the random process in more and more detail. A complete 
theory of the random process should make it possible to derive the general 
distribution function Wn from an analysis of the origins of the random 
process. For the noise produced in or passing through linear networks 
this can actually be done (see Sec. 3*6). However, the investigations 
here will usually be restricted to the first two probability distributions. 

S*2. Average Values.—From the^rs^ probability distribution Wi{y,t) 
the average value of y can be found. 

g = j dyyWi(y,t). (2) 

Clearly, this average value will in general depend on the time t. It can 
be determined by averaging, at the time t, the noise outputs yi(<), 
yt(t), ... of the ensemble of receivers mentioned in Sec. 3-1. It will 
be spoken of, therefore, as the ensemble aoerage and indicated by a bar. 
It must be distinguished from the time average, defined and denoted by 

+- 

y * * y(0- (3) 

e-no j -- 

nfis 1,111 be independent of the time, of course, but will, in general, differ 
igs the various functions ytit), . . . oS. the ensemble. We can still 
average over the ensemble; tl^ the same result irill be obtained as the 
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y (4) 

Only for a stationary process will the two ways of averaging give the same 
result, since then y will be independent of the time and y will be the same 
for the different functions yi(<) of the ensemble. 

The same distinction must, of course, be made for the average values 
of functions of y. Usually it will be clear from the context which kind of 
averaging is me^t. Especially important are the different moments of 
the distribution Wi, defined by 

m„ = ^ = j dy y^Wi. (5) 

From the first and second moments there is derived the fluctuation or 
variance 

(y - yy = ¥ - {yY =‘ j dy{y - yYWi, (6) 

which is a measure of the width of the distribution Wi{y) about the 
average value y. From the third moment can be obtained an idea of the 
skewness of the probability distribution, more and more information 
about Wiiy) being acquired as additional moments are known. The 
problem whether or not the knowledge of all moments determines the 
probability distribution uniquely is a famous one, but it will not concern 
us.^ In certain instances this is actually the case, as, for example, when 
the m’s fulfill the relations 


in2k+i = 0 , 

m2k = 1 -a-S • • • (2fc - l)(m2)K 
The Wi{y) is then the (laussian distribution 


(7a) 


Wt{y) = 


1 -JiL 

- g 2fnt 

y/2nm2 


{7b) 


Of special importance is the combination of the moments embodied in the 
so-called characteristic function 


♦i(8) ^ (®) 

n-O 

for instance, M. G, Kendall, Advanced Theory of StatisHcSf Vol I, Qrffin, 
Londcm, 1943, Chap. 4. ^ 
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The signihcance of the characteristic function lies especially in the follow¬ 
ing two theorems; 

1. The characteristic function determines uniquely the probability 
distribution. In fact, from the Fourier integral theorem it follows’ 
that 


"'■w - i r. 


da 


(9) 


2. If the characteristic functions of two independent random variables 
y and z are and ^(s), then the characteristic function of the 
distribution of the sum y + 2 is given by the product 0 ( 5 ) 

Let us now turn to the second distribution function W 2 {yij ti\ y^i ^ 2 ). 
The most important average value derived from it is 


yi2/2 


If dy, 


dyt ymWiiyi, W, y*, h). 


( 10 ) 


In general, this will be a function of U and U. Letting h = t\ t, we 
can perform an additional time average over U and then obtain a function 
of T 


I r+l _ _ 

/?(t) = lim = / dti yiytih, -f t) = yiy*. 

6-« ^ j-\ 


( 11 ) 


The same function R{r) is obtained, of course, by taking the ensemble 
average of 


= lim i f * dii y(,U)y{t 
i J-% 


+ r). 


( 12 ) 


For a stationary process Eqs. (10) and (12) give the same result. The 
function R(t) gives a measure for the correlation between successive 
values of y and is therefore called the correlation function. When y{ti) 
and y(ta) are independent of each other. 


and 


Wt{yi, ii] yt, h) = Wi{yi,ti) • Wi(ya,ti) 

^ • ys. 


^ One might think that Eqs. (8) and (9) answer the previously mentioned question 
of moments in the affirmative. In fact, it can be proved in this way that Eq. (76) 
foUoWB from Eq. (7a). The general mathematical problem, however, is to find the 
conditions that the rrin have to fulfill so that ^i(s) exists and has a Fourier transform 
thiit is always positive. 

* For a proof and also many examples and references, c/. Kendall, for. ctf. For the 
strict mailieinatioal discussion of the notion of characteristic function, see H. Cramer, 
Mandom VariaMes and PrdbabUUy IH^nbutionst Cambridge, London, 1937, 
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For nrase (without signal), this situation will occur when the time 
interval = t is suflSciently large. For r = 0, it is obvious that 

dyyWi(3/i,ti)- 

It is sometimes convenient to work with the function* 

,(r) - K z My - Z t ), (13) 

which will be called the normalized correlation function. We may note 
some properties of p(t) : 

1. p(0) = 1. 

2. p(r) g p(0). 

3. For noise without signal p(t) — ► 0 as t —► oo. 

4. If p(t) = 0 for r ^ ro, then® 



.(^)s 0(0) CO. 4 -,, 

where n is an integer. 

As already mentioned in Sec. 3-1, Wt (yi, ti;yt, h) gives more informa¬ 
tion about the random process than the first probability distribution 
Wi.{y,t). In fact, Wi follows from Wt, since one has 


and 




Wt(yi,ti) = 


/ 

/ 


dyt Wt(yi, h; y^, U) 


dyi Wtiyi, ti, yt, tt), 


(14) 


which is a special case of the general £q. (1). It is sometimes impor¬ 
tant to introduce instead of TTz the conditional probabilUy distribtUion 
Pt(yi,ti\yi,ti), which gives the probability of finding y between y* and 
yt + dyt at time h, given that y = yi at time t\. Of course, 

IF*(yi, <i; ys, <s) = Wi{yi,ti)Pt{yi,ti\yt,tt), (15) 

and Pt must fulfill the relations 


/ 


/ 


dyt Pt(yi,ti\yt,tt) = 1, 


dyi lFi(yi,<i)P*(yi,<iiy»,<*) “ Wi{yt,tt), 


(16) 


^ This function is written for a stationary process, with which we shall be con- 
eemed most often. 

* For the proof, tf. E. P. Boas and M. Kae, Inequalities for Fourier Transforms of 
Positive Functions/' Duke J., IS, 189 (1946)/ 
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which follow from Eq. (14). From P* may be obtained conditiorud 
average valuee, as, for instance, 






which is the average value of y at tt when one knows that y = yi at time 
ti. For a stationary process. Pi and, therefore, y?' also will depend only 
on h — ti = T. 

The notion of the characteristic function for Wt can also be general¬ 
ized by forming 


d>t(Si,Si) = 6 '^*"''+*"''*' 



dyi dyi 


(17a) 


We again have analogous theorems; in particular IF 2 is found from <t>t by 


Wi{yi,yi) = 



dsi dst e’<*‘'''+*'‘'«^^2(sj,S2). 


(176) 


3*3. The Relation between the Correlation Function and the Spec¬ 
trum.—Of special significance for the applications to signal detectability 
is the notion of the spectrum' of a random process. Let us suppose that 
a function y{t) is observed for a long time 0. Assuming that y(t) = 0 
outside the time interval 6, the resulting function can be developed in a 
Fourier integral. 





(18) 


where if A*(f) denotes the complex conjugate, A(f) = A*(—/), since 
y(t) is real. It is well known (Parseval theorem) that 


/_ , “ /_» ^ 



df |A(/)1* 


Using the fact that 1A(/)1* is an even function of / and going to the limit 
0 -♦ 00 , this equation can be written as 

y* = lim i f e%*(0 dl = r dfQiS), (19) 

whm« 

0{f) = lim I |A(/)1* (20) 

e->ao ^ 

»C/, Bdl Tech. J., SS/SIO (1M4); Wang and Uhlenbeek^ Uee. Mad. 

Phu$. 91 % 326 (1945); further refeieneeB are given in these papers. 
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and will be called the spectral density or the power spectrum of the func¬ 
tion y{t). 

Let us consider next the average value, 

= lixa ^ J ^ y{t)y(t + t) dr. 

0—► 00 y ~ 2 

By introducing the Fourier expansion |Fq. (18)] and using the I'ourier 
integral theorem, it is easily shown that 


~ (21o) 

from which it follows by inversion that 

G{f) = 4 dr y(Mt~+^ cos 2Kfr. (216) 

All this holds for any function y(t). Let us assume, now, that we have 
a random process and that y{t) is a meml)er of the ensemble of functions 
yiiO, ytii), • • • > mentioned in Sec. 3-1. Each of these functions can 
be developed in a Fourier integral, and the corresponding G{f) can be 
averaged over the ensemble. The resulting G(f) will be called the spectral 
density or the power spectrum of the random process. From Eqs. (21o) 
and (216) it follows that the correlation function R{r) and this spectrum 
are each other’s Fourier cosine transform, or 


R(r) 


-1' dsm 


cos 27r/r, 


(JOT -4^' 


dr R{r) cos 27r/T. 


( 22 ) 


This is the relation referred to in the title of this section. 

The following additional remarks may be helpful. 

1. Equation. (19) can also be averaged over the ensemble, which gives 

^ ^ dS(K!). (23) 

2. For a stationary process the averaging over the ensemble can be 
omitted, since each member ytif) will lead to the same spectral 
density G{f). 

3. The spectral density 0(f) may contain singular peaks of the wdl- 
known Dirac S-function type. This ceHainly occurs, for instance, 
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when y is not zero or, in electrical language, when there is a d-c 
term. Then 

Gif) ^2iy)^{f)+G^if), (24) 

where 5(/) is the Dirac 5-function.^ 

4. For pure noise the peak at / = 0, corresponding to the d-c term 
will usually be the only peak, so that Giif) will be a regular func¬ 
tion, representing the really continuous spectrum. From Eqs. (19) 
and (24) it is apparent that the area under this continuous spectrum 
is equal to the fluctuation or variance of y(t). In this case it is 
sometimes convenient to introduce the normalized power spectrum 


SW 


Gtif) . 

t « ’ 

/„ dfG,{f) 


it becomes apparent that Sif) and the normalized correlation func¬ 
tion p(r) of Sec. 3-2 are each other^s Fourier cosine transform. 

5. The relations [Eqs. (21a) and (216)] are perfectly general. They 
hold, for example, when 


yit) = A + sin 27r(/o/ + a). 


We then have 


y^ « A2 + 

yit)yit + r) = cos 27r/oT, 


and from Eq. (216) it follows that 


Gif) =2^W)+iBW~/o), 
where the following relations have been made use of : 


/: 


/: 


dr cos 2nefr = 5(/); 


dr cos 2irfr cos 2wf<(r = 5(/ — /o). 


(25) 


The spectrum therefore consists, as it should, of the two frequencies 
/ = 0 and / = /o, corresponding to the power in the d-c term A® and 
the power iJS® in the a-c term. 

6. When there are noise and a signal, the spectral density <?(/) will 
consist (in addition to the d-c term) of a continuous spectrum and a 
number of peaks at the discrete frequencies fi of the signal. The 


‘ This function has the following properties; J(*) — 0 for x 0 and S(x) ■■ » for 

/ + •» 

^ 5(a?) dx « 1; B(x) • 5(—») so that 
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magnitudes of the peaks—or better, the area under the peaks— 
correspond to the power spectrum of the signal. 

7. When a stationary random process with spectral density (?,(/) 
passes through a linear device that is described by an impedance 
function Z(/),’then the output will again be a stationary random 
process and the spectral density will be 

Go(S) = (26) 

3*4, Examples of Spectra.—The importance of the relation in Eqs. 
(21) or (22) between the correlation function and the spectrum lies in the 
fact that it is often easier to calculate the R{r) or p(t) by means of Eqs. 
(10) and (11)than to calculate the spectrum directly. To elucidate the 
relations in Eqs. (22), consider, for example, the case where^ 



1 

11 


Then 

Q(f) — 

+ f2ir/)’’ 

(27) 

when 

p(r) = 




(28) 


When p(r) is a monotonically decreasing function of r, S(J) is also a 
monotonic decreasing function of /. The function S(J) will be(;ome 
flatter and flatter as p(t) becomes narrower. If p(r) drops to zero in a 
very short time A, then S{f) will be essentially constant up to a very high 
frequency of the order of magnitude 1/A. We call this a white spectrum. 
The limiting case—where S{S) = constant for all /—would correspond 
to no correlation at all between successive values of y] hence for all 

2 / 2 , ti) = Wi{yi,ti)Wi{y2,t2), 

and we have what is called a purely random process. This is, of course, an 
idealization that in actual cases can only be approximated. 

When Sif) has a maximum at some high frequency /o and is sym¬ 
metrical around the maximum, so that 


8(f) == F(f ^ foh 
F(x) - F(-x), 

then 

p(t) » cos 2ir/or. j dx F(x) cos 2ira;r, (29) 

^ In these examples the normalized correlation function p(r) is used and the result¬ 
ing spectrum is therefore also normalized; p(0) is always unity, and consequently the 

total area of the spectrum is 8(f) d/ -» 1, ' 
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as long as the width of S{f) is small compared with /o. To illustrate, 
when SU) is constant over a band of frequencies of width B around /o, 
then 

p(t) « cos 2ir/oT sin xJSr, (30) 

as long as B <$C/o. The correlation function will therefore be like a 
damped oscillation with frequency /o. The smaller B is, the farther the 
correlation goes out in time. A limiting case is when S{f) = h{f — /o); 
then p(r) is strictly given by cos 2ir/or. 

It is not necessary, of course, to calculate the power spectrum by 
means of the correlation function. Sometimes it is just as easy to derive 
the spectrum directly. Let us consider, for example, the case where 


a, 




a* 


■®o" 


Flo. 3-2.—Serlus of puleeH of random height but fixed repetition interval. 

y{t) consists of a series of pulses that have identical shape and a constant 
repetition frequency but whose heights vary according to some prob¬ 
ability distribution (see Fig. 3*2, where the shape of the pulse is assumed 
to be rectangular). 

Then 


y{i) 


-y. 




ttkFiji — A:0o), 


(31) 


where 6o is the repetition period and the a* are the heights that are dis¬ 
tributed according to a probability distribution, say P(o). From Eq. 
(18) is obtained 

d< ^ a*e" 

~~ N 

where 


A{f) 




-2»tfc/0o 


(32) 


B{f) 




dx P(x)e“*'^*, 


and where it has been assumed that there are approximately (2N + 1) 
pulses between the times — N9o to -f ATGo. From Eq. (32) it follows that 
the average power spectrum is given by 


-1 !«(/)!■ {p - Ml + jjrVr 






fl- 


(33) 
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The sum inside the brace s wil l be (2^^ + 1) for / = n/0o when n is an 
integer; hence in the limit (?(/) will be infinite. For other values of f the 
sum will be oscillatory, and for iV oo the limiting value will be zero. 
Clearly, the limit has the character of a series of peaks, or 3-functions, at 
the frequencies n/0o, and (T(f) can be written 


m - 1 {(.-= - wi + s)) • 

n *»0 


Therefore, a continuous spectrum is obtained that has the same shape as 
the power spectrum of a single pulse. The total intensity is determined 
by the fluctuation — (d)^ of the pulse heights. There is, in addition, 
a discrete spectrum at the frequencies n/0o, where the intensities are also 
determined by the spectrum of the single pulse. 

I II I I II I I II L 

--® 0**2 ^^® 0 ** 3 * W **«*^“%^- 

Fig. 3*3.—Series of pulses of fixed height but variable repetition interval. 

Let US consider next a series of pulses that have identical shape and 
height but a repetition period varying around an average value according 
to some probability distribution (see Fig. 3*3, where the pulse shape is 
again taken to be rectangular). Now 

yit) = ^ F(< - kQo - €,), (34) 

k 

where 0o is the average repetition period and €a is the deviation of the 
kth spacing from 0o, so that i = 0. Let P(€) be the probability dis¬ 
tribution for €, and let 

«^(/) = j 

Then the following expression for the power spectrum is obtained: 


00 

WT = I |B</)I’ |li - 2) K-' ■ l)) ■ 

n-0 

Here, the shape of the continuous spectrum and the intensities of the 
discrete spectrum are no longer determined soldy by the spectrum of the 
sin^e pulse but depend also on the function 

Suppose that the function y(t) consists of pieces of the functicm 
the lengths U these pieces being distributed according to the 
probability distribution P(t) (see Fig. 3‘4). tet us suppose further that 
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at the end of each piece the phase changes and that these phase changes 
are governed by the probability distribution Q{a). The normalized 
power spectrum is given by* 



Flo. 3-4.—Series of pieces of the function eflrifat of random lengths and with random phase 

changes. 


v*i(/ - /o)* 

Xl-A + (A^ + B^- !)«(/) - U* + 5* - .4) [<l>^if) +4'W] 

[1 - Am + Bm]^ + [Am + Bm? 


where 


A -j- iB = 

^(/) + #(/) = 

? = 


/. 

i 

i 


da 

-IT 




dllP{l). 


(3Ga) 


Some special cases are of interest, 
that A = — 1, B = 0; this leads 
to a step curve of height ± 1, in 
which the lengths of the steps are 
distributed according to the prob¬ 
ability law P(i). From Eq. (36a) 
is obtained 


Let fo = 0 and Q(a) = 3(jr — a), so 
is h 

h U U 

Fia. 3*6.—Step curve of height ±1 with 
random lengths of steps. 


Sif) = 


2 I - 4,i - 

irnp(i + 4>r+r 


where now, of course, 

m+im = JJ dlP(l)e-*’«^. 


For P{1) = this becomes 


(366) 


m +^(2ir/)*’ 

which is analogous to Eq. (27). For /o 0 and P(f) Eq, (36o) 

' This equation is a generalisation of a result obtained by H. M. Foley, *‘An 
Investigation in the Graeral Iheory of Pressure ^xtadening and an Experiinattal 
Study of Plr^Hure Meets in the 14 m Band of Hydrogen Cyanide,” Fli.D. Thesis, U. of 
Mioh., 1942. 
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reduces to 


S(f) 


_ mi - A) _ 

~ Ay + [2ir(/ - /o)2 + fiBY' 


(36c) 


which is the result obtained by Foley. It gives the typical shape of a 
pressure-broadened spectral line. 

S*6. Some Properties of the Gaussian Distribution.—The following 
are some of the properties of the one-, two-, and multidimensional 
Gaussian distribution that are of importance for future applications. 

The One’^imensioncd Gaussian Distribution. —The one-4imensional 
Gaussian distribution 

1 

(^7a) 

<r V 2ir 


with the average value y — a and the varian(*e (?/ — = cr* has for its 

characteristic function 


= / dye"'>W{y) 




(376) 


From the second theorem on characteristic functions mentioned in Sec 
3*2 it follow’s that the sum of two independent random variables, each of 
w^hich have a Gaussian distribution with means oi, a 2 and variances 
<r?, will also have a Gaussian distribution with a mean ai -f a 2 and a 
variance <7? + <r|. Roughly speaking, this property is also characteristic 
for the Gaussian distribution. If two independent random variables are 
distributed according to a distribution function W{y) that has a finite 
variance, and if the sum is also distributed according to the same law, 
then W must be the Gaussian distribution.^ 

The significance of the Gaussian distribution law lies especially in 
the so-called central limit theorem of the theory of probability. The 
following is a special case of this theorem: If Xi, , Xn are n 

independent random variables, which are distributed according to the 
same probability distribution and which have a 25ero mean value and the 
finite variance <r, then the distribution of 


y ‘ + a?n 

\ n 


will approach the Gaussian distribution for large n, 



e 


1 For imofs and more precise formulation, see H. Cramer, Random Variables and 
ProbcMUy DuHbutums, Cambridge, London, 1036, Chap, VI, Theorems 17, 18, 19. 
that the variance be finite is an essential condition. ' 
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whatever the original distribution function^ of the x,. This independence 
of the original distribution function is the surprising feature of the 
theorem. Of course, how the Gaussian distribution law is approached 
will depend on further features of the distribution function of the x.. It 
can be shown,* for instance, that asymptotically 


W(y) 


\ 


J!i 


p 


-JL 

2a* • • • 


> 


(38) 


where p = Jf and where the further terms in the development contain 
higher powers of and, also, the higher moment»>of the distribution 
function of the a-*. Usually the Gaussian distribution already becomes a 
very good approximation once n is greater than 10 . 

The firdimensional Gaussian Distribution ,—This can be written 


W{yi, yi, • ■ • , y») = (2^p*:;^® *’*"” ’ 

where we have already assumed, for simplicity, that the y/s are measured 
from their mean value, so that = 0. The matrix B is a symmetric 
and positive definite matrix; the meaning of the elements Bui and of the 
constant b is connected with the quadratic averages 

+ * 

bki - = j ' ' ' j yi‘yt^(yi ■ • ■ vn) dyi • ■ ■ (4o) 


It can be shown that Bki is the cofactor of the element bki in the matrix 
b whereas b is the determinant of the matrix b. To do this, let us first 
show that the characteristic function of the n-dimensional Gaussian 
distribution is given by 

n 

Hh ■ ■ ■ U) *■'"* (41) 


For this we must calculate the integral 


1 

(2t)» 


+ «o 

l -f 

— «e 


dti • • • dt„e ‘ ^(<1 • • • <«). 


^ For a proof and more precise formulation, see p. 62. The condition that 
i< 0 is, of course, no restriction, since that x can always be measured from its mean 
value. For the connection with the random-Vjj^lk problem, see Sec. 3*6. 

•This is a special case of Theorem 25 in tWd., p. 81. For a formal proof see 
8ec, 8*6. 
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Introduce instead of the 4 new variables Uk by means of 

r* 1 

By using the well-known theorem 


we find 


n 

bnRri “ 

• r«l 

* X ~ 1X ^*'**^' ~ ~ 5 X ~ IX 

y *7 t/ 


B 


kt 


ykVi. 


Thus the integral becomes 


(ar)" 


-^Bkn,w +- 
“ / •/■*». 


dMnC 


By transforming the quadratic form S bttUkUi to principal axes the last 
integral is shown to be (2ir)’‘^*'6-H so that Ave really get the Gaussian 
distribution [Eq. (39)]. 

I t remains to be shown that the bn are really the quadratic averages 
ykj/t. The simplest way is to use the characteristic function. In fact, 
if F(.yi ... yn) is a. polynomial in yi . . . y„, it follows from the Fourier 
integral theorem that 


F{yi • • • y») = j ■ ■ ■ j dyi • • • dynF(y, ■ ■ • y„)W{yi • ■ ■ y^) 

— so 

+■ 

“ (2^ y • • • j dyi • • • dyj^iy^ ■ yn) J ■ ■ ■ j 




i yvut 


Therefore, 


<ft, • • • d4e ‘ i'ik • • • 4) - « 

i.-e. (42) 


VkVi 


(- 


dtk dti 



• • <«)] 


•I 

iet*d 

r 

1 

\ ** hhl. 
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This result could also have been proved directly by calculating the 
integral in Eq. (40). Since the matrix b/& is the inverse of the matrix B, 
it follows that b will also be a S3rinmetric and positive definite matrix. 

As a special case of Eq. (39), let us consider the two-dimensumal 
Gaussian distribution. The matrix b is usually written 

^ ^ ym\ ^ 

12/12/2 yl I Xfxrr r® j 

calling y\ = <7*, y\ = y^y^ = par; p is the correlation coefficient. This 
gives 

Bn - T^; Bn = —par; Bn = <7^; 6 = <7V^(1 ~ p^), 

so that the distribution can be written 


H^(!/i,2/2) 


27r<7r ^/r — p^ 


1 {y\ 

- p^) Y 


t2 


2p^> 


The general theorems mentioned in connection with the one-dimen¬ 
sional Gaussian distribution can also be generalized to the n-dimensional 
case. First of all one has again a central limit theorem. Interpreting 
yi . . . y«asthencomponentsof a vector Y, and providing Yi,Y 2 i . . * , 
Yn are N independent random vectors, which are distributed according 
to the same probability distribution and which have a zero mean value 
and finite quadratic averages, then according to this theorem, the distri¬ 
bution of 

Y _ Yl + Y2 + + Yy 

VN 


will for large N approach the Gaussian distribution, regardless of the 
original distribution function^ of the Y,. There is, furthermore, the 
theorem that when Yi and Y 2 are two independent random vectors, each 
of which has a Gaussian distribution, the sum Yi + Y 2 will also have a 
Gaussian distribution. This stability property is, with certain restrictions, 
again typical of the Gaussian distribution. 

Another aspect of the stability of the Gaussian distribution is 
expressed by the following theorem (needed in Sec. 3*7). Suppose the 
variables a;i, , Xn are distributed according to 



Vit |/«, • • * , (« ^ ^) be «linear combinations of the 

* C/. ibid.f Ghap. 10, Theorem 20a. 
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Vh * 


n 





Aj ~ 1, 2, • * • ,5, 


where the aktS are constants. The yis will then be distributed according 
to an s-dimensional Gaussian distribution of the form in Eq. (39) (with n 
replaced by s) and with 


bkt = t/kVi = 


n 



t*l 


(46) 


To prove this, there may be used the integral representation of the 
Dirac 5-function 

1 

6 {x ~ ^ ( 40 ) 


which allows one to write for the distribution function P(yi . . , y») of 
the yi the expression 


dxi ‘ • dXn W{xi • • • T„) 


P(.yi ' ‘ • y.) = j ■ ■ ■ j 
— 00 

» n + •» 

Xn«(»*-X““*•)- f "f 


f ^ * f rr 

dxi • • • dxn e ^ I I dh ‘ dts 11 


itk^Vk— ^ akiXt^ 
P. 


Interchanging the integrations over the Xt with those over the tkf the 
integrations over the x^ can easily be carried out, obtaining 


P(yi • • ‘ 2/*) 



where the bki's are given by Eq. (46). Or, in other words, the character¬ 
istic function of P(yi . . . y,) is exp ( — i 'Sbkitkti)^ which is nothing but 
Eq* (41). Therefore P must be a Gaussian distribution of the form in 
Eq* (39). 

8*6* The Random-walk Problem.—Consider a point that can move 
on a straight line with successive steps, either to the right or to the left. 
The steps will not be of equal sise, but there is a basic probability ^{x) dx 
that the point will make a step of length between x and x 4* dx^ What 
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is the probability 0 n(«) dz tl^at after n steps the displacement of the point 
lies between z and z + dz"! 

This is the famous random-walk problem formulated for the one-- 
dimensional case. Clearly it is intimately connected with the central 
limit theorem of the probability theory, since = Xi + ^2 + * • • + 
when the XiB are the successive displacements of the point. But the 
problem occurs in many branches of physics; and especially for the two- 
dimensional case, the problem can be interpreted as the problem of the 
composition of n isoperiodic vibrations with given probability distribu¬ 
tion for the amplitudes and for the phases.^ The problem occurs in this 
form, for instance, when one investigates the return of a radar signal 
from a cloud. The different water drops produce scattered waves, each 
having different amplitude and phase. What we want to known is the 
probability for a certain amplitude and phase of the resultant of all these 
scattered waves. The problem is of fundamental importance and merits 
a brief solution here. For the detailed application to the problem of the 
radar return from a number of independent scatterers (clouds, ''window, 
etc.), see Chap. 6 . 

Since the successive steps are independent of each other, 4>n{z) will 
fulfill the equation* 

«»(2) = y ^ - x)<t>{x) dx, (47) 

with 01 (x) ^ The solution of this equation follows immediately 

from the convolution theorem of the Fourier transform. Let 0 n(u) 
be the Fourier transform of then we obtain from p]q. (47), 

^n(w) == 0n-l(w)0(w), 

with 0i(w) s 0(w). Therefore 0«(w) = [0(w)]^ and 

1 

2t y - • (48a) 

^ This was the formulation of J. W. S. Rayleigh, Scientific Papers^ Cambridge, 
London, 1899-1920, Vol. I, p. 491; Vol. IV, p. 370, who first gave a solution of the 
problem for large w. For a complete discussion of the problem and for further refer¬ 
ences, cf, S. Chandrasekhar, Stochastic Problems in Physics and Astronomy,'’ Rev, 
Mod. Phys., 16, No. 1, 1 (1943), 

® The variables x and y can have all values between — eo and + . Of course, 

/ + « 

<t»nix) dap « 1, 

since 0 (sj) is a probability density. From Eq, (47) it follows that 

/ + « r+• 

dy » / ^ dZf 

so that the total probability remains 1, as it should. 
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=/:: 


dx 


To discuss the behavior for large n and, especially, to see the connec¬ 
tion with the central-limit theorem, let 

Vn y/n Vn 

and assume that 




a:0(a:) dx == 0. 


Developing Eq. (486) in powers of v one obtains 






l+£-«x> + 0 


<S) 

>a)]' 


Therefore, 

^n(y) = Vn 4>niz) =^f_^ dv e”"-2^' [i + ^p + 0(1)] 

1 /'l P ^ \ A ‘‘"-T 

<rV^\ eVn^y’ / ’ 

calling 5* = <r* and x* = p. This is Eq. (38); for large n, 9{y) becomes 
therefore the Gaussian distribution and the error is of order when the 
third moment^ p 0. 

For the two-dimensional problem the treatment is similar. One 
obtains, for the probability that after n steps the point lies in the region 
dx dy, the general expression 

+ • 


where 


Wx{x,y) = j j dudv 

— w 

+ « 

^KUfV) j j dx dy 


* Note that the error is of order 1/n when 4>{z) is an even functbn of x. It is also 
easy to earry the development one step further; the next term in the parentheses is 


g^[<^-8<r«)|i+2p*^]. 
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and w(x,y) ib Wi{x,y) is the probability density for one step. The 
most important case for the applications to be discussed in Chap. 6 is the 
one in which w(x,y) is isotropic, so that one can write, introducing polar 
coordinates, 

w(x,y) dxdy - ^f(x) dr d4>. 


By a calculation similar to that in the one-dimensional problem, it can 
be shown that for large N, 


Wit{x,y) 

where 



r* 





+ 


(50) 


and la = iVr*. Except* for x, yy> h (where Wx is small anyway), 
lEjv can be replaced by the isotropic two-dimensional Gaussian 
distribution 


W{x,y) = 





(61) 


with an error of the order 1/N. For I == x^ y^ this leads to the 
distribution 

jr jT 

W{I) dl (52a) 

io 

from which follows 

1 = h, {1 - lar = II (626) 

This is sometimes called the Rayleigh distribution. 

3*7. The Gaussian Random Process.—Noise problems in radio 
receivers, at least up to the detector stage where nonlinear elements begin 
to enter, involve a special type of random process (the Gaussian random 
process), for which a complete theory can be given. These processes are 
characterised by the fact that all the basic distribution functions Wn, 
mentioned in Sec. 3’1, are Gaussian distributions. This fact could be 
taken as the defining property of the process. But since, as we shall see, 
the spectrum essentially determines ever}^hing, it is, from the phyrical 
point of view, more natural to start with the Fourier development of the 
Gaussian random function y(t). 

Conrider again, as in Sec. 3*3, the stationary random function y(t) 
over a long time interval 6. In contrast to what was done* in Sec. 3*3, 

* This u of oourae a special case of the central limit theorem for two dimenaons. 

' Where v(t) was taken sero outside the time interval Q, and the resulting function 
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let us assume now that y{t) is repeated periodically with the period 0 so 
that y{t) can be developed in a Fourier aeries 


2/(0 = ^ (Ofc cos %cfict + hk sin (63) 

k^i 

where/fc ~ ifc/0. There is no constant term, since we shall assume that 
the average value of ^(0 is zero, an assumption that does not constitute a 
restriction, (rf course. The different members of the ensemble of func¬ 
tions 2/t(0 will have different Fourier coefficients a*,, hi. These coeffi¬ 
cients are therefore random variables, and we shall assume that they are 
all independent of each other and have Gaussian distribution with average 
values zero and with variances which may depend on the order k but 
which are the same for the a^s and the Vh. Or, in formula, 


_ _0, _ I 

akai = bkhi = crlBu; Ukhi - 0 . I 

The probability that the and h are in certain ranges doA, dbi can be 
expressed as follows: 

CO 

n 1 

The variances crj are connected with the spectral density or power spec¬ 
trum* (?(/); in fact, 

( 66 ) 

since 

k k 

= i X <?(/*) - // GW df = cr*, (67) 

k 

when 0 — 00 , This is identical with Eq. (12) or (23). 

It follows from these assumptions that the basic distributions of Sec. 
3*1 are all Gaussian. Hie method is best explained by considering a few 
examples. 


was developed in a Fourier integrals Of course, both methods are artifiees to obtain 
eonvergent expressions. Afterward one goes to the limit 6 —► w; the two methods 
will then give the same results, and O will drop out' of all the final formulas, 
t The bar is omitted since y(t) was assum^ to be statkmaiy. 
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JTie Distribution of y at Fixed L —^According to Eq. (53), y is, for a 
given a linear function of the basic random variables auy hu From the 
theorem proved in Sec. 3*5 (see page 49) we know that the probability 
distribution will be Gaussian with a variance given by Eq. (57) and a 
mean value zero. The time t has disappeared; this is as it should be, 
since W\{y) must be independent of t because the process is stationary. 

The Joint Distribution of y{t\) and yiti ),—Since y{ti) and y{t 2 ) are 
both linear functions of aky 6/, one will obtain, according to the theorem of 
Sec. 3*5, a tAvo-dimensional Gaussian distribution; y\ti) and y^{t^ are 
again given by Eq. (57), and 


y{h)y{t^ X ^ ^ ^ 2ir/A*<2^ 


= ^ cos 2ir/A(/i ^ 2 ) « ^ 

k 


G{S) cos 29r/r = p(r)o'2. (58) 


The correlation depends therefore only on r == ^2 tu as it should, since 
the process is stationary. The distribution function [r/. Eq. (43)] is 


ir*(y:.y*,r) = __^_exp 

(59) 

The quantity p{r) is the normalized correlation function, and Eq. (58) 
expresses again the connection with the normalized spectrum, 



G(f) 

jf dfGif) 


The Joint Distribution of y(ti), y(tt), and y{h). —We can go on in the 
manner just described. We can consider the third distribution function 
Wtiyx, ti‘, yt, h) yz, U), which will be a three-dimensional Gaussian dis¬ 
tribution depending only on h — h and U — <*. And from the theorem 
of Sec. 3-5 it follows clearly that ail the distributions Wn wiU be Gaussian 
and will depend only on <r* and p{r). 

Distribution Functions of the Derivatives of y .—In the same way there 
can also be derived distribution functions in which the derivatives 
t/"(0i • • * appear. Since y'(t), y"(t), . . . are also linear func¬ 
tions of the random variables a«, bi, it is clear that their distribution 
functions will also be Gaussian, and we find, for instance, that 


If (2frf)H}(f)df, 
fJ(2sf)Hi(f)df, 


(60) 
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etc. We can also consider joint distributions of y{t) and its derivatives, 
as, for example, the distribution of y and y' at a fixed t This will be a 
two-dimensional Gaussian distribution, which is especially simple, how¬ 
ever, since y and at a given t are not correlated. One gets, namely, 



2 T/jfc sin ^*os 27 r//t<(-a|’ + 5 |) 


- 0 . 


It should still be pointed out that sometimes the distribution functions 
derived in this way will have no meaning, since some of the integrals 
over the spectrum are divergent. For instance, when p(r) = so 
that G{f)al/[^^ + (2tr/)2] [see Eq. (27)], the distribution functions in 
which the velocity y\t) appears will have no meaning, since [see Eq. 
(60)] ^ will not exist. In this case one may call the process nondifferen- 
tiable. The degree of differentiability will be chai acteristic for the process 
and will depend on the behavior of (?(/) for large /. 

Finally, a few words should be said about the justification of the 
assumptions, embodied in Eq. (55), made in the beginning of this section. 
In the actual problems of the signal threshold in radio receivers the con¬ 
venient fiction is always allowed that the signal, before it enters the 
receiver, is accompanied by a certain amount of noise. This will be 
called the primary noise and can be shown to be Gaussian, with a spec¬ 
trum that is constant up to a very high frequency, so that for all practical 
purposes one can consider it a white spectrum (see Sec. 3-4). It can 
therefore be said that the primary noise is a purely random, Gaussian 
process. The proof of this statement must come from the analysis of 
the origins of the primary noise. In Chap. 4 this analysis will be given 
in detail for a few cases like thermal noise and shot noise. It is clear, 
however, that when this primary noise goes through a linear device (as, 
for instance, an i-f amplifier), which is characterized by an impedance 
function Z{p), the output will again be Gaussian noise with a spectral 
density DlZ(f<i>)|^, when D is the constant spectral density of the primary 
noise source. In the next section we shall see what happens when 
Gaussian noise passes through a nonlinear device. 

3*8* Spectrum after a Nonlinear Device* Method of North, —^Let us 
suppose we have an s-dimensional Gaussian process yi{t), yt{t), . . . , 
y*(0, so that all the probability distributions are known, and let us 
suppose that 

« * ^(yi, 2^2, • • • , y.). (61) 

It is clear that in principle one can also find all the probability distribu¬ 
tions for the random process z{t). For instance, Wi{z) dz would follow 
from Wi(yi . . * y«) dyi . . . dp# by integrating over the ^*^8 with the 
condition that the function F(pi . . . must lie between z and s + ds. 
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It is also clear that only when the function F is linear will the resulting 
process z(t) again be Gaussian. In all other cases one obtains a non- 
Gaussian process. The great difficulty then 
is in finding out what happens when such 
non-Gaussian noise passes through a linear 
network like, for instance, a filter. This is 
the reason why the main concentration has 
been on the calculation of the spectral den¬ 
sity, since this will give at least some idea of 
the possible response of such a linear net¬ 
work. D. O. North^ has pointed out that 
the spectral density can be calculated by first 
calculating the correlation function, 

z(U)z{h) = / • • • / dY,dY^F{Yr)F{Yi)Wi{Y,,Y,,h-h), (62) 

where Fi is an abbreviation of yi(t\)y y^ih), . . . , 2/*(<i). From the 
correlation function the spectrum can be obtained by means of the 


F(y) 



Fig. 3'6.—Characteristic for 
strong clipping. 



Fig. 3*7.—Effect of clipping on noise; large Fig. 3*8. —Effect of clipping on noise; small 
bandwidth. bandwidth. 


general formula of Sec. 3-3. Most calculations of spectra have been made 
by this method, which we shall call the method of North. The following 
examples serve to illustrate the method. 

Spectrum of Strongly Clipped Noise} —Suppose that y{t) is a one¬ 
dimensional Gaussian process and that F{y) == 1 for y > 0 and = — 1 for 
< 0 (see Fig. 3*6). The effect this has on the random function y{t) is 
shown in Figs. 3*7 and 3*8; will be a step curve between +1 and — 1, 
which is more or less irregular depending on whether y{t) is more or less 
sinusoidal. To find the spectrum of z{t) we must calculate the correlation 
function [Eq. (62)] 


^ See for reference S. O. Bice, Mathematical Analysis of Random Noise ,Bell 
TscAn. 25 , 45 (1946). 

• The spectrum of strongly and partially clipped noise has been investigated in 
detail by J. H. van Vleck, “The Spectrum of Clipped Noise,” RRL Report 51, July 21, 
1048. One special case wiU be discussed here; some further results vrill be given in 
Bee. 12*5. 
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R{t) = j j dyi dytF{vi)Fiyt) • 

— OP 

P») (»? + ~ 2/»yiy») jr 

using the result of Eq. (59) for the second probability distribution. 
Clearly, F{yi)F(yi) =- +l in the first and third quadrant and = — 1 in 
the second and fourth quadrant. By introducing polar coordinates and 
integrating first over the radius vector, the integral can be easily evalu¬ 
ated. One gets 

R{t) = ^ Bin~’ p(t). (63) 

To find the spectrum one must calculate the Fourier cosine transform of 
R(t). The discussion is complicated and depends, of course, on what one 
assumes for p(t). Most interesting is the case in which the spectrum 
S(f) of y(t) has a maximum at some high freciueucy fo and is symmetric 
around /o [cf. Sec. 3-4, Eq (29)]. Then p(() = cos 2rf(I^(t), where <!>(/) 
is the Fourier transform of the spectrum of y{t) wth/o as origin; 4>(0) = 1, 
since S(f) is assumed normalized to unity. Developing the sin~* in a 
power series 



J . 

and using 

p 

cos *r+>a = ^ ^ '■«« (2s + l)ot, 

«*0 

we can write for the spectrum of z(l) 

* 

» X io ^ ~ X ^ 8 ) 

«»0 pmig 



— 




. 1 


.A. 


fo 

2/o 

Fio. 3*9.—Spectrum of clipped noise. 

3/o 


where we have ne^ected terms with cos 2irTlf -1- (2« + l)/o}, which is 
confflstent with the assumption that /o is large compared with the band- 
tridth of S(f). llie exinesaon shows that there are overtones. The 
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spectrum will consist of bands around /o, 2/o, 3/o, . • . , each of approxi¬ 
mately the same bandwidth as S{f) (see Fig. 3’9), Of special interest 
is the deformation of the band around /o from the original form S{f), 
Taking s = 0 in Eq. (64) and making special assumptions for /S(/), the 
calculation can be carried out; for ^ ^ 

S(f)j a square band, the result p—-j 

is shown in Fig. 3*10, which is * 0.90 • 

taken from Van Vleck^s report. ! 080 ■ i 

The deformation is small. There ^ 

is, of course, less energy in the fun- ^^.70 

damental, since we have the higher ‘ 

harmonics also. From Eq, (64) it 0.50 • 

can be proved that the area under 0.40 

the fundamental is reduced from 
1 to S/v^y so that a fraction 
1 — 8 /t® of the total energy is 
converted into harmonics. This . 0.10 * 

fraction and in fact the whole m 'i — 

distribution of energy over the ^ 

different harmonics are the same ,, o ^ i. 

- - . rio. 3-10.—Spectrum of clipped noise; 

as for a square wave of frequency shape of the fundamental. The quantity 

fo. This conclusion is also plau- -/o) is m units of the half bandwidth of 
’ / X .,1 1 t noise before clipping. 

sible, since y{i) will be very much 

like a sinusoidal curve, the bandwidth of S{f) being supposed small com¬ 
pared with /o. 

Spectrum of Gaussian Noise after a Linear or Squarc-Iaw Detector ,— 
Suppose that the spectrum of the original Gaussian random process 
F(0 is again concentrated around the high carrier frequency/o and that 
it is again symmetric around /o. It is often convenient to measure the 
frequency from /o and to write the Fourier development of V{t) in the 
form 

V{i) = x{t) cos 2irfot + y{t) sin 2ir/o/, (66) 

where 

+« V 

x{t) = ^ (Ojfc cos 2vfd + hk sin 2ir/jfc0, 1 

> (66) 

y{t) * ^ (-Ofe sin 2ir/fc< + hk cos 2vU), \ 

— • / 

mdfk » k/Q is measured^ from /o. From the basic properties [Eqs. (54) 

^ The lower limit in the sums should, of course, be —A;o, when/o » A?o/6, but it may 
be replaced by — ott. 
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and (66)] of the o*, bi it is easily proved that 



since Gv(/), the unnormalized spectrum of V{t) —always with / measured 
from /o —is supposed to be an even function of /. From the theorem of 
Sec. 3*5 it follows that all the distribution functions of the x{t)j y{t) will 
be Gaussian, specifically, 

1 

Wi{x,y) = y (68a) 

1F2(^ij t/if r) = ^2ir(y2)2(i _p2^ exp 

I ~ 2^a(i"~p a) [^\+V\+A + yi- 2p(MXt + yi2/*)]| (686) 

with^ 

<r* ~ y* Gvif) df] a^p{T) ^ J dfGv{f)vos2vfr, 

When noise of the general form [Eq. (65)] enters a linear detector^ the 
output, as explained in Chap. 2, will be linearly proportional to the 
envelope of the r-f or carrier wave. That is, the output L{t) is given by 

L{t) = \/x\t) + y\t), ( 69 ) 

Analogously, for a square-law detector the output Q{t) is proportional to 
the square of the envelope, or 

Q{t) = x\i) + y\t). ( 70 ) 

It will be important in these two cases to know what the probability 
distributions and the spectra of the random functions L{t) and Q{t) are. 
The fi.rst two probability distributions follow, of course, from Eqs. 
(68<i) and (68b) by introducing polar coordinates and integrating over the 
angles. One finds, for the first probability distributions, 

»Note in the eiqpression for p(t) that the lower limit of the integral is - « in con¬ 
trast to Bq. (22) or (58); p(r) is the same as the ^(r) in our first example, mnce there 
the fid^trum of yii) waii assumed to be normalized. 
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Q = 2«r*. 


(71a) 

(71&) 


(See Figs. 3'11 and 3-12; note that for the square-law detector the most 
probable value of Q is zero whereas in the linear case the most probable 



Fi«. 3* 11.—First probability distribution Fig. 3*12.—First probability distribution 
for the deflection; linear detector. for the deflection; square«law detector. 


value of L is (t.) The second probability distributions are more com¬ 
plicated and less important. Only the result for the linear case is given, 


namely, 




L1L2 




pL\L2 


where /o(:c) is the Bessel function of order zero and imaginary argument.^ 
To find the spectra the correlation functions are computed. This 
means, according to Eq. (62), that we have to calculate the integral (in the 
square-law case) 

dxi dyi dx 2 dy 2 (xf + 2 /!)(x| -f y\) 



This can be done quite simply.* We find 

+ ^ * 4<r*(l + P*)- 


W2(xiyi) X2y2] t). 


1 /o(z) ■■ ; one has made use in the derivation of Eq. (72) of the integral 

'•« -S 

* Note that Wt according to Eq. (68t) can be considered as the product of two 
independent two-dimensional Gaussian distributions in Zi, Xt and yi, y%. Using, for 
Instance, the general formula (Eq. (42)] for the calculations of average values, we 
easily obtain 

- ^1 + V); ^*1^ - 

from which Eq. (73) follows. 
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For the linear detector the calculation is more involved. Only the fol¬ 
lowing result is given here: 

Ut)Ut + t ) = c\2E(p) - (1 - p^)K{p)] 

where K and E are the complete elliptic integrals of the first and second 
kind. 

Finally the Fourier transform of Eqs. (73) and (74) must be deter¬ 
mined to obtain the spectra of Q(t) and L{t). Equations (73) and (74) 
contain a constant term equal to {QY and (£)*, respectively, and these 



Fiq. 3*13. —Spectrum of the video noise; linear detector. 


terms, of course, will give the d-c terms [cf. Eq. (24)]. The terms with 
p*, according to the convolution theorem of the Fourier transform, (con¬ 
tribute to the spectrum 

/-. «^V(r) 008 Mr * = (75) 

By applying the convolution theorem over and over again we can find 
the contribution of the higher powers of p in Eq. (74) and in this way 
express the spectrum of Q(i) and L(t) completely in terms of the original 
spectrum Gv(f) of V{i). Fortunately the convergence of the series 
(Eq. (74)] is so rapid that it is usually possible to stop with the term in p*. 

The precise shape of the spectra depends, of course, on the shape of 
Oy{f), Figures 3*13 and 3’14 give the results when Gv(f) is a square 
band of height D and width B, These results represent the equations 

Gg(f) « 8(f) + BDKB - /), 

Gv{f) - irJ5Z) «(/)+ ^ (B . 

Henides the d-c peak there is a triangular contihuous spectrum. For the 
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square-law case this is exact; note that the width is B and that the height 
at the origin is proportional to JS; the area is 

452Z>2 = 4^2 « _ (^)2^ 

as it should be. For the linear case, the triangle is only an approxi¬ 
mation, though a very good one. The area of the triangle is 



^ /o / 


Fig. 3*14.—Spectrum of the video noise; square-law detector. 

The height of the spectrum at the origin is (ir/4)D and therefore inde¬ 
pendent of the bandwidth* B) this remains true for the exact spectrum; 
the height, however, is not (t/ 4)Z> but about 6 per cent greater. The 
width of the triangle is again B, whereas the true spectrum also contains 
higher frequencies than B, with, however, very small intensities. 

^ This was pointed out by J. R. Hagaszini, *‘The Effect of Fluctuation Voltages 
on the Linear Detector,'^ Proc, I.R,E,f 80, 277 (1942). 
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BASIC ORIGINS OF INTERNAL NOISE' 


THERMAL NOISE 


4«1. Statistical Derivation of the Thermal Noise Spectrum.—Suppose 
one has a conductor of resistance li at temperature T, Because of the 
random motion of the electrons there will be small fluctuations of the 


voltage across the ends of the conductor; the average value of the fluctua¬ 
tions is, of course, zero. Nyquist^ showed that the spectrum of these 

Q _ voltage fluctuations is constant up to very high fre- 

J I quencies®—so that for all prac tical purposes one can 

^2 } consider it a white spectrum —^and that the spectral 
density is given by the formula 

resistors at the same Q /f\ j^f ^ ^HJcT Af, ( I) 

temperature T, j \ / 


where k is the Boltzmann constant. 

The proofs of this fundamental result are all based on the general 
principles of statistical mechanics and especially on the theorem of the 
equipartition of energy. The proof of Nyquist is outlined first. 

Consider two conductors with resistances Ri and at the same 
temperature T connected to each other (see Fig. 41). Suppose, further¬ 
more, that the resistances are independent of frequency and that their 
self-capacitances and self-inductances are negligibly small for all fre¬ 
quencies that are of interest. Nyquist first observes that for any 
frequency range Af the power transferred from Ri to R 2 must be the 
same as the power transferred back from R 2 to Ri. This must be so 
because by interposing a suitable ideal filter that will pass only fre¬ 
quencies in the range Af one can ensure that currents of these frequenices 
are the only one^ that can exchange energy between the two resistors. 
And since they are at the same temperature, the second law of thermody- 


2 The authors will attempt no more than a summary of the main theoretical results 
and of some of the experiments. The literature on the subject is very large, and the 
authors feel that they may have overlooked some significant contribution. They 
regret especially that space does not permit a more detailed account of the many 
experimental investigations. For this and for the literature up to 1988, reference is 
made especially to E. B. Moullin, Spontanwa Fluctuations of Vdtage, Oxford, New 
York, 1988. 

* H. Nyquist, Pkys. Eea., 110 (1928). 

* For the discussion of Ihls upper limit, see Sec. 4*5. 
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namicB (which is, of course, a consequence of statistical mechanics) 
requires that, on the average, no energy is transferred from the one resistor 
to the other. Now the spontaneous voltage fluctuations across each of 
the two resistors may be represented by the electromotive forces Ei and 
E%, whose average values are zero and whose spectral densities (?*,(/) 
and (?*,(/) are still unknown functions of f. It follows then from simple 
circuit theory that the average power transferred from Rj to Rt in the 
frequency range A/ is given by 

<?«,(/) A/+*!?*)*’ 

and the average power transferred back from R 2 to Ri is 

<?«,(/) ( 2 <>) 

Since these must be equal, one obtains 

<?i.i(/)7?2 = GeXDRi^ (3) 

In particular, if == /? 2 , it is clear that the spectral density of the fluctu¬ 
ating voltage must be a universal function of the resistance, temperature, 
and frequency and that it must be independent of the nature of the two 
resistors and of the mechanism of the conduction of electricity through 
them. 

To find the universal function, Nyquist imagines that the interchange 
of energy between the two conductors^ takes place by means of a lossless 
transmission line of characteristic impedance R, so that both resistors are 
matched. There is then no reflection at either end of the line; all power 
emitted by one resistor is absorbed by the other, and vice versa. When 
equilibrium has been established there will be present in the line electro¬ 
magnetic energy of an amount* 

— kTAf 

in the frequency range Af* Here L is the length of the line and v the 
velocity of propagation of the waves. This expression follows from the 
fact that there are {2L/v) Af modes of vibration in the range Af and that 
each mode, according to the equipartition law, has the energy kT (namely, 
ikT electric and ikT magnetic energy). The energy density in the 
ran^ Af is therefore (2kT/v) Af; half of this is carried by waves going to 
the right, and the energy that flows into the resistor on the right per 

' Now supposed to have the same resistance R, 

* This is the one-dimensional form of the well-known Rayleigh-Jeans law of radia- 
turn theory. 



66 


BASIC ORIGINS OF INTERNAL NOISE 


[Sec. 4*2 


second is therefore vQcT/v)l!^ = kT This is the average power 
transferred from one resistor to the other, w'hich, on the other hand, 
according to Eqs. (2) (with Ri - Ri) is equal to Gt{f) ^f/^R, By 
equating these two expressions for the power transfer, one obtains Eq. (1). 

4*2. The Gaussian Character of Thermal Noise.—One can also con¬ 
nect the resistance jR, possessing the fluctuating electromotive force E(i)^ 
to an inductance or capacitance or, in general, to an 
ideal network made up of inductances and capaci¬ 
tances. By applying the equipartition theorem to 
the electric or magnetic energy of the network one may 
obtain another proof of the fundamental formula [Eq. 
(1)]; this method can also be generalized so that one 
can prove in addition that E{t) m\ist be a Gaussian 
random process.^ 

The simplest method of procedure is to conneci R to an inductance L 
(Fig. 4*2). The circuit equation- is then 


)E{t) 

Fio. 4*2.—Ther¬ 
mal noise source 
connected to a self- 
mductance. 


+ m = E{t). 


(4) 


If for i = 0 the current is to, then 
at) ^ toe 

Since M ^ 0 (the averaging is now over an ensemble), 


(5) 




The average current goes down exponentially. Squaring Eq. (5) and 
taking the average gives 




( 6 ) 


We shall now^ assume that 


WMW) = - n), (7) 

where is an unknown constant. This assumption is, of course, equi- 

* In this form the theory of thermal noise in linear networks becomes mathe¬ 
matically completely analogous to the theory of the Brownian motion of a system of 
coupled harmonic oscillators; cf. for instance, Ming Chen Wang and G. E. Uhlenbeck, 
‘*The Theory of the Brownian Motion, II” Rev, Mod. Phys., 17,328 (1945). 

^ This is completely analogous to the equation of motion of a free particle in Brown¬ 
ian mot^n. C/. especially O. E. Uhlenbeck and L. S. Omstein, **The Theory of the 
Btcfwmm Motum, 1,” Phya. Rev., 86, 823, Sec. 2 (1930): 
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valent to the assumption that the spectral density of E{t) is constant; in 
fact, one can see that 


(?«(/) = 4 ^ dr cos 2,rfTE{t)E[t + r) = 2<r®. 


( 8 ) 


If, in Eq. (6), we let { + ty = t?, { — the double integral becomes 


80 that 


Jo *'■ 


dw <r^b{w) = 


2/fL 




■''®-2k + 


(« - 24) 




( 9 ) 


This equation shows that starts from a value and for ^ > «? reaches 
the constant value <t‘^/2RL, On the other hand it is known from the 
equipartition theorem that in the equilibrium state 

= ^kT, 

Therefore must be 2RkT; or according to Eq. (8), Gs(f) = 4RkT. 
Equation (9) shows in detail, then, how the equipartition value is reached. 

Of course, one could have reached the conclusion <r* = 2RkT more 
directly by observing that as a consequence of Eq. (4) the spectral 
density of the current is 


(?(/)=_ _ 

\R + ^fL\^ 


With Eq. (8), this yields 

^ = fj dfG,(J) = 


df 


Ri + 2RL 


(10a) 


(10b) 


and (T* is again determined by the equipartition theorem. It should be 
pointed out that in this derivation the constancy of the spectral density 
(?«(/) is assumed, whereas in Nyquist’s proof of Sec. 4T it is derived. 
With our method, however, we can now go a step further. In the 
equilibrium state we know not only that Lt^ ^ kT but also that the first 
probability distribution Wii) for the current must be the Maxwell- 
Boltzmann distribution 


Wii) 


0 = 


2wkT 


Lit 


This is equivalent [see Eq. (3-7a)] to 


'JPFI 0, 

1 -S-S 




(2* - 1) (?)*. 


( 11 ) 
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The higher moments of i(jt) cjan be calculated from Eq. ( 6 ). If the fore¬ 
going requirements are to be fulfilled as < —> oo, it is necessary and suffi¬ 
cient* that E(t) fulfill, besides Eq. (7), the relations 

• • • E(t2k+i) = 0; (12a) 

E(hW(h) - ■ • E(u,) , (i 26 ) 

(all paiTH) 

where the sum has to be taken over all the different ways in which one 
can divide the 2k time points fi, ^ 2 , . . . , ^ 2 *, into k pairs. 

It clearly follows from Eqs. (7) and ( 12 ) that E(t) is a Gaussian ran¬ 
dom process with the constant spectral density 2cr^. First, from Eq. 
(12a) it follows that the average values of all the odd powers of the Fourier 
coefficients of E(t) in the time interv al 0 , 

2 2 

/ dt Gos2irfjctE(i)j h — ~ / dt sin 2irfttE(t), 

^ Jo ^ Jo 

are zero. Furthermore, from Eq. (126) 

e 

J dii * • dtin cos 2frfkti * • • cos 2rfkhn 

E{ti) * E{t2n) 
e 

= 1 • 3 • 5 • • • (2n — 1) j j dti dU cos 2irfkti cos ^Trfkh 
= 1 • 3 • 5 • • • (2n - iM)”, 

since there are 1 • 3 . . . (2n ~ 1) ways in which one can divide the 2n 
time points • • • hn into n pairs. The distribution function for the 
ate is therefore Gaussian, and analogously one can show that the 6 /'s 
have a Gaussian distribution and that the different ak& and bis are 
independent of each other; hence the complete distribution function 
)V(aiy a 2 , . . . ; 6 i, 62 , . . * ) is given by Eq. (3-55), with 

<^1 - ^ - 51 = 

1111 $ last fact follows from Eq. (7) and is equivalent to the statement that 
the spectral density is 2 (r* Af. 

> ISee G. £. Uhtaibeek and h, 8. Omstein, op. cU., Note i, for details of the proof. 
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4*S« SHnetic Derivation of the Thermal Noise Spectrum. —^Although 
the fundamental result [Eq. (1)] is independent of the mechanism of the 
conduction of electricity, it is of great interest to show how one can 
obtain Eq. (1) from a definite model for the electric conduction through a 
metal. ^ 

Consider a piece of metal of length L and cross section Q. We shall 
assume the simplest possible picture of the electronic conduction through 



Fio. 4‘3.—Current as a function of the time for one electron. 

the metal, the so-called ^^Drude model. All the electrons are inde¬ 
pendent of each other, have the same speed v, and have the constant 
mean free path X, so that there is also a constant time r = \/v between 
successive collisions. The velocity v is connected to the temperature T 
by the equipartition theorem, 

= ffcr. (13) 

If we follow one electron in the course of time, then it is clear^ that the 
current produced will consist of blocks of height ev^/L and of width r, 
where t?* is the component of the velocity along the metal (see Fig. 4*3). 
The blocks will be assumed to be independent of each other, w^hich 
means that the v* before collision does not affect the probability of the 
after collision. The average value of i{t) is, of course, zero. Introducing 
again a long periodicity interval 0 (c/. Sec. 3*7), one can develop i{t) in 
the Fourier series 

«0 

tXO = y (ajc cos 2wfkt + bk sin 2irft4)- 

1^0 

* This was performed by J. Bemamont, Ann, phya,, 7, 71 (1937), The authors 
follow essentially the simple proof given by D. A. Bell, J,I.E,E.^ 82, 522, (1938). 
C/. also S. Goudsmit and P. Weiss, RL Report No. 43-20 (1943). More refined 
analyses have been attempted by C. J, Bakker and G. Heller, Phyaica, 6, 262 (1939), 
and by E. Spenke, Wiaa, Veroffentl. Swmena^Werkenj 18, 54 (1939). In the opinion 
of the authors, however, a completely satisfactory kinetic proof of Eq, (1), based on 
the modem theory of metals, is still lacking. 

* Consider the metal to be in the shape of a ring. If the electron always had the 
vriocity Ps, then the charge passing through any cross section per second would be e 
divided by the time L/Vs necessary to go around the conductor; the current would 
therefore be sVe/L. After each time r, however, this value changes, since v. changes 
at e^eh collision of the electron with an ion* 
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For all frequencies/* that are small compared with 1/r, we obtain for the 
Fourier coeflScients 

a* = I y* dt i{t) cos 2irfkt ^ ^ Sr/*^, 

where the are n = (B/t) time pcints spaced r apart from each other. 
We must now calculate the ensemble average of <4 (u* is, of course, zero, 
since *= 0). We have 





cos %rfkL cos 27rfktj. 


Because of independence assumption Vx,Vx, = = 0 when i jA j, C)n 

the other hand = kT/m because of the isotropy of the metal 

and Eq. (13). We therefore obtain 


51 = 


Lf 


cos’ 2lKfkU. 


The sum can again be replaced by an integral, and it then becomes 
apparent that the sum is equal to i(9/T). C'alculating b\ and 0*51 in 
the same way, we finally find 


^ = 51 = 


OT0L* ’ 


Oikhk = 0 . 


This is also the mean-square value of the component of the current of 
frequency /*, since 

= of cos* 2nrfkt -f 5| sin* ^fkt - 

Since in a frequency range A/ there are 0 A/ of such components and 
since there are, say, N electrons that are completely independent of each 
other, one obtains, for the spectral density of the total current, 

= (14) 

The value oS the resistance for this model must now be calculated. 
If an electric field F is applied along the metal, it is clear that between 
two cdli»ons each electron will gain eFr/m in velocity. The average 
drift velocity will clearly be half of this, and the average current density 
is ther^ore 

e*nT 
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where n is the electron density. The electric conductivity c is, therefore, 
enrl2m^ and the resistance 

^ _ 1 / _ 2mL _ 2mL^ 
aQ e^nrQ e^Nr' 

Combining Eqs. (14) and (15) we find, for the spectral density of the 
voltage, 

Gv(f) = RHf.if) = 4RkT, 

which is the formula of Nyquist. 

From the general statistical arguments of Secs. 4*1 and 4*2 it follows 
that the result should be independent of the many special assumptions 
we made. Some of these can be removed quite easily. For instance, 
the successive blocks do not have to be independent of each other; the 
whole series of blocks can always be divided into groups that are inde¬ 
pendent and each group replaced by the average value of the blocks in 
the group. It is more important and more difficult to take the velocity 
distribution of the electrons into account. These questions will not be 
gone into, since a quite satisfactory analysis has not yet been given. It 
should be pointed out, however, that the velocity distribution (or, better, 
the fluctuation of the total energy of the electrons) must be taken into 
account, since on the basis of the Drude model it is not possible to prove 
the Gaussian character of the thermal noise. For instance, to show that 


al — 3(a|)% 

which is necessary when the OkS have a Gaussian distribution, it is 
necessary that 


which is not the case when the averages are taken over the different 
directions of the constant speed v. 

4*4. Generalizations. Theorems of Nyquist and Williams .—We have 
seen that the voltage fluctuations across a resistance R at temperature T 
can be accounted for by a fluctuating electromotive force E{t) of average 
value zero and of constant spectral density 4RkT. Of course, we could 


i R 

(noisy) 


; R (noiseless) 
)Elt) 


(?,(/) A/: 


A 



R 

(noiseless) 


Fia. em.—Equivalent representations of the noiee in a resistor. 


also have said that the voltage fluctuations are due to a fluctuating 
currmt scMirce of average value aero and of constant speetnd density 
ikT/tt (see Fig. 4*4 where the equivalent representations are presented). 
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In this section some generalizations of the theory given in Secs. 4*1 and 
4*2 will be discussed. These generalizations are useful in practice and 
further strengthen the representations made above. 


1 . Let us suppose that the resistance R is connected to a resonant 
circuit (see Fig. 4*5). It will be shown that as a consequence of 
GbU) ~ 4iRkTy both th^average magnetic energy and the 
average electric energy Q’^/2C are equal to ikTy where Q is the 



Fig. 4*5.—Ther¬ 
mal noise source 
connected to a 
series-resonant cir¬ 
cuit. 


charge on the capacitor C. One finds [analogous to 
Eq. (10a)] 



w^here « = 2ir/. It is merely an exercise in integral calculus to 
show that the right-hand sides are independent of R and both equal 
to ^kT, 

2 . One can generalize the above result to an arbitrary linear network 
of n meshes. This may be of interest, since the way in which the 
resistance dropped out of the expression for the total energy may 
seem rather accidental. If associated Avith each resistance is a 
noise emf, the circuit equations can be written^ 


^ ^ ^ ^ ^ • * * 7 ( 10 ) 
jf »1 i * 1 

The term Eu is the fluctuating emf in that part of the resistance of 
the ^’th mesh which is not in common with any other mesh. The 
term Ei}{i ^ j) is the fluctuating emf in the resistance Ra. If in 
Rij the positive directions chosen for the currents are in the same 
direction, Ea = Ea; if they are opposite each other, then 
Eij = —Eji. The Eij are again supposed to be Gaussian random 
* processes with a constant spectrum. We assume especially 
[cf, Eq. (7)] 

»For the precise definition of the matrix elements Hj,, S^y see, for instance, 
E. A. Guillemin, Communicatim NetworkSy Vol. 1, Wiley, New York, 1931, Chap. 4. 
All these matrices are symmetrical. Note, however, that Rii {i j) does ruA ne^ to 
be podtive. It is negative, when, in the resistance common to the ith and jth meshes, 
the positive directions chosen for the ctirrents are opposite each other. The p/ are 
the mesh charges* 
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“ 0 , 

= 2RijkTb{t% — ^i), 

= 2|iJ„|*r5(<s - ti), 

E,i(ii)Eiel{t2) — 0 . 

The electric energy and the magnetic energy are given, respectively, 
by the quadratic forms (the primes indicate differentiation with 
respect to the time) 



r,« 


To prove the equipartition theorem,^ it must he shown 





= kT, 


r = 1, 2, * • • , n. 


(18) 


To do this, one calculates from the circuit P]qs. (16) for each 
frequency / the stationary values of the mesh charges and of 
the mesh currents With Eq. (17), it is easily found, for instance, 
that 


yr^ = ^ ^ do, ISZ->(ia,)RZ-»((19) 

« 

where Z(p) is the matrix, 

Z(p) - Lp 2 + Rp + s, (20) 

and L, R, and S are the inductance, resistance, and elastance 
matrices. 

To calculate the integral in Eq. (19), we observe that 
Z(t«) — Z(--tw) = 2twR, 

which follows from Eq. (20). Substituting this value of R in Eq. 
(19), one obtains 


nz 


alee 


dj/r 


iri 


/: 


du> 


[SZ-Hio))]. 


where the principal value of the integral has to be taken. Use is 

^ For this formulation of the equipartition theorem c/., for example, K. Tolman, 
The Principles cfStaHsHcal Methnics, Oxford, New Yo|k, 1938, Chap. 4, 8ec^ 33. 
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now made of the well-known fact that the determinant of Z{iu)) 
has no zeros in the lower half of the complex w-plane.^ The value 
of the integral, taken aroimd the closed path shown in Fig. 4-6, is 
therefore zero. In the limit the integral along the large half circle 
goes to zero; therefore the integral along the real axis must be 
equal to minus the integral along the small half circle around the 
origin. This latter, in turn, is equal to xi times the residue of the 
integrand at w = 0. Since Z'~^(0) = S“S clear that this 

residue is unity, and therefore the value of yr{dU^^/dyr) is merely 

kT. 



Kio. 4‘6.—Integration riath m Fig. 4-7. - -Equivalent representations of the 
the complex airplane« crosses arc noise in an arbitrary impedance, 

zeros of Det [Z(i«)j. 


3. A Theorem of Nyquist. Suppose one has an arbitrary two-pole 
linear passive network at temperature T; let the impedance between 
the poles be Z = /? + jXy where R and X are now, in general, 
functions of the frequency/. Nyquist has shown that the spectral 
density of the voltage fluctuations across the impedance is given by 

G,{f) Af ^ 4R{f)kT Af (21) 

This is clearly a generalization of Eq, (1). It can also be said that 
one must associate with the impedance Z a fluctuating emf E{t) 
with average value zero and the spectral density given by Eq. (21). 
Note that the spectrum of E(Jt) is no longer constant, so that suc¬ 
cessive instantaneous values of E{t) will now be correlated. 

The proof Nyquist gave for Eq. (21) is a generalization of the 
considerations presented in Sec. 4*1. Suppose one connects the 
impedance Z to a pure resistance Ri, which is also at the tempera¬ 
ture T and with which is associated the fluctuating emf Ei{t). 
By equating the average power transferred from Z to iJji in the 
frequency range Af to the average power transferred back from 
Ri to Z, one finds, in exactly the same way as Eq. (3) was derived 
in Sec. 44, 

0^if)Ri « 0,,if)R{f): (22) 

^ Tiiis is an expression of the fact that we are dealing with a passive network. 
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Since it is known that GexU) ~ ^Rik2\ one immediately obtains 
Eq. (21). 

4. A Theorem of Williams, It must, of course, be possible to derive 
Eq. (21) by associating with each of the constant resistances a 
fluctuating emf having the constant spectrum of Eq. (1) [just as in 
the general circuit equations (16)], and then calculating the com¬ 
bined effect of all these fluctuating emf's on the voltage across the 
two poles of the network. This proof was given by Williams.^ 
It is of special value, because one can also predict what will happen 
when the different resistances are no longer at the same temperature. 

In this more general ease it seems quite plausible still to associate 
with each constant resistance 72, a fluctuating emf Ei{t) of average value 
zero and of spectral density where Ti is the temperature of the 

resistance. In essence, this was first proposed by Ornstein^ in his 
studies of how cooling the resistance influences the sensitivity of gal¬ 
vanometers. The first complete experimental confirmation of this 
assumption® was first given by F. C. Williams, however. 

Let Z^{f) be the transfer impedance between the resistance Ri (tem¬ 
perature Ti) and the two poles A and B of the network. This means 
that a sinusoidal emf E of frequency / in series with /?,* will produce a 
current E/Z^ in a link short-circuiting A and B. Williams shows that 
the spectral density of the voltage fluctuations across AB is given by 

Gy(f) Af = 4\Z\% Af ^ (23o) 

t 

and that the real part of the impedance Z is given by 

m = |2|* ^ ilji- (236) 

% 

Clearly, when all the temperatures Ti are the same, then Eq. (23a) reduces 
to Nyquist's result [Eq. (21)]. 

Finally it should be pointed out that in this way one can also see that 
although the spectrum of the voltage across AB Ib no longer constant, 
the voltage [or the emf E{t) in Fig. 4-7] is still a Gaussian random process. 
The reason for this is that the different fluctuating emf’s £,(t) in the 

C. Wmianis, JJ,E,E,, 81 , 751 (1937). 

* L. S. Orastein, Z, Physik, 41 , 848 (1927); L. 8. Omstein, H. C. Burger, J. Taylor, 
and W« Garkfion, Proc, Roy, 116 , 391 (1927). 

* One must call it an assumption, because no general statistical proof for this 
extension of the original picture can be given. However, the kinetic proof makes the 
assumption very plausible. 



76 


BASIC ORIGINS OF INTERNAL NOISE 


[SBC. 4-5 


resistances Ri are Gaussian processes, which are independent of each 
other, and that the connection between the voltage across AB and the 
Ei(t) is linear. 



Fig. 4*8.—Two 
resistors at different 
temperatures. 


4*6. Experimental Confirmations. The Upper Limit of the Thermal 
Noise Spectrum ,—Many experimental investigations have confirmed the 
basic Nycpiist formula [Eq. (1)]. Besides the original 
measurements of Johnson,^ and those of Moullin and 
Ellis,® the careful vrork of Wilbur*’* should be men¬ 
tioned. The voltage fluctuations across wire-wound 
resistors up to about 2 megohms were amplified and 
compared with the fluctuations due to pure “shot^' 
noise, which are known to obey precisely the theoreti¬ 
cal formula (see Sec. 4-6). In ^^his way Wilbur could 
verify rather precisely the linear dependence of 0\{f) 
on R and T (from litjuid-air t^^mperalure to about 
380°K), and his measurements can almost be considered as a precision 
measurement of the Boltzmann constant k. 

It has also been shown^ that in metal resistors the voltage fluctuations 
are independent of whether a current is flowing through the resistance or 
not. This cannot be predicted on the basis of the general statistical 
theory of Secs. 4T and 4-2, since, with a current, the metallic electrons 
are, of course, no longer in a state of equilibrium. On the basis of the 
kinetic theory of Sec. 4-3 the independence of voltage fluctuations and 
current flow becomes plausible, since the drift velocity of the electrons in 
consequence of the outside constant emf is very small compared with the 
thermal velocities of the electrons. In nonmetaUic conductors, however, 
the fluctuations usually increase when a current is passing through, 
producing the so-called “current noise*’ (see Sec. 4T1). 

The most detailed verification of Eqs. (21) and (23a) has been made 
by Williams.® In one series of experiments the voltage fluctuations 
across two parallel resistances Ri and R 2 at temperatures Ti and Tt were 
measured. Equation (23a) gives, for this case. 


Ovif) = 4 


RlRl 


(Ri + R2y^ 


\Ri ^ rJ 


^“■"■(sTTs.yO + Tls;) 


* J. B. Johnson, Phye, Rev,, 32 , 97 (1928). 

* E. B. Moullin and H. D. M. Ellis, J,I,E,E., 74, 331 (1934). 

*D. A. Wilbur, Thermal Agitation of Electricity in Conductors,” Dissertatioii, 
U. of Mioh., 1932. 

* CL B. Moullin, Spontanmtv FluctuationM of VoUage, Oxford, New York, 1938, 
C%ap^ 

* F. C. WaUams, JJ,E,E,, U, 751 (1937). 
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The temperature T* was varied from 20® to 470®C, while i2i remained at 
room temperature. The linear dependence of Grif) on T 3 /T 1 and the 
absolute value of Gvif) were well established. 

In a second series a capacitance and an inductance were introduced in 
the two branches (see Fig. 4-9). In this case Eq. (23o) becomes 

e.<f) - 

Again the temperature could be varied and the measurements could 
be made at three different frequencies /. The results again confirmed the 
theory. ^ 

Finally, Ri, /? 2 , and L were kept at room tempera¬ 
ture, and the voltage fluctuations across AB were meas¬ 
ured as a function of the temperature of the condenser. 

The value of G\{f) did not change, confirming the 
picture that the fluctuating emf’s must be associated 
only with the resistances. 

This section is concluded with a discussion of the 
upper limit of the thermal noise spectrum. It is clear 
that the Nyquist formula must break down at some Fia. 4-9.— Two 
high frequency /« and that Gv{f) must then go td 
zero. Otherwise (in the argument of Sec. 4T) the 
total power transferred from one resistance to the other would be infinite. 
Various statements have been made in the literature about the value of 
fo] they lead to several questions and diflSculties, to be discussed briefly. 

• 1. Nyquist pointed out that in his derivation (see Sec. 4T) for very 
high frequencies one should replace the equipartition value kT for 
the energy of each of the modes of the transmission line by the 
Planck formula 

hf 

^S/kT _ X 

This would lead to 

(?.(/) A/= 41? A/. (24) 

The spectrum would, therefore, vanish at a frequency of the order 
of 

IcT 

/o«!^* 2-1X10W2’ cps, (26) 

and the total voltage fluctuation across the resistance R would be 
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On the other hand, from the kinetic proof given in Sec. 4*3, the 
noise spectrum must be expected to drop to zero at a frequency of 
the order of 

« 1 = ^ « IQi* to 10»< cps, (26) 

T A 

and this has been corroborated by Bakkor and Heller.^ Both 
limits [Eqs. (26) and (26)] are, of course, much too high to be of any 
practical significance. However, the question still remains: 
Which is the correct limit? The essential difference between Eqs. 
(26) and (26) is that Eq. (25) is universal whereas Eq. (26) would, 
in principle, give different limits for different metals. 

2. One might think that the transmission line (or waveguide) proof 
of Nyquist shows that the limit must be universal, since otherwise 
there would be a conflict with thermodynamics. The authors 
believe this is not so. Essential in Nyipust’s proof is the assump¬ 
tion that the conductors have a consiant resistance, independent of 
frequency. At high frequencies this will certainly no longer be 
true, and the dependence on frequency will be different for different 
conductors. The proof of Sec. 4*1 breaks down at very high 
frequencies because the conductors will no longer match the line, 
so that reflections will have to be taken into account. 

3. The general argument of Nyquist leading to Eq. (21) makes it very 
plausible that one always will find 

GvU) = 4ie(/)kr. (27) 

It seems, however, that the function R{f) will usually not be 
determined by the nature of the resistor [a supposition that would 
lead to the limit expressed by Eq. (26)] but by the shape of the 
resistor, since this will determine its self-capacitance and self¬ 
inductance. Only when these are completely negligible will the 
limit given by Eq. (26) begin to play a r61e. 

4. It is clear that at these high frequencies it is no longer permissible 
to consider only networks with lumped constants. The general 
statistical theory should be generalized, using the Maxwell equa¬ 
tions, to an arbitrary system of bodies in equilibrium with the 
radiation field. Such an investigation would clarify the precise 
meaning of Eq. (27) and would then presumably also determine the 
function Rif). It would also be of interest to see if a more general 
kinetic investigation would justify Eq. (27). 

5. A difficulty of Eq. (27) is that with a frequency-dependent resist¬ 
ance, the proofs of the equipartition theo 2 ;em given in Secs. 4*2 and 

^Physioa, 6,262(1939). 
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4*4 break down. This difficulty is, however, only apparent, since 
the impedance of the conductor must now necessarily also have a 
complex part. Thus in the simple case of Sec. 4-2 (Fig. 4*2) the 
magnetic energy of the circuit will not be for the resistance R 
also will carry some magnetic and electric energy. That we shall 
again arrive at the equipartition law can be shown only by the 
more general statistical investigation mentioned above. 


NOISE DUE TO DISCRETENESS OF THE ELECTRONIC CHARGE 

4*6. Derivation of the Schottky Formula.—^Let us consider a tempera¬ 
ture-limited diode connected to a resistance R. 

Because of discreteness of the electronic charge, 
the number of electrons emitted in equal time 
intervals wdll fluctuate around an average value. 

As a result of this fluctuating current the voltage 
across the resistance will fluctuate too, and these 
fluctuations can l)e amplified and measured. 

This is the well known shot effect^ first predicted 
and treated theoretically by Schottky. He 
showed that the spectral density of the current ^°nected to reswtor 
is constant up to frequencies of the order of the 

reciprocal of the transit time and that the spectral density (for the tem- 
peratvre-limited case) is given by the formula 

(?,(/) Af=2e/A/, (28) 



where e is the electronic charge and I is the average current. 

. Since the electrons may be taken as independent in the temperature- 
limited case, it is clear that the current through the resistance will consist 



Fig. 4*11.—Current pulse corre¬ 
sponding to the passage of one 
electron. 


of a series of short pulses, each pulse cor¬ 
responding to the passage of an electron 
from cathode to anode. The current 
will therefore have the form 

= (29) 

X 

where the Us are the random and in¬ 
dependent emission times of the suc¬ 


cessive electrons, and where fit) is almost like a Dirac 6-function (since 
the transit time r is very short) with area equal to the electronic charge e 
(see Fig, 4-ll).‘ Introducing a long periodicity interval 0, 1{t) - / can 


be developed in the Fourier series 


^ The statistical properties of sums of the type in Eq. (29) have often been investi- 
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m -1 


OQ 


(ajfc cos 2irfkt + bk sin 27r/*0. 


For frequencies fk large compared with 1 /t, we obtain 

N 

Gk J di [7(0 ~ 7] coe %rfki = ^ ^ ^fkUj 


(30) 


where N is the total number of electrons passing from cathode to anode 
in the time 8; N may be considered constant. The averaging has to be 
done over the random time points U, for which a uniform distribution law 
is assumed. It is clear that 


therefore 


cos 2nrjkti =" sin %rfkU = 0, 
cos inrfkU cos 2eKfkU = sin 2Trfkti sin 
cos %rfkti sin 2irfktj = 0; 


^ M = 


Gk bk 0 , 

02 * 2 ^ 0 “' 


Gkhk = 0 , 


where n = Ar/0 is the average number of electrons passing per second. 
The average current 1 is therefore en, and we can write, for the mean 
square value of the component of the current of frequency fky 

^ = a| cos2 %rfkt + bl sin2 2nrjki - ~ 


Since in the frequency range A/ there are 0 A/ of such components, 
multiplication by this number yields the results given in Eq. (28). 

To prove that I{t) is a Gaussian random process requires a rather 
detailed investigation. It is clear that the mean values of all the odd 
powers of a*, and bi vanish. Furthermore, 

cos 2irfkU cos %rfkt) cos ^wfkti cos i^/kUn 


+ ^ + 14 

all i 


V (cos* 2)rM)* 

aii. 


all i 



gated. C/. S. 0. Rice,'' Mathematical Analysis of Random Noise,’’ Bell System Techn, 
2^ (1944), Part I; see also for further references. For the most oom{4eto 
and exact treatment see H. Hurwitz and M. Kac, ^’Statistical Analysis of Oekain 
'types of Eandom Functions,” Ann. Malh, SUUisL, 15, 173 (1944). 
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Since N can be chosen arbitrarily large, one might be inclined to conclude 
that the terms linear in N can be neglected; this would lead to 



In the same way the mean values of all the even powers of a* could be 
calculated; and keeping only the highest power of AT, we should get 

= 1 ■ 3 • 5 ■ • • (2m - 1) (HI)", 

which is characteristic for the Gaussian distribution. The next question 
is whether or not the different Fourier coefficients are independent of each 
other. Here one gets into trouble. It can be shown that the coefficients 
dh cl 2 , y da can be considered as independent (in the limit iV —► <») 
if, and only if, s/N approaches zero as N approaches infinity. If we let 
only 0 approach infinity (keeping n = N/0 fixed), we shall have inde¬ 
pendence only providing s is small compared with 0. Thus independence 
of coefficients is obtained solely over narrow portions of the frequency 
range. To get a Gaussian process, where all the Fourier coefficients are 
independent, not only must N approach infinity (which can always be 
achieved by taking 0 large enough) but so must n dlso. The essentidl 
condition for the Gaussian nature of the shot noise is that the average 
number of electrons passing per second be very large. This conclusion 
is confirmed by an analysis of the distribution of I{t) itself. Assuming, 
as before, that the time points U are distributed uniformly over the time 
interval 0, we obtain 


N 



Strictly speaking, we should still average over all possible values of N 
according to the Poisson distribution^ 


W{N) = 


(JV’)^6-^ 


m 


f 


with = n0, where n is the average number of electrons passing per 
second. We then get 

/ - n dUii). (31) 

' When Jff is large, W(N) can be approximated by a Gaussian distribution around 
and with a variance equal to ff; hence for large the variation of N may be neglected. 
The formulas become simpler, however, by taking the^variation of N into account. 
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In the same way we get 


fi 

= n dim) + 


difii) 




dim 


and it follows that 


(/ - /)* 


= n/_ 


diPii). 


To find the distribution of / — I it is best to calculate the characteristic 
function 

yl/{u) = exp [i«(/ - 1)], 

for which we obtain 


i/(u) = exp 


— iun J 


m + 




- 1 ) • 


This is still exact. For large n we may dc\ elop the exponent in powers of 
leading to 


yl/{u) « exp 


r 

!Xp — / 


; 


consequently (for large n) the distribution of / — J will be Gaussian with 
the variance given by Eq. (32). By a calculation similar to that given 

in Sec. 3-6, it can be shown that the error will be 

■ . . . . o 

i A oi the order of magnitude of 

^ Experimentally, the Schottky formula [Eq. 

© > (28)] has been verified many times. In the 

} “ original experiments of Hull and Williams* the 

current of a temperature-limited diode was 
B passed through a lightly damped resonant cir- 
i—ij o fluctuation of the voltage between 

to resonant circuit, pol^s A and B was measured (see Fig. 4-12). 

To calculate this fluctuation from Eq. (28), the 
diode must be considered as a fluctuating current source. The spectral 
density of the voltage is therefore, in general, 

Qy{f) = |ZO«)|U(/) = 2e7|Z0«)|*, (34) 

w!^ Z is the impedance between the poles A and B. We ther^ore get 

« _ 2e/ R* + Z,V 

QyiJ) - j -p-^ 

* A. W. Hull and N. H. Williams, “Determination of Elementary CWrge fi from 
Measarements of EBmt-elfect," Phyt. Ree., M, 147 (1926). 
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Fig. 


In subsequent experiments by Williams and collaborators the current of 
the diode was passed through a resistance R (see Fig. 4*10), and the 
voltage fluctuations, whose spectral density for this case is simply 2eIR^, 
were measured by a highly selective amplifier. The best results are 
probably those obtained by Williams and Huxford.^ They can be 
considered as almost precision 
measurements of the electronic 
charge e. 

4*7. Space Charge Depression 
of the Shot Noise.—When the 
current through the diode is not 
temperature limited, the electrons 
cease to be independent, and the 
Schottky formula [Eq. (28)] breaks 
down. Many experimental and 
theoretical investigations^ have 
been devoted to the question of how the Schottky formula should be mod¬ 
ified, One can say that this problem has now, except for the h-f region 
(see Sec. 4*8), been solved. The theory is complicated, however; only a 
short account of the main results will be attempted here. 

It is necessary to recall, first, the well-known theory for the current- 
voltage characteristic of a diode.* For a given temperature of the 
cathode and for a given geometry, the characteristic has three distinct 
regions (see Fig. 4*13). When the voltage of the anode is sufficiently 
negative, the potential distribution between cathcxle and anode will be a 
monotonic decreasing function; the electrons will therefore always be in 
a retarding field. The current is extremely small and is produced only 
by those electrons which are emitted with such high velocities that they 
can overcome the retarding field and reach the anode. All other electrons 
will return to the cathode. As a result of the Maxwell distribution in 


4*13.—Current-voltapre relation for a 
diode. 


* N, H. Williams and W. S. Huxford, ‘^Determination of the Charge of Positive 
Thennions from Measurements of Shot Effect,'' Pkys. Rev.j 33 , 773 (1929). 

* C/. E, B. Moullin, Spontaneous Fluctuations of Voltage^ Chaps. 3 and 4, Oxford, 

New York, 1988. The theory was developed independently by D. O, North, “Fluc¬ 
tuations in Spaee-charge-limited Currents at Moderately High Frequencies, Part II, 
Diodes and Negative-grid Triodes," RCA Rev,^ 4 , 441 (1940 ); W. Schottky and E. 
Bpenke, Wiss. Verdffentl, Siemens-WerkeUf 13 (No. 2), 1, 19 (1937); A. J. Hack, 
“Effect of Space Charge and Transit Time on the Shot Noise in Diodes," Bell System 
r«<An. 592 (1988). ^ 

’ C/., for examjde, I. Langmuir, Phys. 81 , 419 (1928). 
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velocity, the relation between the current and voltage in the retarded- 
field region is given by 

I = (35) 

When the voltage of the anode increases the space-charge-limited region 
is reached; here there is a minimum in the potential distribution between 
cathode and anode. Therefore part of the field is retarding and part 
accelerating. The relation between I and V is in this case complicated 
and cannot be presented in a closed form. Increasing the anode voltage 
shifts the minimum toward the cathode. For high enough voltage the 
minimum will finally disappear, leaving only an accelerating field; one is 
then in the temperature-limited region. In this case the current is 
constant and equal to the saturation current 

The Schottky formula [Eq. (28)] is valid only in the temperature- 
limited region; then the density of the voltage 
fluctuations across an external resistance R (see 
Fig. 4*10) is consequently given by 

Gy(f) Af ^ 2€UR^ Af, (30) 

For the other regions of the characteristic, the first 
, question that has to be considered is the part 

lent circuit for a diode \ i i.«. . , . itt , ir r 

connected to a noiseless played by the diiTerential resistance p = aV/dl of 

resistor R. diode. It seems plausible and can also be 

strictly justified that the diode must always be considered as a fluctuating 

current source impressed on the resistances p and R in parallel (see Fig. 

4*14). Equation (36) is therefore generalized as follows: 

Gvif) A/ = 2eir^ (37) 

where F is a dimensionless quantity, which may still depend on the 
current /. For dimensional reasons, F must have the form 

^ ^ (ife)’ 

where r. is the cathode temperature. The resistance p is, of course, also 
a function of I, which can be determined from the characteristic. In the 
temperature-limited region p = oe, r = 1, and / = /«, so that Eq. (37) 
goes over into Eq. (36). Moullin* has shown experimentally that Eq. 
(37) gives the correct dependence on the resistance R. The point of view 
that the diode may always be considered as a fluctuating current source 

> S. B.'MouQin, “Measurement of Shot Voltage tJeed to Deduce the Magnitude of 
SeQimdaTy Thennbnic EmiMion,” Proe. Boy. 8oe,, 1.47,109 (1984). 
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has also been confirmed by a series of interesting experiments by Williams. * 
Williams took into account the thermal noise of the resistance R, which 
he represented by a fluctuating emf E(t) in series with the resistance R. 
For the voltage fluctuations across AB (see Fig. 4-15), we find 

-(K+^y 

using Eq. (37) and the Nyquist formula; T is the temperature of the 
resistance R, The dependence on R and on 
T was checked in detail 

There remains the problem of calculating the 
function F. The procedure may be roughly ex¬ 
plained as follows: Just as in the temperature- 
limited case, it can be assumed here that the 
electrons emitted by the cathode emerge inde¬ 
pendent of ea( h other and completely random in 
time. The average number v emitted per second 
determines /»t. Let us suppose that in a time 
Af, which is short compared with the period 
1//, more electrons than the average number v At are emitted by the cath¬ 
ode, and let the excess be An. Becmise of the existence of a potential mini-- 
mum, the number of electrons delivered at the anode in a time of the order 
of the transit timer (which is also supposed to be small compared with 1//) 
will not exceed the average number by the same amount An. The excess 
will be less, because the An electrons w'ill have somewhat low’^ered the 
potential minimum and will have thus prevented other electrons from 
reaching the anode. In the same w^ay when fewer electrons than the 
average number v At are emitted by the cathode, the raising of the 
potential minimum will diminish this defect at the anode. The fluctua¬ 
tions will consequently be cut down, and one must therefore expect F 
to be less than unity. 

For the precise calculation the velocity distribution of the emitted 
electrons should of course be taken into account, since the effect on the 
potential minimum will depend strongly on the velocity of the group of 
electrons under consideration. Furthermore, one must distinguish 
between the reflected electrons (or electrons of Class a), which have insuffi¬ 
cient energy to cross the potential minimum, and the transmitted electrons 
(or electrons of Class fi), which are the only ones contributing to the 

* F. C. Williams, ‘‘Fluctuation Voltage in Diodes and in Multi-electrode Valves, 
JJ.E.E., 79 , 349 (1936). C/. also Moullin, op, cU., p. 74. 



tiG 4*15—Equivalent 
circuit for a diode connected 
to a noib> resifetor R 
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plate current. One finds that 

rs = TJ + (40) 

For the usual operating conditions, Fa® <K F^®; hence the effect of the 
reflected electrons can often be neglected (cf. Table 4-1). The calcula- 


Table 4*1. —Values of tfe Reduction Factor F 


C(F - Fruirt) 

" 'kfc 

elp 
* “ kTr 

r«* 


r» = Ta * + V 

r 

II 

0 

1 

0 

1 

1 ! 

1 

0.500 

5 

6.76 

0.0282 

0.1663 

0 1945 

0.441 

0 66 

10 

10.96 

0.0167 

0.1043 

0.1210 

0.348 

0 66 

15 

14.9 

0.0115 

0.0775 

0 . 08 < K ) 

0 298 

0.66 

20 

18.7 

0.0086 

0.0621 

0.0707 

0.266 

0.66 

25 

22.5 

0.0068 

0.0519 

0.0587 

0.242 

0.66 

30 

26.3 

0.0056 

0.0448 

0.0504 

0.224 

0.66 

35 

29.9 

0.0047 

0.0394 

0.0441 

0.210 

0.66 

40 

33.7 

0.0040 

0.0352 

0.0392 

0.198 

0.66 

45 

37.3 

0.0035 

0.0319 

0.0354 

0.188 

0.66 

50 

40.9 

0.0031 

0.0291 

0.0322 

0.179 

0.655 

60 

48.0 

0.0025 

0.0248 

0.0273 

0.165 

0.655 

70 

55.3 ! 

0.0020 

0.0217 

0.0237 

0.154 

0.65 

80 

62.2 

0.0017 

0.0192 

0.0209 

! 0.145 

0.65 

90 

69.6 

0.0015 

0.0173 

0.0188 

0.137 

0.65 

100 

76.4 

0.0013 

0.0157 

1_ 

0.0170 

0.130 

0.65 


tions are complicated and involve a great deal of numerical computation.^ 



1 2 5 10 20 50 100 200 500 1000 


The most complete calculations 
are those carried out by E. 
Spenke. Some of his results are 
shown in Fig. 4-16. Only plane 
diodes were considered; the ge¬ 
ometry and operating conditions 
are characterized by the dimen¬ 
sionless quantity 


kTo 


Fio. 4* 16.—Reduction factor T as a func¬ 
tion of the potential difference between the 
plate and the potential minimum: 


= 0.605 X I^^d, 

(41) 


where Imt is in amperes per square centimeter and the cathode-anode 
distance d is in centimeters. Usually A will be a large number. One 

11& tile ihtory the effect of the excess or d^ect in the number iff emitted dectrons 
OB tite positkm and magnitude of the potential minimum is ealoulated on the lw¥ of 
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sees from Fig. 4-16 that for different values of A, F as a function of the 
plate voltage follows the curve for A = «> and then rapidly rises to the 
value unity when the temperature-limited region is reached. For most 
purposes A can be taken infinite. For this case the values of F are 
tabulated in Table 4-1 and shown in Fig. 4'17, both taken from North’s 


100 


80 


60 

% 

40 


20 


0 

0 20 40 ^ 60 80 100 

Fio. 4*17.—Reduction factor F, 17 * *= e{V — Vm\a)/kTe, and Ttut/Te as a function of 
X *= elpfkTc, Dotted lines show the asymptotic behavior. The quantity A (see Fig. 
4*16) is taken infinite. 



paper. In addition to T and one finds in this table TJ and as a 
function of the potential difference between the plate and the potential 
minimum and as a function of the perhaps more significant quantity 


X = 


epi 

kfl 


11 r 1000 ^ 

11.6 


(42) 


where Tc is in degrees Kelvin, p in ohms, and I in amperes. Strictly 
speaking the results of the table can be used only when the current is 
small compared with the saturatio^^ current, although from Fig. 4*16 it 
can be seen that the results remain valid practically up to the saturation 
point. It can further be shown t hat for large values of _ 

the continuum theory of the space-charge cloud. This is really what makes the 
calculations possible at all, since the equations of the Epstein-Langmuir theory can 
then be used. The method is justified because the fluctiiations in emission are small 
and because the interaction of an electron with its immediate neighbors is always small 
compared with its interaction with the more distant electrons, which may be described 
by a continuous charge-density function. 

* A simplilfied proof for this asymptotic behavior of F, based on the assumption 
that for large n* only the transmitted electrons need be considered, is attempted by 
C. J. Bakker, Physica, 8, 23 (mi). 
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r 

X 


V)?« 

h^■ 


(43) 


These asymptotic formulas can be gjven an interesting interpretation 
in terms of a pseudothermal voltage fluctuation across the diode resist¬ 
ance p. Equations (37) and (39) for the voltage fluctuations across a 
resistance R may be interpreted in terms of a fluctuating emf Ei(t) in 
series with the resistance p if one assumes that the spectral density of 
Ei(t) is given by 

(?,;,(/) A/= A/. (44u) 

Comparing this with the Nyquist lormula, an ^‘effoc'tivo” temperature 
can be introduced by means of the e(iuation, 


and 


(?,.(/) A/= 4frnffpA/, 


(44b) 



c/p 

2kTc 



(45) 


The temperature 7\r will of course depend on the current; from Eq. (43) 


it follows that, for large x, == 6 ^ 


/x; hence 
= 0.644. 


(46) 


It is surprising that for smaller currents 9 remains near this value (see 
Table 4'1); hence/or aU "practical purposes one can consider the diode in the 
space-charge region as a resistance pat a temperature that is about two-thirds 
of the cathode temperature. 

This result breaks down, of course, in the temperature-limited region, 
where one has the normal shot effect. It also breaks down in the 
retarded-field region. In this regiwi there is no potential minimum; 
hence it must be expected that r* = 1. On the other hand from the 
current-voltage relation, [Eq. (35)] it follows that 


_ dV kTe 


hence x - epI/kTc = 1. From Eq. (46) it follows therefore that in the 
retarded-field r^on 

= iT.. ( 47 ) 

This simple result, which has been checked experimentally by Pearson 
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and by Williamw, * can also be understood by the following simple argu¬ 
ment of Schottky.2 Suppose one has two identical diodes, of which the 
anodes are made of a poorly emitting substance but the cathodes are 
strong electron emitters. Let the diodes be arranged in parallel, and 
let the whole system be at the same temperature Tc- There will then be 
a potential difference between the cathodes and anodes, but the total 
current will be zero. In each diode the current from cathode to anode, 
which is in the retarded-field region, is balanced by the small but tem¬ 
perature-limited current from anode to cathode. According to the 
Nyquist formula, the voltage fluctuations across each diode must be 
4tkTcP- These fluctuations are produced by the normal shot-effect 
fluctuations of the cathode-anode and the anode-cathode currents. 
Therefore each of these currents must contribute half of the total fluctua¬ 
tion. Since the differential resistance p is due only to the cathode-anode 
current, the anode-cathode current being temperature-limited, it is 
clear that in the retarded-field region the normal shot-effect fluctuations 
must be equivalent to thermal fluctuations at a temperature that is half 
of the cathode temperature. 

4-8. Experimental Confirmations; the Upper Limit of the Shot-noise 
Spectrum. —North and Jacoby and Kirchgeszner^ have compared the 
theoretical results presented in Sec. 4-7 with experiment. For diodes,^ 
qualitative agreement has been found with regard to the dependence of 
r on i ?2 = c(F — Vmin)/kTc. The measured values of T are, however, 
always higher than the theoretical values. North has made it plausible 
that this discrepancy is due to the effect of electrons that are reflected 
elastically by the anode. Such electrons can return to the region of 
minimum potential and thus influence drastically the passage of other 
electrons. 

Much better results are obtained for negative^grid triodes. The basic 
formula [Eq. (37)] must first be adapted to this case.® This can be done 
by introducing the familiar concept of the equivalent diode. The anode 
potential of the diode must be interpreted as the '‘effective^' potential En 
of the grid plane, that is, that potential which, when applied to a solid 
sheet in the grid plane, would draw the same current. The voltage Ea 
is related to the actual grid and plate potentials Eg and Ep by 

^ G. L. Pearson, Physics, 6, 6 (1935); F. C. Williams, J,LE,E,, 79, 349 (1936). 

* W. Schottky, Z. /. Physik., 104 , 248 (1937). 

* D. O. North, Fluctuations in Space-charge-limited Currents at Moderately 
High Frequencies, Part II, Diodes and Negative-grid Triodes,” RCA Rev,, 4 , 441 
(1940); H. Jacoby and L. KirchgeSsenr, Wise, VerSffenU, Siemena^Werken, 16, No. 2, 
42 (1937). 

^ Or for triodes when operated as a diode, that is, when grid and anode are con¬ 
nected. 

® C/. North, op. eU*, p. 468. 



90 


BASIC ORIGINS OF INTERNAL NOISE 


[Sec. 4-8 


Ea ^ (T ~ 


where a and /x (the amplification factor) can, in principle, be calculated 
from the geometry of the tube. The factor <t lies between 0.5 and 1 and 
usually is nearly 1. The plate current a function of and hence the 
conductance of the equivalent diode Is given by 


} (^Jp\ 


when Qm is the mutual conductance of the triode. Using Eqs. (44a), 
v45), and (49), one obtains for the voltage fluctuations across a resistance 
It in the plate circuit the formula 




which replaces Eq. (37); Vp is the plate resistance, which is related to g„ 
and fi by the well-known relation 


Equation (50), with 0 == 0.66, has been thoroughly confirmed.* 

In all results obtained so far the frequency / is supposed to be small 
compared with the reciprocal of the transit time t of the electrons. All 
the spectral densities are then independent of the frequency. It is clear 
that this will cease to be valid when the frequency becomes comparable 
with l/r. In the temperature^imited case it is easy to see what will 
happen. In the Fourier analyses of the series of random current pulses 
(see Fig. 4*11) the shape of the pulses must now be taken into account. 
Taking the shape, for the sake of simplicity, as a rectangular block of 
height ev/d and width r = d/Vy one gets, instead of Eq. (30), 


2e sin rfkt 

0 vfkT 


cos 27r// 


■' ('■+O' 


As a result, the spectral density of the current fluctuations becomes 


<?,(/) Af^2el 




which, <rf course, goes over into the Schottky formula [Eq. (28)] when 

' Cf. ibid, ^oe the effect of the electrons in the grid-plste space on the space- 
charge roduetion factor r* (or on the effective temperature BT, of the cathode-grid 
regjon), has been n^ected, Eq. (BO) can be expected to hold only for hi^h-n tubes. 
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/ <K 1/r. For higher frequencies (?/(/) is always less than the Schottky 
value; and forfy^ 1 /r, (?/(/) goes to zero. Spenke^ has refined this rough 
calculation by taking into account the velocity distribution of the emitted 
electrons and the acceleration of the electrons between cathode and anode. 
Instead of Eq. (52), one then gets a completely monotonic decreasing 
function of /. 

In the spcLce-charge-limited region the problem is much more difficult. 
Rack^ has given an analysis in which only the effect of the transmitted 
electrons was taken into account. He obtained for the spectral density 
the expression 

G^if) A/ = 12 mpSie) A/, (53a) 

where 

(2 + - 2 cos - 20 sin 0) (536) 

and 6 = 2ir/T is the transit angle. Equation (53a) is supposed to be a 
refinement of Eq. (44a) with the value given in Eq. (46) for the effective 
temperature of the cathode.® The function S{6) is a monotonic decreas¬ 
ing function of starting from unity for small 6 and going to zero for 
large 0, The space-charge reduction of the fluctuations would therefore 
persist at high frequencies. It is doubtful, however, if this result is 
correct. Spenke^ has shown that in the retarded-field region, values for 
r* can be obtained which are much larger than unity when the frequency 
is of the order of magnitude of 2/r. The reason for this increase is that 
the reflected electrons then begin to contribute strongly to the fluctua¬ 
tions. It seems probable therefore that at high frequencies the effect of 
the reflected electrons cannot be neglected, and it may be that F* rises 
with increasing frequency and goes through a maximum before going to 
zero for very high values of /. Further theoretical investigations 
and experimental information, which we do not now have, are required 
with regard to this question. 

4»9. Partition Noise. —In tubes that have more than one collecting 
electrode (tetrodes or pentodes) the random nature of the partition of the 
total current over the different electrodes provides an additional cause of 
fluctuations in current. The mean currents to the anode and to the 
screen grid are determined essentially by the ratio of the free area of 

* E. Spenke, Wiss. Verdffentl. Siemena-Werkenj 16, No. 3, 127 (1937). 

* A. J. Rack, ^‘Effect of Space Charge and Transit Tune on the Shot Noise in 
Diodes,” Bell System Techn, 17, 692 (1938). 

* The p m Eq. (53) is the diode resistance at low frequency and is therefore inde¬ 
pendent of /. 

^ Op. cU,, 17, No. 3, 85 (1938). 
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the grid to its total area; the discrete nature of the electronic charge will 
give rise to fluctuations around these mean values. 

Let us consider first the temperature-limited case. Since the electrons 
are completely independent of each other, and since the capture of an 
electron by the grid is a matter of pure chance, the times of arrival of the 
electrons at the anode will still be entir^^iy random, just as for the diode 
in the temperature-limited case. The sole effect of the screen grid will 
be to diminish the average anode current. The density of the anode- 
current fluctuations will therefore be given by the Schottky formula 

2e/„A/, (54) 

where la is the average anode current. 

Let us imagine, on the other hand, the case where the ele(*trons would 
be emitted by the cathode Avith absolute regularity in time, the time 
intervals between successive electrons being constant as a result. In a 
diode there would then be no current fluctuations at all; in other words, 
the shot fluctuations Avould have been completely suppressed. For 
a multicollector tube, however, the random nature of the capture of 
electrons by the grid would produce random gaps in the regular series of 
current pulses arriving at the anode; hence, there would again be some 
fluctuations in the current. What the spectrum will be is easily seen. 
Developing the anode current in a Fourier series in the usual fashion, 


we obtain 


/« = ^ (a* cos 2Trfki + sin 2wfki)y 

k 

2 2 V 

= 0 / dt Ia{t) 


The time points U are now supposed to be spaced regularly with the 
constant interval A. The random variables are the charges e,, which can 
have only two values, namely, e and zero with the probabilities p and 
1 — p. Therefore, 


and we get 


Ci = pe CiCj == Cj = 
?i = pe*, 


X X 



Skc . 410 ] TRANSIT-TIME EFFECTS IN TRIODES 93 

Or, again replacing the sums by integrals, 

^ ^ P(1 - P)c*- 

Since A represents the spacing between successive electrons, it is clear 
that e/A is the sum of the average anode and grid current and that 

r ^ P)^ ^ 7 . 

A ” ® A 

We can therefore write 

— 2e / / 

■ e /„ + /„; 

The same result is found for hi ; and since I/O = A/, we get for the spectral 
density of the anode current 

G,Xf) A/ = 2e A/. (55) 

Comparing Eqs. (54) and (55), it can be seen that the complete 
suppression of the shot-efifect fluctuation before the partition of the 
current reduces the fluctuations in the anode current by the factor 
Uila + U. In the actual ease when the initial current is space-charge 
limited, the shot-effect fluctuations are only partially suppressed; hence 
the fluctuations in the anode current must be expected to lie between the 
values given by Eqs. (54) and (65). A more precise analysis^ shows that 
in the general case 

Gu(f) Af = 2eh A/, (56) 

where F® is the space-charge reduction factor that was discussed in Sec. 
4*7. For = 1 (no space-charge suppression, temperature-limited 
case) Eq. (56) becomes Eq. (54), whereas for F* = 0 (complete space- 
charge suppression) Eq. (56) becomes Eq. (55). 

In exactly the same way, we find, for the spectral density of the screen- 
grid currentj 

0,.Xf) Af = (ST) 

i a I ■* trr 

North* tested Eqs. (56) and (57) and found excellent agreement with 
experiment. 

4*10. Transit-time Effects in Triodes and Multicollector Tubes; 
bduced Grid Noise. —Equations (56) and (57) of Sec. 4*9, for the spectral 

* Cf. D. O. North, "PluctuatioiiB in Space^cbarge-limited Cunents at Moderately 
High Freqaenoiee,” RCA Reo., 5 , 244 
*Loe. eit. 
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densities of the plate and screen-grid current, hold only for frequencies 
that are small compared with the reciprocal of the transit time. Because 
of our lack of knowledge about the frequency dependence of the space- 
charge reduction factor T {cf. Sec. 4*8), nothing can be said at present 
about the h-f end of the spectra (?/„(/) a^d Gi„{f), 

There is one effect, however, for which an approximate theoretical 
treatment can be devised. It is clear that every time an electron passes 
through a grid, a current pulse will be induced (see Fig. 4T8). The 

current will ri'^e rapidly from zero to a maxi¬ 
mum value during the period in which the 
electron approaches the grid. When the elec¬ 
tron goes through the grid the current drops 
to a negative value; finally, while the electron 
recedes from the grid, the current passes 
through a minimum and subsequently goes 
back to zero. The total curreiii is, of course, 
zero, since the electron is not captured. The 
duration of the pulse is of the order of the 
transit time. It is clear that these current 
pulses will contribute to the h-f part of the 
noise spectrum. For the case of the nega¬ 
tive-grid triode this effect has been investigated, both experimentally 
and theoretically, by North and Ferris^ and by Bakker.^ In this case we 
speak of mdwed grid noise. Since the grid does not capture any elec¬ 
trons, the spectral density of the grid current will have no 1-f components 
arising from the partition of the current, and for low frequencies it can be 
expected that 

<?/.(/) 

since each induced current pulse in the grid is like the derivative of the 
current pulse arriving at the anode. A more detailed analysis shows that 

G,.{f) = i («r,)^,.(/), (58) 

where « =* 2a/ is the angular frequency and t, is the transit time between 
cathode and grid. 

Equation (58) can be further transformed by introducing the concept 
of the dectrmic load conductance of the grid circuit. It is clear that the 
induced grid currents will give rise to an addition to the input conduct¬ 
ance of the tube, and it can be easily seen* that this addition, called the 

‘ D. O. North and W. K. Ferris, Proe. I.R.E., S9, 49 (1941). 

* C. J. B^er, Phyrica, 8 , 23 (1941). 

• For a simple qualitative theoretical oonenderation (imposed by B. J. Thomson) 

see W. R. Ferris, Proe. I.R.E., 24,82 (1936). * 



Fiq. 4*18.—Current pulse 
m a grid when one electron 
passes through. 
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“electronic load conductance,”' is proportional to the square of the 
frequency and to the grid-plate transconductance gm of the triode. 
More detailed calculations of have been made by Bakker and 
deVries® and by North.® From these calculations it follows that, for high 
—ft tubes, operating under such conditions that the grid-plate transit 
time is negligible compared with the cathode-grid transit time. 

On = 3’zr?m(«T„)®. (59) 

For the spectral density of the anode current we can use the results 
derived in Sec. 4-8 [see Eq. (60)]. Taking ff = 1, we have 

<?/.(/) = 12(1 (60) 

Introducing this expression in Ecp (58) and l)y means of Eq. (69) express¬ 
ing <aTy in terms of and we obtain 

G,Xf) = T (l - j) (61) 

The limitations of this formula should be kept in mind. Besides 
high-/i and negligible grid-plate transit time, the main assumption is that 
the transit angle is so small that the space-charge reduction factor T 
can still be considered to be independent of the frequency. 

It should be further emphasized that the fluctuation in the grid 
current is coherent with the fluctuation in the plate current. In general, 
therefore, these fluctuations cannot be compounded in the usual fashion 
by adding the mean square values. Since for small transit angles the 
phase angle is obviously nearly 90®, the addition of the mean square 
values is correct if the input impedance is a pure resistance. It is 
incorrect if the input impedance has an inductive part. By making use 
of this fact we can cancel part of the induced grid noise (see Sec. 5-5). 

ADDITIONAL SOTJItCES OF NOISE 

441. Current Noise; Flicker Effect; Positive Ion Fluctuations.— 

Thermal noise and shot noise are the two sources of noise that have been 
rather well investigated, both experimentally and theoretically. Usually 
they are also the most important sources of noise that occur in practice 
and that have to be considered in the construction of tubes and in the 
design of amplifiers and detectors. This does not imply that thermal 
noise and shot noise are the only sources of noise. There are other 

1 D. O. North, Proe, LR.E., 24, 108 (1936). 

«C. J. Bakker and G. de Vries, Phy9ka, 2, 683 (1935). 

• Lee. eit* 



96 


BASIC ORIGINS OF INTERNAL NOISE 


(Sec. 411 


sources, not so well investigated and understood, that may involve other 
fluctuation ^'mechanisms/* Here only some of these additional sources 
of noise will be mentioned; more detailed discussion can be found in the 
literature. 

In semiconductors, in thin metallic f^lms,^ and in resistance elements 
of the granular type (e.g, carbon microphone, commercial grid leaks)* 
the voltage fluctuations depend strongly on the current passing through 
the element.® Of course, when there is current flowing, the spectrum 
of the voltage fluctuations (?„(/) is given by the Nyquist formula. If a 
d-c current is passing through the resistance, the voltage fluctuations 
across the resistance increase by an amount that for small currents is 
approximately proportional to P and for higher currents becomes pro¬ 
portional to /. Because of the dependence* on I the additional noise is 
sometimes called current noise. The proportionalii}" to P suggests that 
the origin lies in a fluctuation of the resistance, citlier because the number 
of conduction electrons varies or because of random changes in the con¬ 
tact areas between the different granules that make up the resistance. 

The frequency dependence of the current noise has also been investi¬ 
gated. In the a-f range it is found that G, (/) is inversely proportional to 
/; and above 10 kc/sec, Gv(f) usually becomes small. A proposed 
explanation is that the cause of the fluctuations is connected with the 
presence of ions, which would affect the number of conduction electrons 
or the contact resistances. If we assume further that these ions have a 
certain lifetime, it may be expected that the current will consist of a 
random series of bursts of the form where a is the reciprocal of the 
lifetime of the ion. This assumption leads to a si)ectrum of the form 


(?.(/) « 


a 

a* + (2ir/)"* 


(62) 


For large /, G„(/) will be »/“*, whereas for small/, Gv{f) will be constant. 
One might think, therefore, that the experimental data may be repre¬ 
sented by Eq. (62). For the current noise, nevertheless, this possibility 
seems unlikely.^ 

Additional sources of noise have also been found in electron tubes. 
In the a-f range the current fluctuations are much larger than would be 
expected from the shot-effect fluctuations. This increase is called the 
''flicker effect**; it has been investigated experimentally by Johnson,^ 

^ C/. J. Bemamont, Ann. Phys.^ 7, 71 (1937); Proc. Phys. Soe., 49 , 138 (1987). 

*E. Meyer and H. Thiede, E.N.T., 12, 287 (1935); C. J. Christensen and G. L. 
Pearson, Bell System Teekn. /., 15, 197 (1936). 

* This is in contrast to the thermal voltage fluctuations across a metallic resistance, 
which are independent of the current (see Sec. 4-6). 

♦ For a discuasion of the crystal noiw, which belongs in this category, see Sec 5*3 
»B. Johnson, Phye. Rep., 28,71 (1925). 
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who found that the increase is proportional to the square of the average 
current and that it is strongly frequency-dependent. For frequencies 
above 6 kc/sec, the flicker effect disappears. A theory proposed by 
Schottky* attributes the flicker effect to random changes in the emissivity 
of the cathode produced by the presence of foreign atoms on the surface. 
Let us suppose that one foreign atom causes an additional current cl, 
where I is the average current and c a constant; let the average number of 
foreign atoms per square centimeter of the surface be N and the lifetime 
of a foreign atom be 1/a. Then the spectrum of the current fluctuations 
is given by the formula 

(?K/) A/ = 2el Af + 4NcU^ ^2 +^ 21 ,/)^ 

The second term represents the flicker effect and is in qualitative agree¬ 
ment with the observations of Johnson. The order of magnitude 
of the flicker effect is usually expressed in terms of an apparent electronic 
charge. For low frequencies apparent charges of the order lOOe are 
common. For oxide-coated filaments the flicker effect is much more 
pronounced than for pure tungsten filaments, again in accord with the 
ideas of Schottky. 

At higher frequencies (100 to 1000 kc/sec) increases of the current 
fluctuations have been observed when the tube is operated in the space- 
charge-limited region,* These increases (the apparent electronic charge 
can be of the order lOe) are caused by the presence of positive ions trapped 
in the potential minimum. The slow motion of these ions releases 
random bursts of electrons. The positive ions are produced by evapora¬ 
tion from the cathode or by collision ionization of the residual gas atoms 
in the tube. This positive-ion effect disappears if the plate voltage is 
raised, and the current becomes temperature limited. The frequency 
dependence of the effect has not been investigated. 

* W. Schottky, Phys. Rev., 28 , 74 (1926). 

*H. N. Kozanowski and N. H. Williams, Pkys. Rev., 36, 1314 (1930). For a 
theoretical development and more recent experiments, see B. J. Thompson and D. O. 
North, RCA Rev., 6, 371 (1941). 
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6*1. Introduction. Separation of Noise Contributions .—The noise 
voltage appearing at the output terminals of a receiver actually arises 
from many sources. Some noise is generated by the antenna itself, 
which, as we shall see in Sec. 5*2, is due to incoming electromagnetic 
disturbances. In addition to this antenna noise there are several sources 
of noise within the receiver; chief among these noise contributions are the 
(crystal) converter noise, the local-oscillator noise, and the noise gener¬ 
ated within the i-f amplifier. Here it need be noted only that these noise 
contributions are essentially independent. This fact assures that in a 
linear system the total noise power is the sum of the powers of the indi¬ 
vidual noise contributions. Furthermore this independence makes it 
possible to break the receiver into hypothetical pieces in each of which the 
detailed behaviors of signal and noise are studied, with a view toward 
ultimately synthesizing the over-all signal and noise contributions. 
Friis^ has presented a method by which this analysis can be effected. 
The following analysis utilizes extensively the methods of Friis, with 
modifications devised by Roberts. ^ 

The superheterodyne converter is essentially linear (see Sec. 2*2), and 
the i-f amplifier stages (at least at low level) are linear; let us thus assume 
that the over-all superheterodyne receiver consists of a series of linear 
networks; each of these networks is characterized by an input and output 
impedance and a gain that will shortly be defined. These three param¬ 
eters are generally complex and depend upon frequency. It is not 
essential that the input and output signal frequencies be identical; it is 
necessary only that the network be linear, i.e., that the output signal 
voltage be linearly related to the input signal voltage. 

Each of these linear networks serves to amplify (or to attenuate) the 
signal as well as any noise produced either in the device generating the 
signal or in preceding networks. In addition to this, the network in 
general adds some extra noise; this extra noise is the only quantity that 
prevents the network (or over-all receiver) from being ^‘theoretically 
ideal/' The attempt will be made therefore to specify the characteristics 

A T. Friis, ‘'Noise Hgures of Radio Receivers/' Proc. I.P.E., SS» 458 (1946). 

< S. Roberts, "Some Considerations Governing Noii^e Measurements on Cr^al 
Prws. $5, 257 (1947). 
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of the over-all receiver in terms of this ideal receiver; this specification, to 
be definite, must assume certain properties of the input-signal generating 
device. [Since the properties of the antenna depend upon external 
radiation, which may be quite different under different conditions (see 
Sec. 6-2), it is customary to measure the properties of a receiver by means 
of a signal generator connected to its input terminals.] This signal 
generator is any device which can be represented, according to Th^venin^s 
theorem, as a constant voltage source Cg in series with an impedance 

+ 3^g* 

Available Power .—The available power from the signal generator or a 
linear network is simply the maximum power that can be taken from the 
network by a suitably adjusted load. In the case of the signal generator 
mentioned previously the available signal power Sg is 


Sg 



( 1 ) 


In addition to the available signal power from the generator, there is a 
noise flu(*tuation voltage due to Rg. The open-circuit mean-square noise 
voltage from the generator within a narrow frequency interval df (see 
Sec. 34) is 

Gvif)df^4kTRgdf, (2) 


where k is Boltzmann’s constant and T is the temperature of Rg. The 
(quantity Gv is the power spectrum expressed in mean-square volts per 
unit frequency interval. Therefore, the available noise power dNg from 
the signal generator is 

dN, = ^M=kTdf, (3) 


which does not depend upon the generator impedance but does depend 
upon the temperature of the generator resistance and the bandwidth df. 
To standardize the performance of the generator it is necessary to choose 
some standard temperature To; it is customary to choose To as 292®K, 
since this is a reasonable approximation to the ambient temperature at 
which measurements are made, and since for this value of temperature 
there is obtained the simple relation 


= J- 

e 40 


volt. 


(4) 


where e represents the electronic charge. 

The Oain of a Network .—The power gun of a network will be defined 
here as the ratio of available output signal power to the available input 
signal power delivered either by the mgnal generator or by a preceding 
network. On the basis of this definition the gain is seen to depend upon 
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the impedance of the generator but not upon the impedance of the load. 
It does not represent the actual power gain unless suitable matching loss¬ 
less networks are inserted between the generator and load. The over-all 
gain of a series of cascaded networks is the product of the gain factors of 
the individual networks. 

The actual measured output power of the network is not necessarily 
the available output power. The quantity with which we are ultimately 
concerned, however, is the ratio of signal to noise power, i.e., the ratio 
of gain to noise power. The ratio of measured output power to available 
output power when the network is connected to a mismatched load will be 
identical for both signal and noise; hence only available gain need be 
dealt with in the analysis that follows. 

Noise Figure .—^As the noise and signal proceed from the signal 
generator through the various networks, the ratio of noise power to 
signal power increases. The reason for this increase is the extra noise 
contributions from the networks themselves. Lei us consider the ratio 
of output noise to signal power (available) dNo/So, where the output 
noise power dNo is measured in a frequency band df centered at the signal 
frequency. This quantity is larger than the corresponding quantity at 
the signal generator by a factor F, which is called the noise figure of the 
network. 


So S, 


(5) 


In this definition of noise figure the two signal frequencies can be different, 
but the noise at each point must be measured in a narrow band of given 
width df centered at the signal frequency. Furthermore, it is assumed 
that there is a one-to-one correspondence between input and output 
frequencies. This last assumption is not generally fulfilled in a super- 
heterod 3 me converter; but if the image response is suppressed by pre¬ 
selection or by other means (see Sec. 2*2), Eq. (5) is valid. If the image 
response is not suppressed, extra noise will be found in the output of the 
network. Therefore, presupposing good converter design, it will be 
assumed (in those cases where it matters) that the image response is 
properly suppressed. 

The expression for the noise figure F may be written in a slightly 
different way. The increase of F over unity is explained by extra output 
noise dMo generated within the network. 

dNo _ OkTo df . dMo ^ kTo df 

+w,‘^-sr’ ® 
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Integrated Noise Figure .—The noise figure is in general, as just defined, 
a function of frequency. It is useful, however, to speak of the integrated 
noise figure F, of a network which represents the increase of the ratio of 
total noise to signal power by the network. 

From Eq. (5) we may write 

dN„ = FGdN, = FGkTodf 

and 

No= JJ FGkTodf. 

The noise that would have appeared at the output from an ideal network 
is GkTo df; hence we may write 


( 8 ) 

(9) 


("FGkTodf 

/f, = _ 

I" GkTo df 

If the bandwidth of the network A/ is defined as 



( 10 ) 


( 11 ) 


where Gmu 
may write 


is the maximum of the gain vs. frequency characteristic, we 


No 

GmmxkTo A/ 


( 12 ) 


Cascaded Nettoorks .—When two networks in series follow the signal 
generator, an expression for the over-all noise figure of the combination 
may be derived in terms of the noise figures of each section. 

The over-all output noise power dJV<,„ within a narrow band df cen¬ 
tered at the signal frequency is made up of two parts. The first part is 
the output noise from the first section dNo amplified by the second net¬ 
work according to its gain (?i, and the second part is the extra noise 
contributed by the second section. This second contribution can be 
derived from Eq. (7). We may write 


= dNoPi + (F* - DGtkTo df (13) 

or 

FidCfiBokTo df = FiOiGJcTo df + (F, - l)^**-^ df, (U) 
where Fu is the over-all noise figure. Prom Eq. (14), 

F««Fx-l-^i^. 


(15) 
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Thus the over-all noise figure can be expressed in terms of the noise 
figures of the individual networks. This expression is especially useful 
in deriving the noise figure of the first network by measuring F 2 , F 12 , and 
Cri; this procedure is currently used in connection with crystal converters 
(see Sec. 5*3). 

One can proceed from tw^o to three netw’^orks by considering the first 
two networks as a single network and then applying Eq. (15). 


Euti = Fi2 + 


Fa - 1 


= Fi + 


1 ^ Fa - 1 


(16) 


G1G2 Gi G1G2 

If one proceeds in this way the over-all noise figure of n sections will be 




1 


Gi 


G 1 G 2 


+ 


^ I _ 

G\G2 * * * Gn-l 


(17) 


It can be seen (and a little reflection makes it obvious) that after any 
high-^ain netw^ork the over-all noise figure is not markedly influenced by 
additional netw^orks even though their individual noise figures aic rela¬ 
tively high. Thus in the superheterodyne receiver one need be concerned 
only with the r-f amplifier, the converter—which in the microwave field 
generally has a gain less than unity—^and with the first stage or two of the 
i-f amplifier. 

An expression analogous to Eq. (17) can be derived for the over-all 
integrated noise figure of cascaded networks, but only if the bandwidth 
of the final network is narrow^ compared with the bandwidth of any 
preceding section. 

By analogy with Eq. (10) the following equation may be written: 

//Fi,..„(?i (?2 • • • GnhTodf 

Fu -- (18) 

JT OiGi • • • GnkTodf 

Since the bandwidth of the nth section is assumed narrow compared with 
that of any preceding network, the only quantities in Eq. (18) that depend 
upon the frequency are F„ and G„. From Eqs. (10), (11), (17), and (18), 
we may write 


n. 


Fi + 


Fi-\ . F, - 1 


Gi 


+ 


O^t 


+ 


+ 


F n-l — 1 




On—l 

Fi, - 


+ 

1 


OiO, 




(19) 


Ihe form of this equation is similar to that of Eq. (17); it should be noted, 
however, that for the intermediate networks the noise figures themselves 
are used instead of the correeponding integrated nefise figures. 
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6*2. Antenna Noise. Introduction. —The noise appearing at the 
output of a receiver has its origin partly in the receiver and partly outside 
the receiver. This external noise is picked up by the antenna and is 
generally referred to as ‘^antenna noise.For receivers operating in the 
broadcast band this type of noise is largely either man-made or atmos¬ 
pheric in origin. For receivers operating in the short-wave bands these 
two effects are still important but an additional, new type of noise 
appears. This new random fluctuation, called cosmic noise, has its 
origin, as its name suggests, outside the solar system, in the direction of 
the center of the galactic system.^ Because of the relative impenetra¬ 
bility of the ionosphere, cosmic noise is not of importance at broadcast 
frequencies. 

Antenna noise at microwave frequencies is largely thermal in origin. 
It has been found experimentally that with few exceptions (e.g., radiation 
from fluorescent lights) antenna noise at microwave frequencies could be 
traced to thermal radiation emitted by surrounding objects. The 
antenna noise at microwave frequencies is, as will be shown later, nearly 
always small compared with the other sources of fluctuation in present- 
day microwave receivers. Any discussion of ultimate performance must 
be based, however, upon a knowledge of the antenna noise. Since the 
thermal radiation intercepted by an antenna depends upon the object at 
which the antenna is pointed, it is clear that there is no ‘^best” per¬ 
formance for a receiver. The limiting sensitivity of a receiver will 
depend upon the nature of the objects at which the antenna is pointed. 

Connection between Black-body Radiation and Ele^^trical Noise. —I^t us 
consider the hypothetical system shown in Fig. 5-1. An antenna is 
connected to a resistor by a transmission line. Both the antenna and 
resistor are assumed to be matched to the transmission line. The 
antenna is completely surrounded by the enclosure S, whose inside walls 
are assumed to be ‘‘black’’ at radio frequencies. The temperature of 
this black-body and of the resistor are assumed to be equal to T on the 
Kelvin scale. It is clear that the system is in thermal equilibrium and 
that the black-body radiation intercepted by the antenna must balance 
that lost by the resistor as a result of noise fluctuations in the resistor. 
It has been shown (Sec. 4*1) that, because of thermal fluctuations, the 
power Pi that can be abstracted from the resistor by the matched antenna 
is simply kT per unit frequency interval. Therefore, in thermal equilib¬ 
rium, the power absorbed by the antenna and delivered to the resistor 
is also equal to kT per unit frequency interval. We may calculate P 2 
specifically in terms of the electrical properties of the antenna. Hie 
black-body radiation intensity per unit frequency interval and unit 

»K. G. Jansky, Proc. LR.E., U, 1517 (1937); G. Reber, ibid., 80,367 (1942), 
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solid angle is, according to the Rayleigh-Jeans law, 

/ = 


( 20 ) 


The antenna is usually capable of absorbuig only one of two orthogonal 
polarizations. Therefore, 


P2 = 



( 21 ) 


where a is the effective receiving area of the antenna. Since / is inde¬ 
pendent of the angle 

P 2 = ^ j <r do = ” 47r(rav«, (22) 


where is the average receiving area of the anteiina for all directions. 
Since P 2 is also equal to kT per unit frequency interval. 


kT = 4vat 


— kT 

mvK »> » 




4ir‘ 


(23) 

(24) 


This is the well-known expression for the effective receiving area for any 
antenna (see Vol. 12 of the Radiation Laboratory Series). 

The antenna, in so far as the generation of noise power is concerned, 
may therefore be viewed as a resistor whose value is the radiation resist¬ 
ance of the antenna at a temperature equal to the temperature of the 
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antenna's surroundings. If the surroundings of the antenna are not all 
at the same temperature, an average temperature may be defined. This 
average temperature will be called the antenna temperature and may be 
defined as the temperature which a black-body (see Fig. 6*1) must have 
in order to duplicate the antenna noise. 

Antenna Temperature of Sky .—Since the antenna temperature of a 
highly directive microwave antenna depends upon the direction in which 
the antenna is pointed, the antenna temperature must be investigated 
under a variety of conditions. First let us consider the temperature of 


^ Top of 
^ atmosphere 
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Air temperature T 


Antenna temperature^TT 


absorption / 

.. 1 .' 

Antenna 

(a) 




^ Black body 
/ temperature T 


Atmospheric 
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1 1 
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Fig. 6*2.—Atmobpheric absorption as a source of thermal radiation. 


a highly directive antenna pointed at the zenith. An experimental 
investigation has shown that with the exception of the sun and moon, 
radiation from astronomical bodies is negligibly small at wavelengths of 
the order of 1 cm. In particular, stellar radiation has been found 
experimentally to contribute less than 20®C to the antenna temperature 
for wavelengths of approximately 1 cm, and it can be easily calculated to 
contribute less than 10“*®C. Thus it seems plausible that thermal 
radiation external to the solar system is completely negligible as a cause 
of antenna noise at microwave frequencies; hence it is necessary to 
examine the earth’s atmosphere for sources of thermal radiation. 

The atmosphere cannot radiate unless it absorbs at microwave fre¬ 
quencies. Figure 5’2a and b illustrates how the antenna temperature can 
be calculated in the case of a partially absorbing atmosphere. In Fig. 
5-26 the earth’s atmosphere is surrounded by an imaginary black-body 
at the same temperature as the atmosphere. The radiation x arising in 
the atmosphere must just compensate for the partial absorption of the 
black-body radiation in the atmosphere. This fact leads to the result 

x^yT (26) 

for the antenna temperature, where y is the fractional absorption of the 
atmosphere. Because of absorption in water vapcH> the antmia tern- 
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perature can, in the 1-cm region, become as great as 70®K. At wave¬ 
lengths of 2 to 10 cm the atmospheric absorption is so small that the 
antenna temperature of an antenna directed at the zenith ought to be 
extremely small. 

When the antenna is directed at au angle 6 from the zenith, the 
increased path length through the atir osphere produces a greater amount 
of absorption and hence a higher antenna temperature than for the 
antenna pointed at the zenith. If Te is the antenna temperature at an 
angle 6 from the zenith and 7' is the atmospheric temperature, then 

y = 1 - (^1 - j • (26) 

The ionosphere can play a part in the (*tYective antenna temperature, 
but experimental measurements have indicated that at wavelengths of 
1 cm contributions are less than 5®C. The etfective temperature of the 
ionosphere itself may be high, but apparently the negligible absorption 
at microwave frequencies accounts for the negligible radiation emitted 
by the ionosphere. 

Antenna Temperature of Ground Objects ,—When the antenna is 
pointed at surrounding ground objects, the antenna temperature can vary 
widely, depending upon the nature of the object. The amount of thermal 
radiation from a body depends upon the degree of blackness of the body. 
If the object at which the antenna is directed is not a black-body, it 
reflects partially, and the total radiation from the object depends not 
only on the temperature of the object but also on the temperatures of 
reflected objects. For example, a metal does not emit at microwave 
frequencies but merely acts as a mirror to reflect the radiation from other 
objects or from the sky. A metallic object may appear very cold if it is 
oriented in such a way as to reflect the radiation from the sky to the 
antenna. 

Figure 6*3 shows the antenna temperatures at a wavelength of 1 cm 
resulting from pointing an antenna at ground objects. The curves are 
measured antenna temperatures as a function of azimuth angle for various 
declination angles. Several features merit special mention. (1) As the 
declination angle was increased, the average antenna temperature 
increased until at an angle of 91® the average antenna temperature 
was approximately equal to the air temperature. (2) The presence 
irf the chinmey A is indicated by its thermal radiation. The electro¬ 
static-generator housing F is a metallic structure capped by a hemispher¬ 
ical dome. It shotild also be noted that, at a'declinati(m angle of 91^, 
the antenna temperature falls very low when the antenna is pointed at 




300 240 180 120 


West South East North 

^ Azimuth in degrees 

Pio. 6*3.—Optical and microwave radiometer panorama of the Cambridge, Mass*, 
skyline from a point on Building 20, MIT. The labels on the curves of the upper diagram 
are the antenna angles measured from the vertical. Similarly, the angles indicated on the 
left side of the lower figure are measured from the vertical. 

<A) Chimney of MIT powerhouse (E) Lever Brothers Company chimney 

(B) Radiation Laboratory, Building 24 (F) Electrostatic accelerator, MIT 

(C) and (D) Sheds on Building 20 

modified. Let us denote the modified noise figure by F*. Analogously 
to Eq. (6), 

s, as. ^as. ' s. 

where S» refers to the signal power available from the antenna. But 
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from Eq. (7), 

F — 1 = . ■ = F* — 

GkT^df ^ To 

(28) 

Therefore, 


(29) 


This expression assumes, as in the case for normal noise figures discussed 
in Sec. 5-1, that only one r-f sideband is effective in contributing noise. 
If this condition is not met, more noise will be experienced in ihe receiver 
and Eq. (29) wll have to be correspondingly modified. 

It can be seen that if T is very low, the effective noise figure F* can be 
substantially lower than unity. This curious result is explained by the 
arbitrary way in which the ^^standard’^ temperature To was chosen; it in 
no way violates fundamental noise principles. 

6-3. Converter Noise. Introduction .—It is now generally recognized 
that the superheterodyne receiver has one of the lowest noise figures; it 
is universally used where weak signals are to be encountered. If the 
receiver is equipped with r-f amplification, the over-all noise figure is 
determined almost entirely by the noise figure of the r-f amplifier itself 
[see Eq. (17)]. The important characteristics of the r-f amplifier are the 
same, generally, as the corresponding characteristics of the i-f amplifier 
to be discussed in Sec. 6*5; the essential difference is the higher frequency 
of the r-f amplifier, causing transit-time effects to be relatively more 
important. If the receiver is not equipped vdth a high-gain r-f amplifier, 
the over-all noise figure will be greatly influenced by the properties of the 
mixer or converter. There are many types of converters in common use. 
In the microwave region a small crystal rectifier is now almost universally 
used; therefore such a mixer will be assumed in the following discussion.^ 

The two important properties of a crystal converter that affect the 
over-all noise figure are its conversion gain (or loss) from radio frequency 
to intermediate frequency and the effective temperature of its i-f resist¬ 
ance viewed at the i-f terminals of the mixer. The importance of these 
two quantities is shown by Eq. (15), which can be rewritten in a form 
containing the effective i-f temperature and the conversion gain. The 
noise figure of the converter Fi is, specifically, the ratio of its noise output 
to that of an *4deal’' converter, i.e., one that has an available noise 
output equal to Cri/rTo df. li we write the effective i-f temperature of the 
converter as t, i.e., the ratio of actual available i-f noise power to the 
available noise power from an equivalent pure resistor, we may relate 

* For vacuum-tube mixers, the reader is referred to W. A. Harris, ^'Fluctuaiioiis in 
VacmuQ Tube AmpHfiers and Input Systems,” RCA Reo.^ S, April 1041. 



Sec. 5-3] 

CONVERTER NOISE 

109 

Fi, Gi, and t in the following way: 



- J;; 

(30) 

and so, from f]q. (15), 


(31) 


This equation shows how the crystal i-f temperature and gain influence 
the over-all receiver noise figure. In most cases G\ is actually less than 
unity; i.e., the conversion gain is really a loss. Since G\ is a factor that 
influences Fu in inverse fashion, it has been customary to express Eq. 
(31) logarithmically: 

10 logio Fi2 = 10 logic (^ + F2““ 1) ~ 10 logic Gif (32) 

where ( — 10 logic Gi) is the conversion loss of the crystal expressed in 
decibels and (10 logic Fu) is the over-all noise figure also expressed in 
decibels. Thus an over-all noise figure of 3.01 db really means an over¬ 
all noise figure Fu of 2; likewise a conversion loss of 6.02 db really means a 
value for Gi of i. The advantage of this loose w^ay of expressing con¬ 
version loss and noise figures is that a change in loss of n db results in a 
change in over-all noise figure of just n db. 

Crystal mixers in common use show an effective i-f temperature t 
ranging between 1.0 and very large numbers; the conversion loss is 
usually between 5 and 10 db. Since the i-f noise figure F 2 can usually be 
made less than 2 (see Sec. 5-5), the crystal characteristics play an 
extremely important part in the over-all noise figure. In the following 
discussion there Avill be given the important experimental observations, 
together with a brief explanation of current theories of crystal per¬ 
formance. For a complete treatment of this field the reader is referred 
to Vol. 15 of the Radiation Laboratory Series. 

Experimental Observations .—A crystal rectifier consists of a small 
semiconducting block, such as germanium or silicon, embedded in a 
suitable case. On one exposed surface of the semiconductor a contact is 
made with a fine, pointed, metallic wire. The whole assembly is a two- 
terminal device, which acts much like a diode rectifier. 

1, When crystal rectifiers are unexcited by direct or alternating 
current, the noise power available from them is just that given by 
the Nyquist formula, i.e., kT df. This is an experimental result 
and is in accord with the requirements of thermodynamics. 

2. A crystal excited by either direct or alternating current puts out 
more noise in general than an equivalent resistor. This does not 
violate the laws of thermodynamics, since the system is not in 
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thermodynamic equilibrium. In a superheterodyne mixer or 
converter the quantity of interest is the effective i-f noise tem¬ 
perature t when the crystal is excited by local-oscillator power of 
the order of 1 mw. The corresponding rectified current ranges 
from 0.6 to 1.5 ma. It is found experimentally that t has values in 
the range from 1.0 to 3.0. In no authentic cases have values less 
than 1.0 been measured, although such values cannot be excluded 
on the basis of current theories. Values of i < 1.0 have been 
obtained with d-c excitation, however. For burned-out crystals 
t may become very large (10 to 20). 

3. Miller et aL^ have measured the noise temperature of crystals 
(excited either by d-c or microwave currents) for frequencies 
between 30 cps and 1 Mc/sec. They find that at low frequencies the 
noise temperature is inversely proportional lo the frequency; this 
•phenomenon appears to be independent of the means of excitation. 
The fact that this law holds doMm to a frequency of 30 cps indicates 
that the mechanism responsible has a very long time constant. 
In many ways this effect is like the flicker’^ effect in thermionic 
tubes (see Sec. 411). 

At the moderately high frequencies especially useful in i-f 
amplifiers, the noise temperature is essentially independent of 
frequency. It has been found, however, that there is a close 
correlation between audio noise temperatures and 30 Mc/se(j 
noise temperatures; this suggests that the same mechanism may be 
responsible in both frequency regions. 

4. The noise temperature ( — 1) is approximately proportional to 
rectified current up to 2 or 3 ma. At higher currents the curve 
departs from linearity, in the direction of smaller t, 

6. The noise temperature and conversion loss of a crystal rectifier is 
a function of the termination of the two noise sidebands generated 
by the crystal. These sidebands, for an intermediate frequency / 
and local oscillator frequency /o, occur at /o + /. R. Beringer^ 
has shown that the conversion loss and noise temperature ^ go in 
opposite directions with image sideband tuning. However, the 
changes in loss are much greater than those of hence for TniniTnnm 
noise figure the sideband should be tuned for minimum loss. 

6. With local-oscillator excitation the noise temperature is influenced 
by d-c bias; it changes very little for bias in the forward direction 
but may increase by a considerable amount for even a small back 

»P. H. Miller, M. N. Lewis, L. I. Schiff, and D. E. Stephens, Noise Spectrum of 
Silicon Rectifiers,” NDRC 14-256, U. of Pa,, Mar, 20, 1944; P. H. Miller and M. H. 
Greenblat, ^^Crystal Audio Noise,” NBRC 14-387, U. of Pa., Jan. 5, 1946. 

* Ppvate communication. 
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bias (self-bias). For example, a back bias of 0.1 volt may cause t 
to increase by more than unity. This effect is especially marked in 
those crystals which are already somewhat noisy at zero bias. 

7. A. Lawson et al.^ have measured ^ as a function of the temperature 
of the rectifier. Changes in t were observed, but they were as 
likely to have one sign as the other. 

8. In addition to the influence of termination impedances at signal 
frequency and image frequency, it has been observed that termina¬ 
tion impedances at harmonics of these frequencies contribute 
materially to noise temperature and conversion loss. Since these 
termination impedances depend critically upon the particular 
circuit in which the crystal rectifier is placed, it follows that the 
two properties of the crystal rectifier with which we are concerned 
will also depend on the particular mixer circuit. 

Theoretical Ideas, —Weisskopf^ has examined the problem of crystal 
noise and has suggested three sources of noise: (1) thermal noise of the 
spreading (semiconductor) resistance, (2) shot noise caused by electrons 
flying over the barrier, and (3) fluctuation^^ noise caused by motion of 
charges on the contact surface. The effective noise temperature can be 
easily calculated if fluctuation^’ noise is assumed negligible; the result is 


t = 


e T 

-“ 1 “ - T 

2kTo ^ To 

N'+ r 


(33) 


where r is the spreading resistance, K is the dynamic resistance of the 
barrier, T is the physical temperature of the semiconductor, and I is the 
sum (arithmetic) of the electron currents from metal to semiconductor 
and from semiconductor to metal, since both of these currents are equally 
effective in producing shot noise. For a voltage V such that \ V\ > kT/e, 
I can be taken to be the actual direct current through the rectifier; 
however, for F = 0 and T = To, I becomes equal to e/2kToR. 

R. N. Smith* has measured the noise temperature with d-c excitation 
as a function of voltage and, comparing his result with Eq. (33), has 
found that the measured temperature generally exceeds the predicted 
temperature, although in a few instances the observed noise was less 
than predicted. In at least three instances observed noise temperatures 


^ A. W, Lswson, P. H. Miller, and D. E. Stephens, “Noise in Silicon Rectifiers at 
Low Temperatures,“ NDRC 14-189, U. of Pa., Oct. 1, 1943. 

* V, P. Weisskopf, “On the Theory of Noise in Conductors, Semiconductors and 
Crystal Rectifiers,“ NDRC 14-133, May 12,1943. 

• “Crystal Noise as a Function of D-c Bias,^ NDRC 14-167, Purdue U., June 26, 
1043. 
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were less than unity at a forward bias of 0.1 volt. In each of these 
instances Eq. (33) correctly predicted the observed value. 

It should be emphasized that Eq. (33) is valid only for d-c excitation; 
no useful formula for crystal noise with a-c excitation has yet been 
derived. 

Observed noise in excess of the thermal and shot noises just mentioned 
has never been satisfactorily explained. Most of the mechanisms that 
have been suggested have not led to useful expressions, nor have they 
properly predicted the frequency dependence of audio noise. It is 
likely that most of this excess noise is caused by surface contamination of 
the contact; if this is true, it is not difficult to see why a (jiiantitative 
formula is not yet available. 

6*4, Local-oscillator Noise. Introduction .—In the preceding section 
the conversion gain and temperature of a crystal mixer was seen to depend 
upon many factors. Nevertheless one important source of noise appear¬ 
ing in the mixer was not mentioned for the reason that this noise has its 
origin not in the mixer but in the local oscillator. Furthermon*, it is 
possible, by methods to be described, virtually to eliminate this local- 
oscillator noise. Even so, it is still important to understand the origin 
of local-oscillator noise. 

The mixer has been considered as a (nonlinear) network upon which 
is impressed the r-f signal and the local-oscillator voltage and from which 
the i-f signal is taken. The local-oscillator voltage is generally assumed 
to be a pure sinusoid; but as we shall see, this assumption may not be 
valid. In fact the r-f terminals of the mixer may contain, besides the 
signal and local-oscillator sinusoid, r-f noise voltages generated within the 
local oscillator itself. These noise voltages, to be sure, are very small 
compared with the c-w local-oscillator voltage, but they may easily 
exceed a small signal voltage. It is clear that the only local-oscillator 
noise with which we shall be concerned is the noise appearing at the signal 
frequency and at the image frequency; these two noise sidebands, 
separated from the local-oscillator frequency /o by approximately the 
intermediate frequency /, are the only noise frequencies that will contrib¬ 
ute to the mixer i-f noise temperature. 

In conventional oscillators, noise is generated in the r-f resonant 
circuit principally because of shot and partition noise in the anode circuit; 
the spectral density in the resonant element simply follows the resonant 
response curve. In more complicated oscillators, such as the reflex 
variety, however, the spectral density is not so simple. Since this type of 
oscillator is of great importance in the microwave field, a brief account 
of its noise characteristics will be given. ^ 

\ 

> For a complete discussion, see Vol. 7 of the Hadiation I.<aboratory Series. 
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Experiments on Noise from Reflex Oscillators ,—Kuper and Waltz* 
have investigated the noise output of reflex oscillators operating at wave¬ 
lengths of approximately 3 and 1 cm. Their method was essentially a 
determination of the increase in i-f temperature of a crystal mixer result¬ 
ing from the local oscillator noise. This increase in temperature At is 
simply 


At 


GP 

kToAf 


(34) 


where G is the crystal gain, Af is the bandwidth of noise measured, and P 
is the noise power from the local oscillator appearing within the fre¬ 
quency interval AJ. In their experiments Kuper and Waltz used a band¬ 
width of 2.6 Mc/sec located either 30, 60, or 90 Mc/sec away from the 
local-oscillator frequency. Their results show many interesting features. 


1. The total noise power in the 30-Mc/sec sidebands within a 2.6- 
Mc/sec bandwidth interval for the 3-cm oscillator varied between 
10“^** and 10"“*^ watt. This is easily enough power to increase the 
effective crystal temperature by several units. 

2. The noise power fell off rapidly with increasing intermediate 
frequency (larger sideband spacing). At an intermediate fre¬ 
quency of 90 Mc/sec the effective crystal temperatures were not 
seriously affected by lo(*al-oscillator noise. 

3. The variation of total noise power with electrical tuning (reflector- 
voltage variation) was asymmetrical. This phenomenon was 
definitely established even though the r-f circuits were insensitive 
to frequency, i.e., the sidebands as well as the local-oscillator 
frequency were matched. Tuning to a higher frequency increased 
At. 

4. The individual contributions of both sidebands were measured by 
means of r-f filters tuned to the appropriate frequencies; these 
contributions were, in general, unequal and influenced differently 
by the reflector-voltage electrical tuning. In particular, there 
appeared to be a crossover point, lying on the h-f side of the center 
of the tuning range, at which these two contributions were equal. 
Below this crossover point the h-f sideband contributed more 
noise, whereas above it the 1-f sideband contributed more. 
Extreme values of the noise from the 1-f sideband differed by as 
much as a factor of 10; extreme values from the h-f sideband 
differed by a factor of about 2. 

6. The variation of total noise power with the impedance presented 
to the oscillator is different from the corresponding variation of 

^ J, B. H. Kuper and M. C, Waltz, “Measurements on Noise from Befiex Oscil¬ 
lators,” RL Report No. 872, Dec. 21, 1946. ^ 
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c-w power. In general, the ratio of noise to c-w powder increases 
with admittance; hence for a given c-av power the noise can be 
minimized by presenting a low admittance to the oscillator. 

Theoretical Ideas, —Pierce^ has presented a theory of reflex-oscillator 
noise that includes the effects from (Ij shot and partition noise in the 
electron beam coupled out through the cavity, (2) amplitude modulation 
of the oscillator by i-f noise components in the beam, and (3) frequency 
modulation of the oscillator at i-f rates caused by fluctuations in the phase 
of returning electrons. Kuper and Waltz^ have found experimentally 
that with adequate bypassing of the oscillator leads the last two mecha¬ 
nisms are relatively unimportant Knipp® has extended Pierce's calcu¬ 
lations in two important directions: (1) He considers the noise produced 
by the mixing of various electron-beam noise components with harmonics 
of the oscillator current; (2) he takes into account the coherence, i.e., 
phase relationship, of the returning current with the incident current. 
This coherence causes a marked difference in indi\idual sideband contri¬ 
bution and also an asymmetry in noise output as a function of electrical 
tuning. 

In its final form Knipp’s theory appears to account correctly for all 
the important experimental facts discovered by Kuper and Waltz, not 
only as to functional form but also as to magnitude. 

Suppression of Local-oscillator Noise ,—Although the local oscillator 
has for a long time been kno^vn to be an import/ant source of receiver 
noise, it has also been recognized that this noise can be relatively easily 
removed or suppressed. The most straightforward way of accomplishing 
its elimination is by means of a tuned r-f filter inserted betw^een the mixer 
and local oscillator. If this filter is tuned to the local-oscillator frequency 
and has a bandwidth small compared with the intermediate frequency 
itself, the noise sidebands with which we are concerned will not be 
transmitted through the filter to the mixer. For some oscillators we may 
consider the resonant property of the oscillator cavity itself to constitute 
such a filter; this is the usual reason why oscillator noise is relatively 
unimportant for very high intermediate frequencies. In any case, 
however, it is always possible to add a new filter in the local-oscillator 
coupling that is sufficiently narrow (high-Q) to suppress local-oscillator 
noise. The only flaw in this procedure is the necessity for continually 
tuning the filter to the oscillator frequency; this disadvantage can be 

1J. A. Pierce, Noise Calcxilations for Reflex Oscillators,'' BTL Report MM-44- 
140-4, Jan. 29, 1944. 

* Kuper and Waltz, he, cit, 

»J. K. Knipp, ‘‘Theory of Noise from the Reflex Oscillator," RL Report 878, 
Jan. 10, 1946. 
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overcome if a so-called “magic T” mixer is used, described in detail in 
Vol. 16 of the Radiation Laboratory Series. This form of mixer con¬ 
stitutes a sort of r-f bridge circuit in which the local-oscillator and signal 
voltages are applied to two crystal rectifiers. The connection is so made, 
however, that the r-f signal voltages applied to each of two crystals are in 
phase, the local-oscillator voltage being out-of-phase; therefore the cross 
products of the two voltage pairs (i.e., the i-f signals) are out of phase 
with respect to each other. The i-f connection is made in such a way 
that in-phase i-f contributions from the two crystals are canceled, and 
therefore only out-of-phase contributions (namely, i-f signals) are ampli¬ 
fied. The principal local-oscillator contribution to the i-f noise comes 
from beats between the local-oscillator carrier and those components of 
its noise which are separated from it by the intermediate frequency. 
Since the intermediate frequency is small compared with the carrier 
frequency, the phase relationship between a noise component and the 
local-oscillator carrier at one crystal is virtually the same as that at the 
other crystal, even though the carrier itself is tt radians out of phase. 
Therefore the i-f noise outputs from the local oscillator are in phase wth 
respect to each other and cancel, whereas, as stated, the signal outputs 
add. 

It is clear that there are other equally satisfactory ways of arranging 
the bridge so that LO noise is canceled and signal components properly 
handled. The fundamental reason why it is possible to suppress local- 
oscillator noise without at the same time suppressing desired signals is 
that the sources are different; this fact makes it possible to build circuits 
that discriminate in favor of the desired signals (see also Sec. 5*6). 

6*6, Intermediate-frequency Noise. Introduction ,—In a super¬ 
heterodyne receiver the output voltage from the mixer is connected to 
the input terminals of an i-f amplifier. We have seen from Eq. (17) that 
if the gain of the first i-f stage is large, the over-all i-f noise figure depends 
only on the first stage itself; furthermore we have seen from Eq. (31) 
that if we use a crystal converter whose temperature is low (^ « 1), the 
over-all receiver noise figure is approximately proportional to the noise 
figure of the i-f amplifier. Therefore the i-f amplifier noise is a very 
important matter. A great deal of effort has been expended in designing 
amplifiers with low noise figures. 

Tubes used in i-f amplifiers have generally been of two kinds, pentodes 
and triodes* A pentode would appear to be more satisfactory since the 
plate-to-grid feedback (Miller effect) is so low; triodes, however, if 
properly used lead to lower noise figures because of the absence of parti¬ 
tion noise. Circuits that have been found useful for triodes are of two 
kinds. 



116 


RECEIVER NOISE 


[Sec. 5-5 


1. The grounded-grid triode, which does not need to be neutralized 
(out-of-phase feedback introduced that nullifies the output-to- 
input capacitance) but it can be used only where the relatively 
high input conductance can be tolerated. This input conductance 
is, in fact, simply the mutual conductance gm of the triode. 

2. The grounded-cathode triode (the conventional arrangement) would 
be very desirable because of its high input resistance; unfortu¬ 
nately, however if the voltage gain of the tube is high, the 
necessary neutralization is extremely critical. For this reason this 
type of triode connection has been virtually abandoned. 

Nevertheless a very ingenious circuit arrangement has been suggested 
that completely eliminates this difficulty. In this new circuit a grounded- 
cathode triode is immediately followed by a grounded-grid triode. If the 
triodes are alike, the voltage gain of the first triode is unity (its load con¬ 
ductance is essentially j/m); and since its current flows directly to the anode 
of the second triode (none is captured by the grid of the second triode), 
the over-all mutual conductance of the two tubes Is just gm. Wallman 
has shown that the noise contribution of the second triode is negligible; 
hence the over-all noise figure is essentially that of the grounded-cathode 
triode. Neutralization of the first triode is extremely easy, however, 
since its voltage gain is only unity; failure to neutralize at all results in no 
instability and in only a slight increase in noise figure. 

Representation of Noise Generators .—It has been shown in Chap. 4 
that the fundamental sources of i-f noise contributing to anode noise in a 
triode are (1) thermal noise in the signal generator, (2) thermal noise in 
circuit elements (such as transformer losses, tube glass losses, etc.), (3) 
shot noise in the anode, and (4) induced grid noise. For a pentode a 
fifth source of noise was mentioned, namely, partition noise caused by 
random current collection by the screen grid. In determining the noise 
figure of the i-f stage in terms of these noise contributions it is most 
convenient to introduce a hypothetical circuit whose over-all gain and 
noise output is in every way just the same as that of the actual i-f circuit. 
Such an equivalent circuit is shown in Fig. 5-4, in which it is assumed that 
a completely noiseless tube of the same mutual conductance as that of the 
actual tube is preceded by particular resistor elements. These resistor 
elements are so chosen that their noise contributions correspond to the 
various noise contributions in the actual tube. The noise in the grid 
circuit will be properly represented by the three load conductances g, 
gi, g, shown in Fig. 5*4; these symbols represent the conductances of the 
signal generator (applied directly to the grid), the conductance caused by 
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grid-circuit losses, and the effective grid conductance caused by grid 
transit-time electronic loading.^ The conductances g and gi can usually 
be taken to be at standard room temperature^ To, but it has been shown 
[c/. Eq. (4.61)] that the effective temperature of is several times To. 
The quantity gg will be considered noiseless, but let us associate with it 
the proper (noise) current generator ig as shown in Fig. 5*4. 

The three conductances g^ gi, and gg, together with the current 
generator igy can therefore represent the noise contributions in the grid 
circuit; there remains only the 
question of the contributions by 
shot and partition noise appear¬ 
ing in the anode circuit. It is 
convenient to introduce a fictitious 
resistor in series with the grid 
of the noiseless tube shoA\Ti in 
Fig. 5*4; the thermal noise volt¬ 
age of /?eq at temperature Tq 
produces noise currents in the tube just equal to the combined shot and 
partition noise in the actual tube. With this equivalent representation 
of actual tube noise we are in a position to calculate the noise figure and to 
examine the way in which the noise figure depends upon the various 
circuit parameters. 

Calculation of Noise Figure ,—The noise figure of the circuit shown in 
Fig. 5*4 can be easily calculated if one remembers that the noise figure is 
the ratio of the actual noise power output to that noise power coming 
from the signal generator resistance at a temperature To (see Sec. 6*1). 
The total mean-square noise voltage at the grid terminal is clearly 



Fig. 5*4.—Equivalent input circuit. 


(?v(/) Af = 


^kTojg + gi) + ^JcT^rngt 

{g + gi + ggY 





(36) 


where m is the ratio of the effective temperature of g, (because of induced 
grid noise) to To [see Eq. (4.59)]. The noise that would appear at the 
grid in an “ideal” condition, i.e., if the effective temperature of gi and g^ 
and R,, were zero, is 


(?r(/)A/ = 


ikTog Af , 
(ff + + ?,)*’ 


(36) 


hence the noise figure F is given by 


F + + ( 37 ) 


1 These quantities are, in general, complex; however, for the sake of simplicity, 
they will be assumed to be pure conductances* Residual susoeptances can always be 
tuned out with lumped reactive elements. 
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The first constant (unity) comes from the thermal noise in the signal 
generator itself; the remaining three terms, representing excess'^ noise, 
come from circuit losses (usually small), induced grid noise, and shot (and 
partition) noise, respectively. Equation (37) can be written in a slightly 
different way: 


F — 1 =* + R^{gi + ^ + 2/f„Q(^i + Qg) + (38) 


This expression shows that as a function of signal-generator conductance 
g, the noise figure (minus unity) has one independent term, one hyper¬ 
bolic term, and one linear term. It is clear that (for small F) there is an 
optimum signal-generator conductance; for this value of conductance the 
first and third contributions are equal. 


. _ [gi + '^99 + 


and 


Fas>x — 1 = 2[gi + mg^ + Ii^{gi + 


\ I . 


(39) 

(40) 


It is clear from Eq. (38) that a measurement of F as a function of g permits 
evaluation of all the quantities involved, namely, /?eq, gi, ggy and m, 
J. L. Lawson and R. R. Nelson^ have used this method with partial 
success. The quantity /2ea can be obtained with good accuracy, but the 
other quantities cannot usually be determined with adequate precision. 
If circuit losses are small, gi can be neglected; this fact helps somewhat in 
the determination of m and gg. It is usually more satisfactory, however, 
to determine gg by direct measurement. 

In practice, gi can usually be neglected. Furthermore, the contri¬ 
bution from the constant term in Eq. (38) is ordinarily negligible. Under 
these conditions the optimum noise figure (~ 1) depends linearly on the 
square root of the grid electronic loading conductance gg [see Eq. (40)]. 
We saw in Sec. 4-10, however, that the electronic loading conductance is 
(for small transit angles) directly proportional to the square of the 
frequency; therefore it would be expected that 

Fopt = 1 + A*/, (41) 

where A* is a function characteristic of the particular i-f tube. This 
relationship has been roughly verified by J. L. Lawson and R. R. Nelson, 
using a triode-connected 6AK5. They measured the noise figures at 
6, 30, and 60 Mc/sec and found values of 1.06, 1.3, and 1.7, respectively, 
for Fopt. 

Role of /-/ Input Coupling Transformer .—It seldom happens that a 
signal gena'ator (or the i-f terminals of a cohverter) has the optimum 

^ TJnpublished. 
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conductance given by Eq. (39); a transformer is generally used, therefore, 
to change the effective generator impedance to the most suitable value* 
If the transforming network is lossless, we may simply view g as the trans¬ 
formed generator impedance. Losses in the transformer must be lumped 
with gi; if this is done, the preceding development is valid and noise 
figures are easily calculated. It is obvious that the optimum (for 
optimum noise figure) transformed generator impedance is not generally 
equal to its load; i.e., impedance matching is not generally desirable. 

In spite of the fact that the input coupling transformer is used for 
proper impedance transfer, it sometimes happens that, because of the 
input shunt capacitance of the tu})e, the circuit bandwidth is insufficient 
for the intended use. In this case a compromise between bandwidth 
and noise figure must be made; this compromise, however, is not usually 
serious. For instance, in the example just mentioned, i.e., triode- 
connected 6AK5, the optimum noise figure occurs when the circuit band¬ 
width is approximately 0.25 the center (intermediate) frequency. A 
larger bandwidth would hardly be useful in view of the difficult problem 
of adequately separating i-f and video voltage at the second detector. 

Experimental Measurement of Noise Figures .—The noise figure of a 
receiver can be measured in many ways; however, the straightforward 
methods involving a direct comparison of the total equivalent noise power 
with a minute c-w signal power involve the difficult task of knowing 
accurately the power of the extremely minute signal. This task becomes 
especially difficult at high frequencies, where good attenuators are 
difficult to construct. There is a method of measuring noise figures 
which does not involve c-w signals and attenuators; it consists essentially 
of a comparison of normal'' noise (generator at temperature To) with 
the noise occurring when the generator is artificially changed to a new 
temperature. This change in temperature is most easily effected by 
impressing diode shot noise (temperature-limited) on the generator 
resistance. ^ Let us consider the case where a measurement is made of the 
d-c diode current 1 that just doubles the original receiver noise. 

The original receiver (available) noise power is simply F (the noise 
figure) times the noise contribution arising in the generator resistance 
itself [see Eq. (5)], which is now to be set equal to the contribution of 
noise from the test diode operating into the generator resistance Rg. The 
available shot noise power (per unit frequency interval) will be given 
by the Schottky formula [Eq. (4-28)], together with the generator 
resistance Rgi 

(42) 

^ E. J. Schremp showed (in December 1942) the validity of measuring noise figures 
by means of diodes. 
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which must be set equal to the original receiver noise power, i.e., FkTo^. 
Therefore, 


F = 


eIRg 

2kTo 


(43) 


which, if To is set equal to the “standard'’ figure of 292®K, reduces to the 
simple expression 

F = 20IRg, (44) 

where I is that d-c diode current in amperes which just doubles the output 
noise and Rg is the generator resistance in ohms. In this fashion the noise 
figure is easily and accurately measured without recourse to long-range 
attenuators and complicated methcnls of accurate power measurements. 
The only precaution that must be taken is to ensure that the only source 
of noise from the diode is the one given by the Schottk}^ formula; this 
appears to be the case when a temperature-limited tungsten or thoriated- 
tungsten cathode is used in a diode of good geometry. Diodes having 
oxide cathodes have proved to be somewhat unreliable, for what precise 
reason is not yet known. 

Another (and less accurate) method of measuring noise figures is 
physicaUy to change the temperature of the generator resistance Rg and 
to plot the over-all noise power as a function of temperature. The 
thermal noise from Rg should be linearly proportional to the temperature, 
whereas the excess noise contributing to (F — 1) [see Eq. (7)] is inde¬ 
pendent of the temperature. The zero-temperature (extrapolated) noise 
is the excess noise power, which can be divided by the thermal noise at 
temperature To to yield the quantity (F — 1). An experimental plot 
showing noise power as a function of temperature is reproduced in Fig. 5-5. 
The data were taken by R. R. Nelson and J. L. Lawson at an intermediate 
frequency of 6 Mc/sec using a triode-connected 6AK5 at approximately 
optimum generator resistance [see Eq. (39)], The noise figure determined 
by the plot is 1.07, which substantially agrees with the value of 1.06 
determined by a diode measurement. 

Pentode vs. Triode Amplifiers .—We have seen [Eq. (40)] that the best 
noise figure available depends upon several factors that are functions of 
the particular tube used. We may ask how these quantities differ in a 
triode and pentode; indeed, we may ask how the optimum noise figure 
depends upon operating a giv® tube as a pentode or as a triode. With a 
given tube the only quantity appearing in Eq* (40) that differs with 
pentode and triode connection is J?«i; the equivalent noise resistance is 
always hi^er in a pentode because of screen-g^d partition noise. It is 
eai^y to cdculate R^ for a triode. We have seen from Eq. (4-60) that the 
diot-ttoise vdtage fluctuation in the plate is exactly equivalent to a 
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Gvif) Af ^ Af, 

Qm 


(46) 


which is also equal to the equivalent voltage generated by /?«„ 
4A‘7’o/?«j A/. Therefore, 

P -illL 

rtoii ^ rp ^ ’ 

fr I oQtn 


i.e., 

(46) 


If appropriate values for an oxide-coated cathode are assigned to <r, 
and Te, we obtain the simple formula 


« 1^- (47) 

i/tn 

In a similar fashion the equivalent noise resistance can be calculated 
for a pentode connection, 

R«.ip) = (l + 8.7<r ^ /?.,«), (48) 

where /?«q( 0 is the equivalent resistance of a triode-connected tube 
operating with identical space current. It will be noticed that because 



Fia, 6*6.—Helative noise power output. 


of the screen-grid collector current the pentode noise always exceeds 
the triode noise. For this reason amplifiers that are to have a very low 
noise figure should be constructed with an input triode stage. 

Elquations (47) and (48) are given, togetW with a number cH other 




RECEIVER NOISE 


122 


[Sec. 6*6 


useful relations, by Harris.^ He has verified them experimentally in a 
large number of cases. 

Suppression of Induced Grid Noise ,—It has been assumed hitherto in 
the discussion that the various sources of noise that have been considered 
are independent. This assumption, however, is not valid; the same 
electrons that produce fluctuations ir anode current (shot noise) induce 
noise currents in the grid. It was shown in See. 410 from the form of the 
current pulses produced by a given electron at the grid and anode that 
the two noise contributions are substantially in quadrature, provided the 
effective load attached to the grid is resistive. In this case the noise 
powers from the two sources can be added as though they were inde¬ 
pendent. If the grid load is reactive, however, the grid-current pulse 
will produce a grid-voltage change having components in phase or out of 
phase with the anode-current pulse. It is natural to ask whether or not 
this circumstance can be used to cancel out part of the shot noise with 
part of the grid noise. From an analysis of the nhases involved, this 
cancellation might be expected to occur when the grid reactance is 
capacitive or, in other words, when the resonant frecpiency of the grid 
circuit is lower than the intermediate frequency chosen for measurement. 
Experiments by R, R. Nelson and J. L. Lawson have shown that at 30 
Mc/sec, the noise figure of a triode-connected 6AK5, measured with a 
fairly high-resistance generator (making induced grid noise evident) 
is best when the grid circuit is tuned to a somewhat lower frequency 
than the noise measurement frequency. This observation corroborates 
the cancellation picture. Unfortunately these experiments were dis¬ 
continued before it was ascertained how much cancellation could be 
effected. 

In a similar manner simple analysis indicated that reactive feedback 
from anode to grid could accomplish the same type of result. It was 
expected that inductive feedback would accomplish some cancellation; 
this was experimentally verified by R. R. Nelson and J. L. Lawson. 
However, more experimental evidence is needed to establish the degree to 
which these noise .contributions can be canceled. 

6*6. Noise Cancellation Schemes. —We have seen in two cases, i.e., 
local-oscillator noise and induced grid noise, how noise normally present 
in a receiver can be reduced or eliminated by circuit ingenuity without 
at the same time proportionally reducing the desired signal. It is of 
great importance to learn when noise cancellation is possible and when 
impossible. 

The elimination of local-oscillator noise appears to be possible only 

»W. A. Hams, Fluctuations in Vacuum Tube Aitaplifiers and Input Systems,*’ 
SCA 4, April mi. 
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because one can operate on the local-oscillator noise energy independently 
of the signal energy. In other words, the source of noise does not cause 
it to appear initially on the same two terminals as the signal. Likewise, 
in the case of induced grid noise, the noise behavior at grid and anode 
(from the same source) is substantially different from the signal 
contribution. 

It seems, on the other hand, that cancellation is not possible if the 
extra noise is generated at the same terminals as is the signal. In this 
case any noise cancellation scheme should also and to the same degree 
cancel the signal. This consideration will apply, therefore, to signal- 
circuit losses, crystal-mixer losses, etc. For these effects, the only hope 
for lower noise lies in improved methods of construction, lower 
temperatures, etc. 
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EXTERNAL NOISE SOURCES; CLUTTER 

6*1. Origin and Description of ‘^Clutter.*'—The term “ clutteris 
used to describe signals reflected from such objects as rain, ‘Svindow^^ or 
chaff,vegetation, and the surface of the sea. The inclusion of clutter 
in a discussion of noise is justified by the similarity, though superficial, 
between the appearance of clutter on an A-scope and that of noise on an 
extended A-scope and by the close similarity of their mathematical 
treatment. The chief difference between clutter and noise is that whereas 
there is correlation in clutter received during a number of consecutive 
pulses, noise is completely independent from pulse to pulse. 

The mathematical description of clutter is based on the assumption 
that it is caused by reflections from a large number of independent and 
independently moving scatterers, (e.g., strips of window, raindrops). 
With this model statistical predictions can be made of the power received 
as a function J(r) of range* when the pulse travels through rain or window, 
etc. These considerations have led to predictions concerning the appear¬ 
ance of individual traces on the A-scope.* Furthermore, the power I(t) 
returned from a region at fixed range can be considered as a random 
function of time. This function is actually observed only for a discrete 
set of values of the time variable, that is, once for each pulse. Experi¬ 
mentally the function I(t) is obtained from these discrete observations by 
interpolation using a ‘‘boxcar” device (cf. Sec. 2-7) and a low-pass filter. 
With the commonly used PRF's the function I(t) thus obtained is 
sufficiently well represented for comparison with the theoretical 
predictions. 

Both I(r) and are random functions. Even if the average number 
and cross section of the scatterers do not depend on range, I{r) fluctuates 
because the phase relations between the scatterers contributing to the 
return are different in different regions of space. 

Fluctuations in I{t) occur because the phase relations of one assembly 

^ These terms have been used to describe a large collection of thin metallic strips, 
used as a jamming device. 

* Ejcperimentally, the function of range is obtained as a function of time on a 
microsecond scale with range « e/2 X time. 

•A, J. F. Siegert, “On the Appearance of the A-^ope When a Pulse Travels 
through a Homogeneous IMsfdbution of Scatterers,” RL Report No. 466, Nov. 9,1943. 

124 



Sec. 6-2] THE FIRST TWO PROBABILITY DISTRIBUTIONS 


126 


of scatterers change with time because of the random motion of the 
Rcatterers. The changes of intensity arising from the statistical fluctua¬ 
tions of the number of scatterers can be neglected, since they are small 
compared with the fluctuations due to changing relative phases when the 
average number of scatterers contributing to the clutter is large. Clutter 
is therefore considered as the return from N scatterers where N is merely 
the average number of scatterers and not a random variable.^ The 
r-f signal received from the A*th individual scatterer is denoted by 

Xk cos 2ir/o^ + Vk sin 2icfdj 
where /o is the carrier frequency. 

The signal intensity x\ + y\ depends on the field strength at the 
scatterer and on the distance from the scatterer to the receiver. The 
total power received is given by I{t) » X\t) + Y\t), where X = Sx;t, 
and Y = The phase tan“^ {Vk/xk) depends mainly on the distance 

from the scatterer to the receiver. The xu and yk may be functions of 
time for the following reasons: (1) The field strength at the point where 
the scatterer is located may change, for example, if the scatterer moves 
out of the illuminated area; (2) the scatterer may change its cross section 
chaff,sea return); and (3) the distance between transmitter and 
scatterer may change. The first cause will be disregarded, since the 
number of scatterers entering and leaving the beam is usually small during 
a continuous series of observations (several thousand pulses). The 
second cause will also be neglected, since the rotating motion of the 
chaff” is slow and does not affect the phase. In sea return, too little is 
known about the scatterers to make reasonable assumptions for the 
purposes of calculation. The third cause has been studied extensively 
as far as phase changes go. Intensity changes brought about by changes 
of distance are so small and so slow that they can be neglected. 

Besides assuming JV to be large, it will be essential to assume that the 
amplitudes received from the scatterers are independent of each other. 
This assumption will be discussed in more detail along with the deriva¬ 
tions of the first two probability distributions Wi{I) and 

Derivation of the First Two Probability Distributions. —To obtain 
the first probability distribution W\{I), the distribution Trjv(^,F) is first 
calculated for the components 

^ For distances r from the transmitter that are large compared with the pulse 
length, 

^ “"VT; 2’ 

where n is the average number of scatterers per unit volume, $ the beam width, r the 
pulse duration, and c the velocity of light. 
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AT 



N 



of the total field received from N scatterers, assuming a given probability 
distribution w{xk,yk) for the field receivcKi from the frth scatterer. The 
assumption of one distribution for all scattertTS can be justified, even if 
there are several classes ('f scatterers, e.g., raindrops of various sizes. 
It is assumed further that the return amplitudes from different scatterers 
are independent, that is, that the probability of r€*(*eiving Pk from the 
A’th scatterer and j*/, yi from the /th .scatterer is given by the expression 

w(XK,yk)w(xt,yi), 

This assumption is justified if the N scatterers represent a sample con¬ 
taining large numbers of scatterers of each class. ^ 

It is clear that under these assumptions the problem of finding 
Trv(X,F) is nothing but the two-dimensional random-walk problem, 
treated in Sec. 3-6. With the additional assumption that w(x,y) is 
isotropic, and hence 

w{x,y) dx dy = (Ir d<l>, 


we obtain, within an error of the order of magnitude 1/A^, the Rayleigh 
distribution 

Wi(I)dI = (1) 

i 0 

where lo = Nr^ is the average power returned by the N scatterers. 

To derive the joint probability of obtaining return signals of powder 
I{ti) = h and I(t 2 ) = /2 a time t — Iz — h apart, the probability 
WiXijYifXzjYz) is again first derived for the components of the total 
field received from all N scatterers at the times h and tz* It is assumed 
that the return signals from all N scatterers are received simultaneously 
at both instances of time. As long as h and Iz are observed at the same 
range and without turning the antenna, this assumption is justified, 
since the number of scatterers drifting into and out of the region from 
which the signals are received during the time (is small compared with N, 
The probability of receiving amplitudes x[^\ y\^^ at time h and 
at time h from the kih scatterer is denoted by r{xf\ yf^] xf\ 

The scatterers have been assumed to be independent; that is, the proba- 

1 If there were, for instance, only a few scatterers of large cross section among 
many of small cross section, the knowledge that the return signal from the Arth scatterer 
is large would diminish the probability of observing a large signal from another 
scatterer. 

* The probability used above Is related to this function by 

yf^) - //r(x<«, y?>; xf 2/?>) dyz^K 
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bility of receiving the field from the frth scatterer and 

xfy yf; x^i\ yf from the /th scatterer is assumed to be T{xf\ y^f^\ yf^) 

’■(4", yf’, yf)- 

The fact that a ^\hole cloud of chaff, for instance, may be carried by 
the wind so that the average velocity of the particles is the same does not 
contradict the assumption of independence. 

The probability for the initial phase = tan”"^ {y\/x\) is assumed to be 
independent of The unconditional probability for <t >2 = tan~^ {y^lx^ 
is also assumed independent of ^ 2 , ^^hereas the conditional probability 
for 02, with given 0i, depends on 0 = 02 — 0i. The averages 51, 5i, 

2/2 are therefore all equal to zero. 

Assuming that w, the velocity component of the scatterers parallel 
to the line of sight, does not change during a time which in the experi¬ 
ments is less than about iV sec, we have 0 = (47r/X)w^ 

The absolute value of the field received at # 2 , = \/x\ + y\ is 

assumed^ to be the same as the value for t\, ri = x^xl + 2 /]. 

lender these assumptions the joint probability for the amplitudes may 
be found by the method explained in Sec. 3-6 or by Chandrasekharand 
omitting terms vanishing for AT oc, we obtain® 

W,(X^, Z 2 , Y,, 0 = (2^)4 / / / / 

exp + YiVi + + Y 2112 ) — ^ (a:i^i + yi>?i + + ytvt)^ 

( 2 ) 

with 

+ y\rii + xjfj + ytvi)^ 

(ixi dyi dx 2 dyt (xi^i + ym + 

r{xi,yi,X2,y2) ( 3 ) 

1 For window, these assumptions mean that changes of return power and phas<‘ 
caused by rotation of the strips during the time (2 — ti have been neglected. Accord¬ 
ing to the expressions derived by F. Bloch, M Hamermesh, and M Philips (“Return 
Cross Sections from Random Oriented Resonant Half-wave Length Chaff,*' RRL 
Report 411-TM-127, June 19, 1944), the phase of the returned field is actually inde¬ 
pendent of the orientation of the strip. Since the time intervals over which the 
experiments extend are small compared with the rotation time of window strips, 
neglect of the intensity changes brought about by changes of orientation during the 
time t is justified. The dependence of return power on the initial orientation is taken 
care of in the probability distribution, of course. 

*S. Chandrasekhar, Stochastic pioblems in Physics and Astronomy," Rev, Mod, 
Phya. IS, 1-S9 (January 1943). 

* For further details of the derivation see A. J. F. Siegert, “On the Fluctuations in 
Signals Returned by Many Independent Scatterers,” RL Report No. 465, Nov. 12, 
lfr43. The fact that assumptions made in this report are more special than those 
flbove does not affect the expression for Wt* 
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where 

r(xi,yi,Xi,yi) dxi dyi dxt dyt = w(ri,u) dn ^ d4>b{r\ - r|)2r2 dr* ^ (4) 

withw = — 0i). The ranges of the variables are 

4 'jrf 

4^ ^ ^i »^2 = ^; — 2 ir. 

In the foregoing expression, w{riyU) dri du is the probability that a 
scatterer returns a field between ri and Vi + dri, and its velocity com¬ 
ponent away from the transmitter lies between u and u + du. 
Straightforward calculation leads to the expression 


exp (- + Y\ + Xl + Yl- 2g[X,(X, cos ^ + F* sin 

+ Fi(—A'* sin + F* cos if/)] | (5) 


with 


U = Nrl 


rf = y* r\ dr I J wiri.u) dUy 

ge'^ = =L / rf dr I I w{riyU)e^*^^^^^ dUy 

r\Jo y-«e 


where g is real and positive. 

For the distribution of intensities h ^ X\ + Y\, I 2 — X\ F| we 
obtain 


W^iUMdli dh 


_ dix dix 

~ na - g^) 


Ji + h 


2ig-\/lxIt 

/o(l - g^) 


} 


( 6 ) 


where g is given by 




w{ri, du 


|^ 2 g( 4 >A)u( 


(7) 


and Jo is the Bessel function of zero order. It is noteworthy that g cannot 
become n^ative and that only g appears in the final result; the phase 
angle ^ has dropped out. 

The relation between W* and IFi is easily verified: 


dh W,{Ix,h,t) - TF,(/i). 

For the average product there is obtained 

fj fj WtiltMUt dh dh - /|(1 -f fT), (8) 
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which, for < = 0 , lead s to the result P « 2/? derived above, since ^(0) = 1. 
The result for hi 2 can be used to determine experimentally from 
observed values of I(t), since 


ffi = HRnIl 
^ p - n 


(9) 


The following special cases, though not realized experimentally, may 
give some insight into the qualitative behavior of the correlation function 
g\t), especially into its dependence upon the velocity distribution of the 
scattering centers. If it is assumed that all scatterers return a field of 
the same absolute value T\ = p, that all directions of motion are equally 
probable, and that the speed distribution is g(v) dv, Eq. (7) yields 



If all horizontal directions are equally probable, if the speed distribution 
is again q{v) dv, and if the radar cross section of a strip is not correlated 
with its direction of motion, we obtain 



“ 1 / 

If in addition all particles move with the same speed vo, we get 

ff = \jo (^)[ (106) 

Correlation between ri and u could occur, for example, if the strips 
glided through the air in a direction perpendicular to their long axes, 
since ri depends on the orientation of the strip. The correct formula for 
this dependence leads to a rather involved integral. It can be seen 
qualitatively, however, what will happen if the above hypothesis is 
correct: The particles moving in the line of sight contribute most, and the 
picture is essentially equivalent to two clouds, one moving away from 
and one moving toward the transmitter, with velocity distributions 
centered about If an equal number of particles move in both 

directions, we may write tc(u) « — co) 4* /(w + vo)] and we obtain 
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^ 2 

= 1 
2 


i:. 


[/(t/ — t^o) + /(w + dm 


j^£»(4irt/X)i>o ^-(4rj/X)» 


•>/: 


f(p')(>(Ari/\)vt 


9 


cos 


4i7rV{^ 


7 -'. 


f(j,)^4ir (./ X) 


( 11 ) 


The normalized spectrum F{o)) of I - /o is obtained from the Wiener- 
Kintchine relation 

F(a}) = ^ I cos (at df. 

TT Jo 

It should be noted that for all values of co, 

FM ^ F(0), (12) 


since g^{t) is always positive. This inequality does not exclude the 
possibility of F{o)) having maxima as long as these maxima ar<» not larger 
than F(0). The spectrum can also be expressed by means of w(r^u) as 
follows: 

F(«) = - / g\t) cos 0 )/ dt =- I dt, 

T Jo ^ 7-00 

since g^ is an even function. Substituting for g we find 

where 

S(m) = J- / r* dr w{r,u) 
r’ Jo 

and 

r* dr w{r,u). 

Thus S(u) du is that fraction of the received power that is returned by 
scatterers whose velocity component away from the transmitter lies 
between « — (du/2) and u + {du/2). 

6«3. The Probability Distributions When a Constant Signal Is Present 
Although the theory developed up to this point adequately describes 
the clutter caused by window and rain, it has to be modified for 
vegetation. Here there is itsually a constant signal returned from 
motionless objects such as rocks, tree trunks, and cliffs together with the 
clutter from moving objects such as leaves and branches. This dis¬ 
tinction is, of course, somewhat dependent on wihd velocity, and the type 
of rettmr received from the same wooded slope has been observed to vary 



(13) 

(14) 
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from a nearly steady signal on a windless day to clutter with small 
constant signal on a stormy day. 

In the presence of a constant return, the voltage in the r-f or i-f stage 
is given by X, cos Of + Y, sin fit = (X + S) cos fit + F sin fit, where S 
cos fit is the fixed signal, X cos fit + F sin fit the random signal, and X 
and F are Gaussian random functions as described above. The proba¬ 
bility distribution for the total amplitudes at a chosen time is, therefore, 
given by the expression 


W{X.,Y.)dX,dY. 


dX,dY. 

ir/„ 


/o 


where h is the average power of the clutter, 7o = X® -|- F^ By intro¬ 
ducing polar coordinates X. = 7, cos^, F, = 7. sin0 and integrating 
over the polar angle <l>, we obtain, for the probability distribution of the 
power 7. = X^ -|- FJ, 

1F:(7.) dl. = j’- ./„ (21 - (15) 

The average power is given by 


7. = (TTlSp -f- F* = r+~2XST^ 

= 7o -t- S^, (16) 

since X = 0. 

The joint probability distribution for the total amplitudes X.i, F.i, 
A', 2 , F .2 observed at two instances h and = h + t is given by the 
expression 


IF2(X.,, Ya; X.2, F. 2 ; 0 dX.i dX.2 = 


dX.idY.idX.idY,t 


■ exp 


^/ 5(1 - ( 7 *) 

(X.,-.S)*-f-F5,-t-(X.2-<S)=-t-FJ2-2(/[(X,i--S)(X„-S)-|-F.iF.2]| 

hil-g^) /’ 

(17) 


where g is the correlation function of the clutter amplitudes d^ned in 
the preceding section. The joint probability for the power 7,i = 7,(<i), 
7,2 = 7,(<2) has not been obtained in closed form. The average product 
7. J ,2 can be found, however, without explicit intentions in the following 
manner: We have 


®= (1 + ff*)7* -b 2S(X~iIt -J- XITi) + 27o(S* + 2gIo8^ -f- S*, 

since J? =» 0, YiXI =“ gIo/2- Since the clutter is symmetrical in time, 
we have TJi “ XJJT. We write 
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Wtm* d*i.^!roai strip 
riiowiaf sttoeesrive ses 


Xth = [gXr + iX, - gXO] m + F?] 

and note that since Xj — is independent of 
Xi and Fi, 

Xjr= g^gX^Yi 

+ (xv-m x\ + n^o. 

We therefore have 

TIiJFl = (1 + g^)lQ + 2(1 + g)ToS^ + S*. 

For the special case that h == < 2 , this becomes 
7f = 2/s + 4IoS^ + S\ 

and the correlation coefficient is found to be 


- T _ g^h + 2gS^ 

12 “ “ I, 4- 2S^ ’ 

when the signal-to-clutter ratio increases from 0 
to 00 , the correlation coefficient increases from g^ 
to g and not to unity as might at first be expected. 

6*4. Experimental Techniques for Clutter 
Measurements.—The main features of clutter that 
are of interest are the spatial distribution of scat- 
terers and the rate at which the total reflecting 
power of these scatterers varies, A technique for 
measuring these quantities by photographing suc¬ 
cessive sweeps on an A-scope has been used suc¬ 
cessfully by the Wave Propagation Group, 
Radiation Laboratory.^ A photograph of a single 
trace on an A-scope yields information concerning 
the spatial reflection of objects provided a simple 
calibration of the deflection sensitivity of the A- 
scope is made. Successive photographs of sweeps 
that recur after short intervals show the time vari¬ 
ation of reflected intensity at any point. Figure 
61 reproduces a strip from a typical film showing 
sea echoes recorded on a 9.2-cm radar system. 
The interval between traces is 3 msec, and the 
sweep length is 1500 yd. For convenience in 
reference each frame area is provided with an iden¬ 
tification number obtained by photographing a 

»For complete details of this method see VoL 13 of 
the Kadiafion Laboratory Series. 
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synchronized counter. The prominent pulse on the right is a saturated 
artificial echo pulse, 1 /isec long, obtained from a signal generator. Fig¬ 
ure 6*2 shows some typical calibration curves for the A-scope deflection 
in percentage of saturation plotted logarithmically against signal level 
in decibels. The horizontal scale for each receiver gain setting has been 
shifted so that the values all coincide at deflections of 0.6 saturation. At 
high-gain settings the deflection calibration is influenced by noise; the 



R-f input in db above arbitary level 
Fig. 6*2.—Deflection calibration curves. 


convention has been made to measure the deflection to the average value of 
the echo (or signal) plus noise. 

The first probability distribution is obtained by dividing the intensity 
scale into a number of adjoining inten^^als and recording the number of 
measurements falling within each interval. The fluctuation rates are 
obtained from the correlation function, which has been defined for an 
infinite sample as [cf. Eq. (9)] 


Fmt + r)-(Pr 

^ 7W - 


(19o) 


For a finite sample {N traces) an observed correlation function can be 
defined as 




N ^ 




2 


) 


P*.(n) 


(196) 
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where the correlation time r has been replaced by the more convenient 
experimental parameter n defined equal to r/T, where T is the time 
interval between successive measurements (sweeps). It will be noticed 
that the evaluation of pobs requires n measurements outside of the N 
samples; however, in a practical case thc^^e ‘‘excess'' measurements can 
be made as small as a few per cent of 7/. 



In obtaining pob« from actual film data certain peculiarities are notice¬ 
able. For example, Fig. 6*3 shows a typical correlation function p„b« 
plotted against r or, equivalently, n. The true correlation function p 
should, of course, be identically unity for r = 0; however, in Fig. 6*3 
extrapolation of the curve back to t = 0 gives a value substantially less 
than unity. This discontinuity at the origin is caused by the presence 
of a small amount of receiver noise, which of course is completely random 
from sweep to sweep. The effect of the noise is easily calculated. The 
first probability distributions for noise alone and for clutter alone are 
similar and are given by Eq. (1). If one remembers that the noise is 
uncorrelated, one can easily calculate the combined power and correlation 
functions of the clutter plus noise. These are 

-Pf+JV = Pc + P.v, 


representing simple addition of power, and by Eq. (19a) 


Pc4-iV = Pc 


(?c + Pt,Y 


The fact that the corrdation function in the presence of noise is related 
to the correlation function in the absence of noise by a simple knovm 
factor makes the determination of the correct pr extremely simple. 

Another peculiarity of Fig. 6*3 is indicated by the very slow approach 
to for l^ge vtdues dt r. This indicates slow secular changes in the 
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average power Pc* This fluctuation is nearly always very slow compared 
with the fast Doppler beat arising from the velocity distribution of the 
scatterers. A rigorous treatment of this case would appear to be quite 
difficult, since it is no longer a stationary process. However, a first 
approximation can be obtained as follows: Divide the sample of N 
values into groups each containing m measurements, each separated by 
a time interval t. The quantity mr is long compared with the periods of 
Doppler fluctuations but small compared with the period of the secular 
variation in power. We may now define correlation coefficients for the 
various subgroups; for example, by analogy with Eq. (19a), 



m 


1 « 1 t s 1 


2 


These correlation coefficients are presumably independent of the average 
power and of the particular subgroup. The over-all pobs can be computed 
by Eq. (196); and if the Doppler fluctuations are Gaussian, one can relate 
the over-all pob« to the (p,)ob« as follows: 


[1 + (p,).u]pg - {P,y 
2Pl - {P,y 


where the curly line denotes an average of the subgroup power - /o over 
the various groups. It is seen that as p,- approaches zero, pob. approaches 
a value different from zero, which can be written 


Iim Pob. 

T—♦ OO 


1 + 2«*’ 


where 5 is the standard deviation of the distribution for P©. It should be 
mentioned that in addition to the correlation function the first proba¬ 
bility distribution will also be affected by the secular variation of P©. 
The standard deviation for P is no longer unity but \/l + 5®. 

Even though the corrections are made for receiver noise and secular 
clutter variations the observed corrected correlation coefficients usually 
fluctuate erratically for large values of r. This difficulty is usually 
caused by statistical fluctuations produced by the finite size of the sample. 

In order to tdl if experimentally observed deviations from theoretical 
distributions are significant, it is important to know the magnitude of the 
experinumtal errors involved. Three types of ^errors may be distin- 
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guished: the fluctuations due to the finite size of the sample, the errors in 
reading the film, and the errors in calibration. 

The fluctuations in the number of measurements falhng within a 
given intensity range are distributed according to the well-known Poisson 
distribution. The rms fractional deviation is l/Vw, where n is the 
expectation value of the number of measurements, providing n is small 



Fig. 6*4.—Experimental and theoretical first probability distributions (for chaff). 


compared with the size of the sample N. It must be remembered that 
this assumes independent trials. Normally there is correlation between 
successive measurements, and n must be replaced by n', the niunber of 
independent measurements. 

Errors in the reading of the film may be either sjrstematic or random. 
It is difficult to estimate a systematic error. However, a known source 
of random error is usually present. Depending upon the computer and 
the nature of the trace, there is an error in measuring the deflection, 
ran ging from 0.05 cm to several millimeters, but usually around 1 mm. 
Consider now an interval equal to the minimuin measurable difference, 
ccmtared about the deflection corresponding to the boundary betwem 
tvo ddleeti(Hi groups. Of the pulses falling in this interval sone, some, 
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by chance, will be assigned to one group and some to the other. The rms 
fluctuation of the number in a group, due to such an “uncertainty Eone^^ 
at one boundary, is given by i \/m where m is the total number of 
measurements falling in the uncertainty zone.^ Note that m includes all 
measurements falling in the interval, since all trials are independent. 

6*6* Experimental Results. Chaff .—Since chaff, or “window,” is 
composed of a large number of randomly moving dipoles, it is ideal to 
use for comparing experiment with theory. Figure 6*4 compares a 
typical experimental first probability distribution, taken at a wavelength 
of 9 cm, with the theoretical exponential curve. The histogram repre¬ 
sents the analysis of 1000 pulses, and the straight line corresponding to 
the theoretical curve uses the value of the measured average intensity of 
the sample analyzed. The deviations between the two plots are random 
and do not indicate any significant differences. 


Table 6-1.— Deviations between Thbobetical and Experimental First Prob¬ 
ability Distributions 
Chaff X 9.2 cm 1000 pulses 


Interval of 

No. of pulses in interval 


Expected 

Fluctuation 

P 

Experimen¬ 

tally 


Difference* 

nns due to 

in No. border 


Theoretically 


finite sample 

error 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

0 -0.34 

275 

292 

-17 

14 

3 

0.34-0.68 

205 

206 

- 1 

13 

4 

0.68-1.01 

143 

146 

- 3 

11 

4 

1.01-1.36 

136 

103 

+33 

9 

3 

1.35-1.69 

79 

72 

+ 7 

8 

3 

1,69-2.03 

47 

54 

- 7 

7 

3 

2.03-2.36 

32 

37 

- 5 

6 

2 

2.36-2.70 

21 

26 

- 5 

5 

2 

2.70-3.38 

35 

31 

+ 4 

6 

2 

8.38-4.05 

14 

1C 

- 2 

4 

1 

4.05-5.40 

9 

12 

+ 3 

3 

1 

5.40-8.43 

4 

4 

0 

2 

1 


Table 6-1 compares the magnitude of the deviations in each interval 
with the expected rms fluctuations due to the finite size of the sample and 
“border error as discussed in Sec. 6-4. In Column 6 it has been assumed 
that all the measured pulses are independent of each other. Since there 
is actually considerable correlation between neighboring pulses, the 

»The reasoning employed is as follows: It is equally likely that a measurement will 
be aerigned to either group. The aver age number going to any one group is m/2. 
The rms fluctuation in this number is — 1) «• Vm- 
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figures in Column 5 represent minimum values. The “border error’’ 
calculation assumes that differences in the pulse height of less than 1 mm 
were not measurable, which is likewise a minimum figure. It is seen that 
the actual deviations are, with one exception, well inside the expected 
statistical fluctuations. Equally good re'^ults have been obtained in all 
measurements of chaff cut for X = 10 cm and observed on X = 9.2 and 
X = 3.2 cm. The first probability distribution of the echo on 515 
Mc/sec of chaff cut for the “Wurzburg’’ band (X « 50 cm) has been 
measured at Radio Research Laboratory and good agreement was likcAvise 
obtained with theory.’ 



The shapes of the frequency spectra of the fluctuations of chaff echo 
have always been found to be roughly similar, resembling error curv^ 
centered at the origin. The -widths of the spectra, however, are quite 
variable even at one wavelength. For example. Fig. 6-5 shows the spectra 
for the echo of chaff cut for X = 10 cm, as measured on X = 9.2 cm on 
four occasions. It is significant that the widest spectrum D was obtained 
with gusty winds up to 25 mph while -wind speed was 10 mph or less for 
the other cases. The width of the spectrum depends upon the relative 
velocity of the chaff dipoles, i.e., the so-called “horizontal dispersal 
rate,” and it is to be expected that this rate depends on the speed and 
gustiness of the wind. 

The narrowest spectrum. Curve A, was obtained with chaff of the 
same electrical properties as used for the other curves but with slightly 
different mechanical and aerodynamical prop^ies. In addit.inu the 

* O. P Kuipw, “A Study of Chaff Ikihoes at 616 Me,” RRL Report 411-78, 
1043. 
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(?haff was dispensed from a slow-moving blimp instead of into the rela¬ 
tively turbulent slip stream of an airplane. 

It is not believed that there is any significant dependence of the 
spectrum on the ‘^age’’ of the chaff, i.e., the length of time between the 
initial drop and the measurement. The ages for the four curves A, B, C, 
D of Fig. 6*6 are 3 min, 20 sec, 6 min, and 10 min, respectively. 

If the fluctuation arises solely from the Doppler beats of the moving 
chaff dipoles, then it is seen from Sec. 6*2 that the correlation function is 
a function of the quantity v/\ that is, the dispersal velocity divided by 



v\ in cm-cps 

Fig. 6-6,—Spectrum of chaff for 2 wavelengths. 


the- wavelength. Hence the width of the frequency spectrum of the 
fluctuation should be proportional to the radar wavelength for the same 
velocity distribution. More exactly, if simultaneous measurements of the 
frequency spectra are made on several wavelengths, the curves should 
coincide when plotted as functions of the product of the fluctuation 
frequency and radar wavelength. Accordingly in Fig. 6-6 the experi¬ 
mental frequency spectra for chaff measured simultaneously on X = 3.2 
and 9.2 cm is plotted against the product of frequency and radar wave¬ 
length. The small discrepancy between the two curves is well within 
experimental error. 

The frequency spectrum of chaff has also been measured at 515 
Mc/secS and the maximum frequency present to an appreciable extent 
was found to be 4 cps on horizontal pdarization. When “scaled” to 
X = 9 mm this value roughly corresponds to Curve A of Fig. 6-5. Con¬ 
sidering that the chaff size was different, the wavelength dependence 
is at least qualitatively verified. (The frequency of fluctuation on 


»iwa. 
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vertical polarization was found to be somewhat slower, with a maximum 
of 3 cps, whereas all the microwave measurements were made with hori¬ 
zontal polarization.) 

Mention must also be made of some results obtained in England on 
the frequency of fluctuation that are not in agreement with the above 
conclusions.^ Pulse-to-pulse photographs of chaff* echoes were made on 
212 and 3000 Mc/sec A statistical analysis was not carried out, but it 
is stated that there ^vas qualitative evidence of fluctuation frequencies 
in the range 10 to 25 cps on both frequencies. 

If the spectrum and velocity distribution hav^e Gaussian shapes, some 
information about average speeds can be easily obtained. Let be 
defined such that one-half of the scattercrs have relative velocities in the 
direction of the radar set that lie between —v and +c. Then it is easily 
shown that 

15 = 0.2X/H, (20) 

where X is the wavelength and is the frequency at which the power 
frequency spectrum is down to one-half of its original \ alue. Applying 
this formula to the curves of Fig. 6-5 (although they are not exactly 
Gaussian in shape) values of v are obtained ranging between 0.6 and 2.0 
ft/sec. These results are of the same order of magnitude as the hori¬ 
zontal dispersal rate as actually measured from motion pictures of chaff 
dipoles. 

Precipitation Echo ,—The scatterers responsible for precipitation 
echoes are undoubtedly either raindrops or water parti(*les in solid form. 
One would therefore expect that the conditions for treating the target 
as an assembly of random scatterers are well satisfied. Figure 6-7 shows 
a typical experimental first probability distribution as obtained from the 
analysis of 1000 pulses at X = 3.2 cm of the echo from a shower. The 
deviations of the histogram from the theoretical curve (plotted as a 
straight line on this scale) are random. An analysis of the deviations, 
similar to that made for chaff echo, shows that they are within the 
expected statistical fluctuations. 

Unfortunately, only a small amount of data is available on the fre¬ 
quency spectrum of the fluctuations of precipitation echo. Three films 
were measured on X - 9.2 cm, and one on X == 3.2 cm, all for the echo 
from shower or thunderstorms. The rate fluctuation appears to be 
several times that for chaff. Figure 6*8 is a plot of the power frequency 
spectrum for the three cases measured on 9.2 cm. The shapes of the 
spectra are roughly Gaussian except one case, where there is a pronounced 
tail above 80 cps. It is doubtful, however, if^ this tail is significant. 

»‘TM Beport on ADRDE Window Trials,*' ADRDE Report No. 460, April 
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Fiti. 6*7,— First probability distribution for precipitation echo. 
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The widths of the three spectra, given by diifer by as much as a 
factor of 2. As in the case of chaff it is therefore not possible to speak of 
the fluctuation frequency spectrum, but one must expect to find the 
spectrum depending on the particular storm, probably varying even 
wdthin the storm region and changing wilh time. Additional evidence 
for this variability is furnished by an attempted experiment on the wave¬ 
length dependence of the fluctuation. Two films were taken of the echo 
from a rain shower on X = 9.2 and 3.2 cm, respectively, separated by a 
time interval of a few minutes and a range interval of a few thousand 
yards. The fluctuation spectra, instead of being inversely proportional 
to wavelength, were practically identical both in shape and vidth. It 
is concluded that the rate of fluctuations can change by a factor of 3 even 
over short intervals of time and spac(\ 

An average figure for the speeds of the drops relative to each other 
may be obtained from Eq. (20), but one must use greater caution than for 
chaff because of possible deviations from a Gaussian spectrum. Figure 
6*7 yields values of v between 3 and 6 ft/sec. These relative velocities 
should be connected with the turbulence existing in the regions of pre¬ 
cipitation, and in this light the values seem low. It must be remembered, 
however, that the turbulence in a storm is mostly vertical and the 
fluctuation depends on the horizontal velocities. Furthermore the 
velocity distribution is quite broad and extends far beyond v. 

Sea Echo ,—A striking feature of the radar echo from sea is the pres¬ 
ence of a secular variation to a much more marked degree than in the 
case of chaff or precipitation echoes. However, if a time intt^rval is 
chosen in which the average^’ intensity is sensibly constant, then the 
first probability distribution agrees with the theoretical exponential 
curve. 

The power frequency spectrum of the fluctuations of sea echo is again 
roughly Gaussian in shape and about the same width as the spectra for 
chaff. The range of widths encountered appears to be much smaller; 
values of between 25 and 36 cps occur for X == 9.2 cm. No dependence 
of the spectrum on pulse length has been found. A comparison of the 
fluctuation spectra at two wavelengths show that the value of is 
approximately inversely proportional to wavelength. This indicates 
that these fast fluctuations are probably caused by moving random 
scatterers. From the value of it appears that the median relative 
velocity d is of the order of 1 or 2 ft/sec. 

Ground Clutter .—The previously discussed targets could all be closely 
approcrixEiated by assemblies of random, independent, moving scatterers. 
Targets responsible for ground clutter also include such assemblies, con- 
sistini? of leaves, branches, etc., that move in the wind. However, in 
addition th^e are scatterers with fixed phases, for example, tree trunks, 
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rocks, etc. The total echo is the sum of the echoes from both classes of 
targets. 

Several first probability distributions for ground clutter have been 
measured. They are found to agree with Eq. (15) if suitable values are 
inserted for the reflected power from the fixed and moving scatterers 
respectively. At a wavelength of 9.2 cm a heavily wooded hill subjected 
to gusty winds of 60 mph shoAvs almost no fixed contribution, while a 
sparsely vegetated rocky terrain shows almost no random contribution. 
One would expect the ratio of fixed to random power to increase with 
wavelength; this has been qualitatively confirmed by experiment. 

The shape of the spectrum appears to be roughly similar to those of 
the chaff or sea echo, although the differences from the Gaussian shape 
are somewhat more pronounced. The widths of the spectra, how’ever, 
are smaller by an order of magnitude than those of the other clutter 
echoes. These widths naturally increase with wind speed and in addition 
depend to some extent on the terrain. They also appear to be essentially 
proportional to frequency. Representative values of for a w’avelength 
of 10 cm are from 1 to 5 cps. This indicates very small relative velocities 
of the moving scatterers. 

6 * 6 . Classification of Interference.—Examples of electronic inter¬ 
ference are legion. A common one is the static in radio reception. To 
understand the principles involved in the perception of signals in inter¬ 
ference it is well to know the various types of electronic interference that 
may be encountered. Electronic interference reduces the desired signal 
visibility, either because of saturation within the receiver or because of 
unavoidable mixing of the interference with the desired signal. In the 
mixing process the identity of the signal will be destroyed if the elec¬ 
tronic interference is sufficiently strong. In general, the interference is 
more serious when its characteristics correspond to those of the desired 
signal. This correspondence may consist of similarities in either power 
spectra or time distributions. Likewise, methods for reducing the dele¬ 
terious effects of interference are based upon the differences between the 
desired signal and the interference. If the interference spectrum is 
similar to that of the desired signal, then, in general, the differences in 
time dependence are utilized. If, however, the time dependence is 
similar to that of the signal, it is often feasible to take advantage of 
differences in the spectra in finding suitable filters for the separation of the 
desired signal from the interference. These matters will be discussed 
in detail in Chap. 12. 

It is important to note, however, that the power spectrum of the 
interference is not by itself an adequate criterion of its behavior. One 
can appreciate this fact by observing that the spectrum of thermal noise, 
such as was discussed in Chap. 4, is uniform tl^oughout the frequency 
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scale. The spectrum of a single, discrete, extremely short pulse is also 
uniform and continuous throughout the frequency scale. The time 
dependence of the thermal noise and the discrete pulse are entirely 
different, however, and it is obvious how one can utilize this difference to 
distinguish the two phenomena. True, if one uses the term '^spectrum 
in its exact sense, that is, including the phase factors between the various 
frequency components, then the spectrum will be an exact description of 
the phenomenon. Ii is usually customary, however, to speak of the 
“spectrum'' in terms of the power per unit frequency intervaL This 
neglects the phase factors, and therefore the spectrum is not a complete 
description of the phenomenon. 

As was stated above, the electronic interference may mix with and 
cover up the desired signal. It is important to note, however, that the 
signal may be lost through still another mechanism. The interference, if 
sufficiently large, can cause the receiver to operate in such a region that it 
is essentially saturated. Under these conditions the signal will be sup¬ 
pressed just because the receiver no longer responds to incremental input 
voltages. A more complete discussion of the saturation characteristics of 
the receiver will be found in Chap. 12. 

Interference may be variously classified, of course. For the purposes’ 
of this book electronic interference can be conveniently put into only two 
general categories. The first category comprises the simple forms of 
interference; the second, the complex forms. Of the simple forms of 
interference only two varieties will be discussed: c-w interference and 
pulsed interference, that is, interference caused by a succession of short 
r-f pulses similar to the radar pulses discussed in Chap. 2. There are 
obviously many types of complex interference, but only four general 
varieties will be treated here. Three of these are forms of noise-modu¬ 
lated r-f power, and the fourth variety is a series of “randomized" 
pulses, that is, pulses that occur at random time intervals. It is hoped 
that other types of interference can be understood by interpolation, 
superposition, and extension. 

6*7. Simple Types of Interference. Continuous-wave Interference .— 
Continuous-wave r-f energy has a spectrum that is essentially mono¬ 
chromatic. Its characteristics are similar to those of the c-w signal 
described in Chap. 2, for example, a constant-amplitude r-f wave. 

One reason for the deleterious effect of c-w r-f interference is that it 
mixes with the signal in random phase. This arbitrary phase relationship 
between the interference and the signal causes the signal contribution in 
the receiver to vary randomly in time. In addition to this phenomenon 
the c-w interference may possibly saturate the ^receiver in such a way 
that the response of the receiver to incremental signals is essentially zero. 
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Under this condition no signal will be seen in the receiver output regard¬ 
less of the size of the input signal. 

Pulsed Interference ,—Because it is now easy to produce a series of 
intense r-f pulses, it is important to consider the interference effects they 
may produce. Any modern radar set usually causes interference of this 
type in near-by receiving equipment. One may assume that the inter¬ 
ference consists of a series of very intense r-f pulses repeated at intervals 
corresponding to the PRF of the interfering set. The length of these 
pulses will be that commonly used in radar practice, perhaps a few 
microseconds; therefore, the spectrum of the interference will be similar 
to that described in Chap. 2 for pulse signals. Equation (2-24) shows that 
the main energy content will be contained within a frequency band 
approximately equal to twice the reciprocal of the interfering pulse 
length. 

The deleterious effects of pulsed interference depend considerably 
upon the type of desircxl signal with which the interference competes. If 
the signal is a weak radar echo, the power spectrum of the pulsed inter¬ 
ference will be similar to that of the desired signal; hence the interference 
is relatively serious. The intensity of the interference is generally con¬ 
siderably greater than the intensity of the radar signal. The chance 
that the interfering signal occurs at the same instant of time, i.e., at the 
same radar range, as the desired signal, however, is ordinarily very small. 
Because of this, the pulsed interference is not usually troublesome; the 
desired signal is simply seen during the time when the interfering pulses 
are not present. It is interesting to note that receiver saturation in the 
presence of pulsed interference reduces the deleterious effect of the 
interference whereas it increases the deleterious effect of c-w interference 
as previously discussed. Receiver saturation simply eliminates the 
major portion of the incoming pulsed interference as seen in the output of 
the receiver. Even though pulsed interference does not necessarily 
prevent the observation of the desired signal, it is nevertheless extremely 
fatiguing to an observer. Methods for its elimination have been 
developed and are discussed in Chap. 12. 

6*8. Complex Types of Interference*—There are many ways in which 
interference may be made more complex. Almost all of these methods 
depend upon making some parameter of the interference random in time. 
Randomizing amounts to making the interference ''noisy’’ in some 
respect. 

Amplified R^f Noise .—^It is possible to obtain "noisy” r-f energy by 
simply amplifsdng thermal noise. It is true that the total amplification 
must be enormous, but amplifiers for this purpose can easily be made. 
The spectrum and time distributions of the emitted radiation may, of 
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course, be almost exactly like those of the thermal noise itself. Thermal 
noise is discussed in C'haps. 4 and 5, where it is pointed out that its 
spectrum is uniform throughout the frequency range and no correlation 
exists between the voltages at one instant and the next. The amplitude 
distribution of the r-f voltage is, of course, Gaussian. 

The difficulties in the production of such amplified r-f noise appear if 
it is desired to obtain a wide band of r-f energy. Although such devices 
are relatively easy and straightforward to construct, wideband amplifiers 
are clumsy, expensive, and consist of a great many components. Where 
the noise bandwidth of the radio frequency must be large, one of the 
following alternative methods is desirable. 

Continuous’-wave Interference Aniplitudc'-modulated by Noise .—It is 
possible to modulate a c-w carrier by audio or video noise. The r-f 
output consists of a strong carrier and noise sidebands. The total band 
of frequencies occupied by these noise sidebands is, in general, just twice 
the bandwidth of the modulating noise. The effect of the carrier itself 
cannot be neglected; its action is similar to ordinary c-w interference. 

The carrier can be modulated by several types of noise. It is common 
to use a noise voltage derived from thermal noise in the video system 
itself. In this case the video noise has a Gaussian amplitude distribution. 
One of the properties of this distribution is that it has no veil-defined 
upper or lower limit. It therefore follows that when this amplitude 
function is used to modulate the carrier, the upper or positive noise peaks 
will be limited at some point because of the finite power-handling capa¬ 
bilities of the transmitter. Likewise the lower end will be limited at 
some point because of the original finite strength of the carrier itself. 
The original carrier amplitude is customarily located at one-half the 
maximum value that can be supplied by the transmitter. In this fashion, 
the limiting, or ‘^clipping,” as it is sometimes called, is symmetrical for 
the positive and negative noise peaks. 

The degree of clipping depends on the amplitude of the modulating 
video noise compared with the carrier level. If the noise amplitude is 
small, the clipping will be relatively unimportant and the r-f sidebands 
due to the noise will be uniformly distributed on each side of the carrier 
up to frequency limits determined by the video bandwidth of the noise 
itself. As the modulating noise amplitude is increased, clipping becomes 
more and more important, with the effect of slightly modifying the r-f 
noise spectrum. This modification is discussed in Sec. 12-7. 

The clipped noise in interference of this type differs from the undipped 
noise in its relationship to signal visibility. Clipping produces a ceiling 
to the interference, above which the signal may be easily seen and there¬ 
fore always increases signal visibility for the same total noise power. The 
eeiliiig effect will be more pronounced if the modulation percentage is 
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higli. It will also be more pronounced if the bandwidth of the receiver 
subject to the interference is large compared with the bandwidth of the 
modulating noise. Both these effects are brought out more clearly in 
Chap. 12. 

Continuous--wave Interference Frequency-modulated by Noise ,—If the 
video noise function is used to modulate the frequency of c-w radiation, 
the essential advantage to be gained by modulation of this form is that a 
relatively large r-f band can be covered by a given interfering station. 
In interference of this form, therefore, the total frequency excursion is 
customarily made several times as large as in the c-w a-m case. It is 
usual, however, to make the frequencies contained in the original video- 
modulating function similar to those of the case just discussed. 

hlffects of the f-m interference are somewhat different from those of 
a-m interference. The noise amplitude in the receiver is determined by 
the excursions of the interference signal across the r-f or i-f acceptance 
band of the receiver. If one assumes that the total frequen(?y excursion is 
large compared with the bandwidth of the receiver but that the fre¬ 
quencies contained in the noise producing the modulation are small com¬ 
pared with the bandwidth of the receiver, then the receiver output will 
contain a number of pulses whose shape in time is similar to the shape of 
the i-f or r-f bandwidth in frequency and whose amplitudes are relatively 
constant. These pulses will be repeated at random times. Because of 
the relatively constant amplitude of these pulses, the effect of the inter¬ 
ference is similar to that of highly limited, or clipped, a-m noise. A 
ceiling^’ effect occurs but for quite a different reason from that in the 
a-m case. 

The effectiveness of interference of this type clearly depends upon 
obtaining a noise function such that an excursion across the receiver band 
occurs within a time p approximately equal to the receiver response time, 
that is, a time equal to the reciprocal of its bandwidth. If such an 
excursion does not occur, the interference will lose its effectiveness 
because of the constant-amplitude pulses produced and because of the 
time spaces between them. Within these spaces the desired signal can be 
found without any accompanying interference. 

In actual practice it is not usually possible to obtain either pure 
amplitude modulation or pure frequency modulation. The effectiveness 
of both types of interference, however, is about the same provided the 
bandwidths, excursion, and fractional modulation are properly appor¬ 
tioned, Therefore, if both phenomena occur, they can be treated by 
addition of the separate effects. 

Random Pulses .—It is possible to obtain noisy'' r-f interference by a 
series of pulses that have constant amplitudes and pulse length but 
random occurrence. The randomising” itself ean be done in a number 



148 


EXTERNAL NOISE SOURCES; CLUTTER 


[Sec. O-S 


of ways. One possibility is to produce the pulses from the impulses 
generated by the disintegrations of a radioactive source. If the average 
spacing between these pulses is long, interference of this type will 
clearly have exactly the effect of the simple pulsed interference discussed 
in Sec. 6’7. If the average spacing between the pulses becomes of the 
order of magnitude of the reciprocal of the receiver bandwidth, however, 
the output of the receiver will contain a series of superimposed pulses in 
which the degree of overlapping is random. The output of the receiver, 
therefore, contains random amplitude fluctuations, or noise, and this 
noise interferes with signal visibility in a way similar to that described . 
for thermal noise. Only the two extreme spacing conditions can usually 
be treated adequately: (1) when the spacing between pulses is very large 
and (2) when the average spacing between pulses becomes very short. 
Chapter 12 treats these questions in detail. 



CHAPTER 7 


THE DETECTABILITY OF SIGNALS IN THE PRESENCE OF NOISE 
THEORETICAL INTRODUCTION 

7*1. Definition of the Signal Threshold.—The problem of determining 
how far “noise” limits the detection of a “signal” is a complex one and is 
only partially amenable to a theoretical analysis. Since in the last 
analysis a human observer must judge, either visually or aurally, whether 
the signal is present or not, it is clear that some of the psychophysiological 
properties of the eye or the ear will influence the signal threshold. For 
instance, in the visual observation of a radar signal on an A-scope or PPI, 
enough light must be produced on the screen to make the display visible. 
In other words there is a brightness limit for the detection of a signal. 
Furthermore, the contrast between the image of the signal and that of the 
noise background must be great enough for the signal to be seen; hence 
there is also a contrast limitation for the detection of a signal. Such 
limitations are sometimes of practical importance, and some experimental 
studies (especially of contrast limitation) have been made.* It is obvious, 
however, that little can be said theoretically about these limitations. 
Only when the function of the observer is reduced to measuring or counting 
will the question of the minimum detectable signal become a definite 
statistical problem for which a theoretical analysis can be attempted.* 
The success of such an analysis has shown that for a rather wide range of 
experimental conditions, the essential limitation for the detectability of a 
signal is due to the statistical nature of the problem.* In this chapter 
the discussion will be restricted therefore to what may be called the 
statistical limit for the detection of a signal. 

1 J. Fairbaim and R. G. Hopkinson, “Visibility of PPI Traces on Cathode Ray 
Tubes. Traces on Uniform Backgrounds,” Report No. 8606 of the Research Labora¬ 
tories of the General Electric Company, Ltd., Wembley, Middlesex, England, July 7, 
1044. For further remarks on contrast, see Sec. 8*8. 

* Among the theoretical reports, see especially S. A. Goudsmit, “The Comparison 
between Signal and Noise,” RL Report No. 43-21, January 1943; D. O. North, 
“Analysis of the Factors \^ich Determine Signal/Noise Discrimination in Radar,” 
RCA Technical Report PTR 6-C, June 1943; J. H. van Vleck and D. Middleton, 
“Theory of the Visual vs. Aural or Meter Reception of Radar Signals in the Presence 
of Noise,” RRL Report No. 411-86, May 1944. 

*It should be emphasised that not all the experimental observations can be 
explained by the statistical theory. To explain the deviations, assumptions must be 
made about the human observer. For examples, see @eci| 8*7 and 8*9. 
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I'lG. 7‘1.—Brownian motion 
of a galvanometer mirror. 


The first question that arises is how to define the minimum detect^.ble 
signal, or the signal threshold; here it is important to emphasize that one 
can speak of a minimum detectable signal only (1) when the number of 
observations is limited or (2) when the time of observation is limited. 

The simple case of the detection of a small cur¬ 
rent by means of a sensitive galvanometer may 
help explain this. Because of thermal agita¬ 
tion the mirror of the galvanometer will have 
an unavoidable Brownian motion around its 
equilibrium position. It might seem, there¬ 
fore, that when a current or signal (introduced 
at t = to'f see Fig. 7*1) produces a deflection 
small compared with the mean ‘^jitter’' of the mirror, such a current 
could not be detected. This is true, however, only when the number of 
observations is limited. When there is unlimited time, the average posi¬ 
tion and therefore also a change of the average position of the mirror can 
be determined as accurately as desired. 

Strictly speaking, therefore, the noise or the thermal motion does not 
limit the detectability of a signal.^ It is only when there is a limited 
observation time that for small signals one can make a guess or a bet as to 
whether the signal is present or not, and there is then a definite probability 
that the guess is right. Of course, for increasing signal strength this 
probability will rapidly increase and approach unity. A plot of the 
probability of success vs. signal strength will be referred to as the betting 
curve. The minimum detectable signal can then be defined as that signal 
strength for which the probability of guessing right is, let us say, 90 per 
cent; this means that, on the average, the guess will have proved right in 
nine out of ten cases. The minimum detectable signal defined in this 
manner will decrease when the observation time increases and, in principle, 
will approach zero when this time goes to infinity. It is not necessary, 
of course, that the time of observation be actually the time during which 
the human observer looks at or listens to the signal and remembers the 
results of his observations. It is often possible to let the detecting system 
perform automatically a great number of observations and present a 
suitable average to the human observer. North® calls this ‘‘integration 
of the signal before detection,” in contrast to the effect of the human 
observation time, which he calls “integration after detection.”* It is 


^ ibccluded here are all systematic variations (for instance, of the zero position of 
^ galvanometer), which in practice will always put a limit on the detectability of a 

* Sijnilarly a distinction will be made between the integration time of the detecting 
systein and the obsermtkm Hmst which is the human integration time. 
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advisable to make this distinction because only the human observation, 
and not the recording apparatus, is influenced by physiological and 
psychological factors that often defy a strict theoretical analysis. In 
principle, however, the human element can always be reduced to a 
measuring or a counting, and then the distinction between the integration 
and the observation time will disappear. 

The idea that the determination of the minimum detectable signal is 
essentially a game of chance (when only a finite time is available) is 
clearly recognized in the experiments carried out at the Radiation 
Laboratory by J. L. Lawson and coworkers. In these experiments, which 
Avill be discussed in detail in Chap. 8, a 
radar signal could be produced and shown 
on a A-scope at six different positions. 

The noise was usually visible all the time. 

Every 3 sec, let us say, the position of the 
signal was changed in a random fashion, 
and the observer had to guess where the 
signal was. The number of successes 
(above the number of pure chance successes) was recorded, and in this 
way. by varying the signal strength, there was obtained a betting curve 
(see Fig. 7-2) from which the signal threshold Ps could be defined.^ 

A careful study has been made of the dependence of Ps on all kinds of 
parameters (for an enumeration, see Sec. 8*4), and in Chap. 8 the experi¬ 
mental results will be discussed in detail. For the development of the 
theory it is first necessary to obtain some information about the prob¬ 
ability distributions and about the spectrum of the output of a super¬ 
heterodyne receiver when both signal and noise are present. 

7-2. Probability Distributions and Spectra. —In Sec. 3-8 there was 
discussed the problem of finding the probability distributions and the 
spectra of Gaussian noise after it has gone through a linear or square-law 
detector. In this section the results of Sec. 3*8 will be extended to the 
case where a signal is also present.* The whole analysis will start from 
the i-f stage of the receiver. The convenient fiction will be used that 

1 It would be best to agree on a definite percentage (say 90 per cent) and define Pa^^ 
as the signal strength for which this percentage is reached. However, it is often more 
convenient to define Ps graphically, as indicated in Fig. 7*2 (see also Sec. 8*3). 

* Only an outline of the calculations will be presented. The problem has been 
discussed often, and several methods have been used. Here the method of North 
will be used, which was explained in Sec. 3*8. For the so-called ^^direct method ” 
and further references, see S. O. Rice, Bell System Teehn, 2S, 46 (1945), Part IV, 
and also W. R. Bennett, J, Acoust, Soe, Am., 15, 164 (1944). C/. also the report of 
J. H, van Vleck and D. Middleton, ^^Theory of the Visual vs. Aural or Meter Recep- 
tton of Radar Signals in the Presence of Noise/' RRL Report No. 411-86, May 19^, 
/. Applied Phys., 11, 940 (1946). , 



Fio. 7*2.—Schematic betting curve. 
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the input of the i-f amplifier is connected to a signal generator and to a 
source of Gaussian noise that has a constant spectrum and given power 
per unit frequency interval. The problem is to find the probability 
distributions and the spectrum after the signal-plus-noise has gone through 
the i-f amplifier and a linear or square-law detector. 

Fourier Arialysis of Signal and Noise, —The initial signal amplitude^ 
will be represented by the formula 

Smit) = Oto(t) COs27r/r/ + do(0 sin 2vfrtj (1) 

where /r is the i-f carrier. The quantities ao and fio are either constant 
(for a c-w signal) or periodic functions of i (for a pulsed signal). In the 

latter case the periodicity interval is the pulse 
repetition period 0o, and ao{t)j /5o(0 describe 
the shape of the pulse. Usually the pulse will 
be assumed to be rectangular in shape and of 
duration r. When the pulse is not rectangu¬ 
lar, the pulse length r will always be defined as 
the distance between half-power points. 
Since the pulses ordinarily do not overlap, it 
is usually not necessary to take the periodicity 
(but see Chap. 9), and oto{t), Po(t) can represent 
one pulse, where t is measured from the middle of the pulse. 

After the signal has gone through the i-f amplifier, it can easily be 
shown that the amplitude becomes 

S(t) = a(t) cos 2jrfet + sin 2jrfct, (2) 

where 

« - i/3 = d/(?.(/)Z(/)e*''/*, (3) 

= J dt (ao — (4) 

and Z(/) is the system function of the i-f amplifier. The frequency / is 

always measured from the carrier frequency /c. The function Z(/) will, 
of course, in general be complex; let us write 

m = A{f)e-^^. (6) 

The quantity A{f) represents the amplitude function, and ^(/) the phase 
function; A'^tf) will usually* be an even function of / and will have a 
maxunum at / = 0. Then the i-f bandwidth B (see Fig. 7-3) will always 

‘In the following the terns “sign^ amplitude” and “noise amplitude” will be 
used. To fix the physical interpretation of these quantities it will always be under¬ 
stood that these quantities have the physical dimensions of the symre root of powef. 

tlbis is not alwt^ the case, but in what follows it will neverthdess always be 
assumed, since the formulas then become compler. Only in Chap. 13 will a case be 
pnOi whmn A^(f) is n«f an even function of /. 



Fig. 7*3.—General shape of 
the i-f pass band. 

of the signal into account 
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mean the distance between half-power points, that is, points where 
A\f) is half of the value at / = 0. 

Let us now consider the noise amplitude. We may assume it to be 
periodic with a period 0 that is very long compared with all periods 
occurring in the system and that afterward we shall let approach infinity. 
Initially the noise amplitude can be developed in a Fourier series 


NUi) 



{ak' cos 2rfk'i + sin 2vft,d)y 


( 6 ) 


where fk^ = Aj'/B. The quantities ak' and bk* are random variables, and 
it will be assumed, as in Sec. 3*7, that 


1 . ak' = 57 ' = 0 , 

- TTT- —r- A (7) 

dk'dv = Ofc'Dr = ^ ojt'i'i ajb'Or = (). 

2. The Uk* and bk' are Gaussianly distributed. The quantity ar^ in 
Eq. (7) is a constant with the physical dimension of energy; in fact, 

= kTFy (8) 

where k is the Boltzmann constant, T the absolute (room) tem¬ 
perature, and F the over-all noise figure of the receiver (see 
Chap. 5). 

After the noise amplitude [Eq. (6)] has gone through the i-f amplifier, 
the amplitude becomes 

N(t) = V Akiaij cos (2TfKd — tjfkO + h' sin (2irfk^t — <l>k>)]. 


Since Ak^ will be a maximum for /.' = /o it is convenient again to meas¬ 
ure the frequencies from the carrier frequency fc as zero point by putting 

/* = /f — /«•. 

The sum of signal avd noise amplitude can then be witten in the form 
[cf. Eq. (2)] 

<8(0 + N{t) = X(0 cos 2ir/.< + 7(0 sin %cU, (9) 

where 


+ « 


Z(0 - a(0 + V AklUk cos (2ir/*< - + h sin (2)r/i< - <t>k)], 

7(0 — iS(0 + sin (2>/tt — + h* cos 

Is- — • • 

Hiis amplitude is then applied to the second dftector. 


(10) 
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First Probability Distribution after the Second Detector .—With the 
input as given by Eq. (9), the detector output will be 

r«) = y/X\t) + Y\t) 

when the detector is linear and r^{t) when the detector is quadratic. The 
first question that arises is the probability distribution of r at a definite 
time instant t This can be found by first determining the joint dis¬ 
tribution for X and Y together. Since X and Y are linear functions of 
the random variables ua and bi [see Eq. (10)], which are Gaussianly dis¬ 
tributed, it follows that X and Y are also Gaussianly distributed. Now 
it is easily found from Eqs. (7) and (10) that 

X - a{t), Y = /?(0, \ 

(X -li? = (f '-w ^ dfA^f) = W, j (11) 

■( 1 - = 0 . ) 
Therefore the distribution function for X and Y must be 

Pi(X,Y) dX dY = (12) 


By introducing polar coordinates r and B instead of X and F, and by 
integrating over there is finally found for the distribution of r 

P,(r)dr = ^-^e j, ( 13 o) 



Fio. 7*4.—First probability distri- 
butiooB for different values of the 
signal-to-tioise ratio. 


where Io(x) is the Bessel function of 
zero order and purely imaginary argu¬ 
ment. 

A rough graph of Pi(r) for differ¬ 
ent values of z, where 


2; = (a2 4. p^/ 2 W, 


is shown in Fig. 7*4. For large val¬ 
ues of 2 , the form of Pi(r) becomes 
nearly Gaussian and may then be ap¬ 
proximated by 


Pi(r) 


1 (r-ygHh^)! 


From Eq. (136) the average values can be calculated^ 

*C/. Sec. 7*6, where will also be found some of the properties of the confluent 
hype^eometric toctbn F(a,&;s) that occui% in Eq. (14a)« 
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P 




r^P(r) dr = + 2W, 


(14b) 


Equation (146) also follows immediately 
from Eq. (11); it shows that with regard 
to mean-square values, the signal and the 
noise are simply additive (see Fig. 7*5); 2W 
is the constant noise power, and 
has the shape of the pulse after it has gone 
through the i-f amplifier. 

Second Probability Distribution 


t 

r^\ 


2w 


Fig. 7*6. —Mean>square deflec¬ 
tion as a function of the time. 

To find the spectrum of r{t) and 


r\t)f there must first be calculated the average values rir 2 and rjr|, where 
the subscripts 1 and 2 refer to two time instants h and ^ 2 - For this, we 
need the joint probability of finding X and Y between Xi and Xi + dXi 
and Fi and Fi + dFi at time h and between X 2 and X 2 + dX 2 and F 2 
and F 2 + dF 2 at time ^ 2 . Since Xi, Fi, X 2 , F 2 are all linear functions 
of the random variables ajt, bi [see Eq. (10)], the probability distribution 
P 2 (Xi, Fi; X 2 , F 2 ) will be a four-dimensional Gaussian distribution, 
which can be written in the form 


P2(Xi, Fi; X 2 , F 2 ) dXi dYi dXa dF2 


dXt dYi dX2 dY2 


4^w(l - p*) V 2ir(i - p*) 

+ (X, - <* 2 )* + (^2 - i 82 )*l -2pl(X^ - a^)iX, 


(- 


1 


U(X, - a,)* + (Fi -/?,)* 

aj) 

+ (Fi - ^x)(F* - m)- (15) 


In Eq. (16) the subscripts on a and fi again refer to the two times h and 
h; p is a function of t = <2 — ^i, defined by 


p(r) 


A\f) COs2ir/rd/ 

/_V ^*(/) <if 


(16) 


and it may be called the nwnuUized correlation function of the turise alone. 

For the quadratic detector we must calculate using Eq. (15) we 
easily find 


^ “ //// 

-(«! + « + 21F)(<4 + iJS + 2Tf) + ^Wpioatt + m) + 41FV. (17) 
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For the linear detector we have to find the average value rir 2 L This 
cannot be calculated exactly; however, for most purposes it is sufficient 
to find an approximate value by developing Eq. (15) in powers of p 
[from Eq. (16) we see that p ^ 1] up to p®.^ The successive terms can 
then be integrated and we find 


rir2 


4-« 




« 7i(l)7,(l) + A {[/.(X) - ai7.(l)][7,(X) - as7*(l)] 

+ [7i(r) - ^i7,(l)][7*(r) - /S,72(1)]} + 2^2 - 2a>7i(Z) 

+ (a?-PF)7j(l)][7,(jr“)-2a2/*(Z) + (ai-lF)7s(l)]+[7i(n-2,8,7,(F) 
+ 03? - fr)7i(l)][7,(K») - 2fi,h(Y) + W)h{-\)] + 2[7,(Zy) 

+ «,;S,7,(1) - a,7i(X) - |8,7i(r)][72(Xr) + ai^27*(]) - aJi{X) 

-/S,7,(F)]!, (18) 

where /(0) is defined by the integral 


2W /*" pr 

I{4>) = dP 0(ri^). (19) 


In particular, we find (X = r cos B,Y^r sin B) 



with 0 « (a® + fi^)/2W. The subscripts 1 and 2 on the Vb in Eq. (18) 
indicate that the a and ^ involved should have the corresponding sub¬ 
scripts (for some of the integrals involved, see Sec. 7*6). The result is 


1 When there is no signal, rifa can be computed exactly in terms of the complete 
elliptic integrals E(j>) and X(p), as was mentioned in Sec* 3*8: 


fifi 


W[2E(p) ~ (1 - p»)iC(p)l 


tW 

2 




+ 



Thus shows that at least in this case the series development in powers of p oonvorges 

rapidly^ 
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still so complicated that for the further discussion, it is convenient to 
consider separately the cases where z<K I and « » 1. Using the develop¬ 
ments for the confluent hypergeometric functions F (see Sec. 7‘6) we then 
find for small signal-to-noise ratios 


r\r2 « + 4H^)(a| + Si + AW) -h 4Wp(aia2 + S 1 S 2 ) 

+ AWYl (20a) 

which has practically the same form as Eq. (17), the latter being the exact 
expression for the quadratic detector; and for large signalAa-noise ratios 


.V.. [(«! + «w + «)P- + W> 

2 ~ [(«! + 


(206) 


Determination of the Spectrum — Example .—The average values 
and riri as given by Eqs. (17) and (18) are still functions of the two time 
instants h and < 2 ; or with t — tt — h, they may be considered functions of 
h and r. To obtain the spectrum we must still average over < 1 .* From 
the resulting functions Rq{t) and Rl{t) we then find the spectrum G{f) by 
the relation 

Gif) = 4 ^ Rir) cos 2ir/r dr. (21) 

An example will demonstrate this procedure. Instead of a pulsed signal, 
let us take an a-m c-w signal 


Sit) = (S + So cos 2ir/o<) cos 2Tfrt. (22) 


The pass band of the i-f amplifier will be taken to be rectangular of 
width B; hence 

f = 1 for I/I < iB, 


Zif) 


0 for I/I > 


(23) 


We then obtain [see Eqs. (3) and (11)] 

ait) = 5 + -So cos 2»/,/, m =0, W = a*B. (24) 
Substituting these values in Eq. (17) and averaging over h, we obtain 

* Cf. Sec. 8‘3. The signal and noise together form a nonttaiUmary random process; 
and in order to obtiun the correlation function, we have to perform both an ensemble 
and a time average. At this point we should remember that tiie tignal functions 
«(<) and PiO are periodic functions of f. ^ 
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R^{t) = (s* + ^ + 2(r*By + 2S*<SS cos 2ir/oT + ^ cos ^f«r 

+ 4,r»Bp(r) (s^ + ^ cos 2T/or^ + 4a*BV{r). (25) 

In Eq. (25) p(r) is, of course, complett'ly determined by Eq. (23); in fact 
we find from Eqs. (17) and (23) that 


. . 2 , Bt 


However, in determining the spectrum from Rg^r) by means of the basic; 
Eq. (21), it is not necessary to first calculate p(r). We can make use of 
the following general equations [c/. Eqs. (3-25) and (3*75)]: 


/; 


/; 


dr cos 2jrfT = 5(/), 


dr cos 2irfT cos 2ir/ir = B(f — /i), 


4 J dTp^{r) cos 2x/r 


drp(r) COS 2irfr — 2Q(/), 

• + * 


=^/- 




where Q(/) is the normalized i-f spectrum; hence 


Qif) 


AKf) 


/. 


+ * 


dSA^U) 


(26) 


(27) 


Using these results there is finally obtained for the spectrum, in the 
case of the quadratic detector, 



+ _ 2 /„) 
forO </<| - /o, 
for ^ - /o < / < ^, 

for^ < / <1 + /o, 

for/ > ^ +/o, 

for 0 < / < B, 
for f > B. 


( 28 ) 
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This result is shown in Fig. 7-6 and can be understood in simple terms. 
The spectrum consists of four parts: 


QD-c component 


^Signal peaks 



Continuous spectrum 
of noise alone 


Continuous 
spectrum due to 
cross modulation 
of signal and noise 


® 2/o |-/„ 11 

/—* 

Fig. 7*6,—Spectrum of a modulated c-w uignal plus noi»e after a square*law second detector. 


1. Direct-^urrent term, shown by the peak at / = 0. Both the signal 

and the noise contribute to this term. The signal part is simply 
the square of the mean signal power; the noise part is or 

which, according to Eq. (146), is just (r^y for noise alone; 
finally there is a cross term, which represents the average value of 
the beats between the signal and the noise. 

2. Signal peaks. They are self-evident; that with the single modu¬ 
lating frequency fo we get two peaks (at fo and 2/o) is, of course, a 
consequence of the fact that we have a quadratic detector. 

3. Continuous spectrum due to cross modulation of signal and noise. 
The beats between the three discrete frequencies /« ± /o, which 
are contained in the signal before the second detector, with all the 
noise frequencies in the band B will lead clearly to a continuous 
spectrum, which consists of three blocks between the frequencies 
(0, B/2), [0, (B/2) — /o], [0, (B/2) + /o]. It is also easily seen 
that the height of the first block will be proportional to SV®, 
whereas for the other two it will be proportional to iS^cr^, Adding 
the three blocks leads, then, to the complete continuous spectrum 
as shown in Fig. 7-6. 

4. Continuous spectrum of noise alone. This spectrum is caused by 

the beats between any two noise frequencies. Since the number of 
pairs of noise components with a certain frequency difference will 
decrease as the difference increases, it is clear that the spectrum will 
decrease with increasing /, and for a rectangular i-f pass band 
it is easy^to see that the triangle will be as shown in Fig, 7*6 (c/. 
also Sec. 3*8). * ^ 
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For the linear detector there are some important differences in the 
spectrum. To understand these it is best to consider separately the 
cases of a small and a large signal. 

Using the formula of Eq. (20a), substituting Eq. (24) and averaging 
over hy we obtain for small signal-to~noisn ratios 




+ 2S^Sl cos 27r/oT 
+ ^ cos 47r/or + j. 


(29a) 


The term that is proportional to p may be neglected, since the continuous 
spectrum due to the cross modulation of signal and noise will now be 
negligible compared with the pure noise spectrum. Equation (29a) leads 
to the spectrum 

GL(f) « 3^^ [(s* + f + 5{f) + 2S\^,5(J - /„) 

+ f «(/- 2/o) + 8<r^(B -/)], 0</<B. (296) 


This result is similar to the case of the quadratic detector; it should be 
noted especially that although the detector is linear, we still get the 
double frequency 2/o in the discrete spectrum. The continuous spectrum 
is still triangular in this approximation, but the height of the triangle 
(which for the quadratic detector was Sa^B) is now (T/4)(r^ and, therefore 
independent of the bandwidth. 

Starting from Eq, (236) and now neglecting the term proportional to 
p®, we obtain for large signal-to-noise ratios 


OlU) 


RL{r) 


COS 2wfoT + cr^Bpy 


SH(f) +^°5(/-/o) + 


(2<r^ 


for 0 < / < ^» 
for/>|. 


(30a) 

(306) 


Now one gets only a signal peak at /o and the continuous spectrum con¬ 
sists of one block between / = 0 and / = B/2. 

General Discuasion of the Spectrum .—In the general case the results 
will be similar. One fdways starts from Eq. (17) or (18). The signal 
lunctkm a* + must be developed in a Fourier series, and we must 
average over the time h. The parts in Eqs. (17) and (18) that are inde¬ 
pendent of p will give terms d the form Ct cos 2>/*r, and these will lead 
to part cmd the signal peaks in the spectrum. *Of course, for a 



Sec. 7 - 3 ] 


DETECTABILITY CRITERIA 


161 


pulsed signal with repetition period 0, the peaks will be spaced 1/0 
apart. The parts in Eqs. (17) and (18) that are proportional to p lead to 
the continuous cross-modulation spectra, whereas those which arc 
proportional to p^ lead to the pure noise spectra. The shapes of these 
spectra will, in general, not be so simple as in Fig. 7-6; the noise spectrum, 
for instance, will be triangular only for a rectangular i-f pass band. It 
remains true, however, that for a quadratic detector the initial value of 
the noise spectrum is proportional to B and the area is proportional to 
whereas for a linear detector the initial value is independent of B and the 
area is proportional to 5. 

7*3, Detectability Criteria. The Deflection Criterion ,—^Let us return 
now to the problem of determining the signal threshold. Most of the 
theoretical analysis available at present is based on a more or less plausi¬ 
ble, but in principle arbitrary, choice of a detectability criterion. For 
instance, let us consider again the simple example of measuring a small 
current with a galvanometer (see Fig. 71) and suppose that only one 
measurement can be made of the deflection r. The average value of the 
deflection will be a little different when the current (or signal) is present, 
and it is plausible to assume that in one measurement the current is just 
detectable if the shift of the average value is of the same order of magni¬ 
tude as the standard deviation of r (whether with or without current 
makes little difference, since the currents to be detected are small). Or 
in a formula 


- ff, ^ ^ 

[rl - {fsY]^ ' 


(31a) 


where the subscripts S and N refer to signal and noise and where A; is a 
constant that is of the order of magnitude of 1 if only one observation is 
made. The criterion [Eq. (31a)] will be called the‘Reflection criterion.'* 
It can also be used for the visual detection of one radar signal pulse on an 
A-scope in the presence of noise; in this way the dependence of the signal 
threshold on parameters like pulse length, i-f and video bandwidths can 
be satisfactorily explained. A detailed discussion will be found in Chap. 
8 (especially Secs. 8*6 and 8*7); here only the following more general 
observations are made. 


1. The detectability criterion [Eq. (31a)] might be generalized to 


05 - roi" 




(316) 


Tiribere /(r) is some function of the deflection still at oiu: disposal. 
By choosing the proper function /(r) we can try to make the signal 
ihroshold as snudl as posuble. Or by choosing a functicm /(r) 
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that emphasizes the large deflections, we can try to express the 
tendency of some observers to look mainly at the tops of the noise 
fluctuations. The simplest and most natural choice, however, is 
to take for /(r) the actual deflection on the A-scope; hence, with 
the notation of Sec. 7-2, /(r) = r if a linear detector is used, and 
/(r) = if a square-law detector is used. The signal threshold 
will then depend on the kind of second detector used. It turns 
out, however, that for small signal-to-noise ratios, the difference 
in threshold between a linear and quadratic detector is so small 
that it is unobservable.^ Therefore, the usual practice will be to 
take f{r) = r^, since all formulas are then simpler. It is unprofit¬ 
able to speculate on what feature of the fluctuating A-scope picture 
the observer bases his judgment. Only for a so-called ‘^idear^ 
observer (see Sec. 7*5) does the question of the choice of the 
function /(r) have a precise sense. 

2. The deflection criterion [Eq. (31a) or (316)] applied to the detection 
of a radar signal pulse considers only the deflection produced by the 
pulse at one instant of time. This time point is chosen, of course, 
to be the time corresponding to the maximum of the pulse after it 
has passed through the i-f and video amplifiers. The shape of the 
pulse is not taken ijito account except in so far as it affects the 
maximum value. In the evaluation of the average values occurring 
in the detectability criterion [Eq. (31a) or (316)] only the first 
probability distribution of the random process describing the signal 
and noise is required. The theory based on this criterion may 
therefore be called a one-point theory. It is not difficult to devise 
criteria in which the deflection at two time points would enter and 
that would lead to a two-point theory; the latter would use the 
second probability distribution and would be more sensitive to the 
shape of the pulse. And in this way we can go on. It seems, 
however, that most of the experimental observations can be under¬ 
stood on the basis of the simple one-point theory, and therefore 
the more refined two- or n-point theories will not be considered. 

3. The influence of the time of observation or of the total number of 
observations, the importance of which was stressed in Sec. 7*1, can 
be taken into account by the following simple and natural general** 
ization of the deflection criterion [Eq. (31a) or (316)]. Let us 
suppose that instead of one observation, N independent observar 

1 The reason is that for smali signal-to-noise ratios the linear and sqnare-law 
detectors act in about the same way, as we see fzom the correlation funct^ns and 
apectara W. Eqs. (28) aAd (296)]. For the proof, see' Van Vleok and Middleton, 
ot the Visual m Aural or Meter Reo^tion of Eadar in the Fresenee 
of Kbise,’’ EEL Report No. 4U^, May 1944, and Sec. 8*6. 
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tions‘ are made with the signal and N observations without the 
signal. 

It seems natural, then, to use in the detectability criterion, not the 
deflection r or/(r), but the average value 


1 


y - N 


N 




(32) 


where ri, rt, ... ,rK are the N observations of the deflection. We shall 
therefore assume that the signal is just detectable if the shift of the 
average value of y due to the signal is of the same order of magnitude as 
the standard deviation of y when only noise is present. Or in a formula® 




= k. 


(33) 


- iyn)^]^ 

Now it follows easily from Eq. (32) that, if the ViS are independent, 


1 


Hence, 


y = l y^ = jfANp + NiN - 1 )(/)»]. 

2/5+Ar — = }s+N — /at, 

Vn ~ f/i? ■*“ 


(34) 


The shift of the average value is, therefore, the same as before, whereas 
the fluctuation decreases and goes to zero for AT —► «. The signal will 
therefore be the more easily detectable the larger N is. Substituting Eq. 
(34) into Eq. (33) we obtain 


m - ihyf vn 


(35) 


This equation is the generalization of the deflection criterion [Eq. (316)] 
for the case of N observations. (For further discussion and for the com¬ 
parison with experiment, see Secs. 8-8 and 8-9.) 

The Power Criterion .—In connection with other methods of observing 
a radar signal it is sometimes simpler to use a different type of detect¬ 
ability criterion. Let us consider, for instance, the so-called aural 

^ In the example of the measurement of a small current with a galvanometer, 
independent” means that the time intervals between the observations must be 
large compared with the correlation time. For radar signal pulses this independence 
is always assured, since the repetition period is always large compared with the 
conation time of the noise. 

*The subscript N (for ^noise”) diould not be confused with N the number of 
obttsrvatlons. 
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method’^ of detection. In Sec. 7-2 it was mentioned that the spectrum 
of the output of the video amplifier consists of a continuous part and a 
series of discrete signal’’ peaks. These discrete frequencies represent 
the power spectrum of the periodic series of signal pulses and are therefore 
spaced l/0o apart if 0o is the pulse repetition period. By using a filter 
with a bandwidth that is small comp^iered with l/0o, one of the discrete 
frequencies (for instance, the fundamental frequency l/0o) can be iso¬ 
lated, and we can try to listen to the output of the filter with an earphone. 
This is the aural method of detection. It is clear that the power in the 
signal peak has to compete with the power in the section of the continuous 
noise spectrum that is cut out by the filter. Therefore it is natural to 
assume that the signal peak is detectable if its power Ps is of the same 
order of magnitude as the power P.v in the segment of the continuous noise 
band. Or in a formula 

(36) 

where k' is of the order of unity. This criterion will be called the power 
criterion. 

On the basis of the power criterion [Eq. (36)], Van Vleck and Middle- 
ton‘ have analyzed the aural and also the meter method of detection. A 
short account of their work will be given in Chap. 9. The main point to 
be emphasized here is that the analysis of these methods of detection 
gives essentially the same result for the signal threshold. By the word 
“essentially” is meant that in the different methods, the dependence of 
the signal threshold on the parameters of the signal, such as pulse length, 
PRF, and total number of pulses, will be the same. They can still differ 
numerically, which may sometimes be significant, but the difference 
cannot be made so large as one pleases by changing some parameter of the 
signal. This fact will be discussed in detail in Chap. 9; the main dis¬ 
tinction between the different methods is fundamentally a difference of 
the ratio of integration time to observation time. Or in other words, we 
let the detecting system do more or less integration before the human 
observation begins.' 

Of course, the different methods of detection are equivalent only if 
each method is pushed to the limit of its capacity. In practice this will 
almost never be done, and therefore the different methods will usually 
give different signal thresholds. Furthermore, in actual practice it will 
make a lot of difference at which point the human observation begins and 
whether it is visual or aural. 

> toe. eit. In the meter method of detection the output of the filter that selecte the 
flsipud peak ia rectified and recorded by some kind of' meter. The ahnoga of the 
average value of the motor deflection when the ugnal is present provides the method 
for detecting the sigmd. 
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The power criterion [Eq. (36)] is also used in the analysis of ^iie noise 
limitation in communication systems. The following distinction can be 
made between a detection and a communication system. In a detection 
system only the presence or absence of a signal has to be determined; 
therefore a c-w signal or a series of constant pulses can be used. In 
a communication system more than just a yes-or-no answer is required, 
and some sort of modulation must therefore be applied to the c-w signal 
or to the series of pulses. The frequencies and amplitudes of this 
modulation of the signal are the quantities to be detected. These will 
appear as a discrete line spectrum superposed on the spectrum of the 
noise and the unmodulated signal. For a sinusoidal modulation there 
will be only one such peak, and the detectability of this peak will depend 
on the ratio of its power to the continuous noise power with which it has 
to compete. The power criterion [Eq. (36)] is again applicable, and the 
theory is therefore similar to the theory for the aural method of detecting 
a radar signal. There is one important difference, however. The main 
result of the theory now will not be the determination of the minimum 
detectable signal power, but the dependence of the minimum detectable 
modulation c„,m on the ratio z of the unmodulated signal power to the 
noise power. It is clear that Cmm will be a monotonic decreasing function 
of Zj and it can be shown that for large z, Cmm « I/ 2 , whereas for small z, 
€mm « l/z^. Explicit expressions for Cmm as a function of z will be derived 
in Chap. 10 for some pulse modulation schemes and in Chap. 13 for the 
well-known a-m and f-m communication systems. 

7*4. What Is the Best Method for Detecting a Radar Signal. —In the 
previous section we mentioned that the visual and the aural methods of 
detection are essentially equivalent if each method is pushed to the limit 
of its capacity. The question arises whether or not with these methods 
of detection an absolute limit has been reached. In this section we shall 
show that this is not the case, so that there is still room for an essential 
improvement of the present detection methods. 

Suppose that one has a train of signal pulses which persists over a 
time 0. Let the repetition period again be Go, so that there are alto¬ 
gether N — 0/Bo pulses. Now it can be shown that under the best 
possible circumstances an average signal power i^min can be detected, given 
by the formula 



Here Jfc is a numerical factor of order of magnitude 1, and o-* is the average 
noise energy before the i-f amplifier. This noise energy is due to many 
causes but can olwajrs be considered as thermal noise with an effective 
temperatui^ so that » ikf*, where k i| the Boltsmann constant. 
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For the derivation of Eq. (37) we refer to Sec. 8*6 (visual observation 
method) and Sec. 9*6 (aural and meter detection methods). Here we 
only want to point out that Eq. (37) follows from the fact that the detect¬ 
ability of the signal depends for small signal strengths on the square of the 
signal amplitude. With the deflection criterion [Eq. (31fe)], for instance, 
the detectability of the signal depends on the shift of the average value 
of some function /(r) of the deflection r, which is caused by the signal. 
From the probability distribution of the deflection [Eq. (13)] it follows 
immediately that for small signals the shift of will be proportional to 

if S is the signal amplitude. As a consequence one obtains from the 
deflection criterion for the signal threshold an equation of the form 

^ (38) 

w Vn 

where the constant is of the order of unity and depends slightly on the 
type of second detector and on the shapes of the pulse and i-f pass band; 
W is the noise power after the i-f amplifier. Since Aam « Sh/Oo, 
W oc B<r^j N = 0/Bo and since for best performance Bt must be of order 
unity, ^ Eq, (37) follows immediately from Eq. (38). 

From Eq. (37) follows that the minimum detectable energy of the 
whole train of signal pulses is given by 

= hr^ ^ = fcr* VN. (39) 

Clearly Enin is usually much larger than <r® = kT*, since N is usually a 
large number. It seems unlikely that this is the best one can do. The 
detection system may be considered as an energy-measuring device, 
which has itself an uncertainty in energy of the order kT*. The detection 
of the whole train of signal pulses can now be considered as one observa¬ 
tion of the energy E, and one must expect that the detection can be done 
with almost certainty as soon as ^ is a few times kT*. This gives a limit 
for E that is much lower than Eq. (3) and in the authors’ opinion the 
absolute limit which one may ever hope to reach. 

The reason why with the present detection systems this absolute 
limit has not been reached can be traced to the fact that the present 
methods do not measure the total energy of the noise and of the series of 
pulses. To the authors’ knowle<^e only one system of detection has so 
far been proposed that really measures the received energy. Emslie’ 
has shown how this can be done in principle by letting the signal beat 
with a continuous wave, which is introduced into the receiver at the sewia 

^Cgr. Sec. 8^. 

* A. 0. SSoudie, "OoliereBt lategration,” RL Report No. 103.6, May 16,1944. 
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time as the signal pulses and which has always the same phase relation 
with the successive signal pulses.^ If the amplitude of the coherent 
continuous wave is large compared with the rms noise amplitude, then the 
probability distribution of the deflection r will be Gaussian [Eq. (136)] 
with a variance 2W and with an average value 

+ + 2SC cos (40) 

where C is the amplitude of the coherent continuous wave and 0 the 
constant phase angle between the continuous wave and the signal. Of 
course, (7 )S, and therefore it is clear that the shift of the average value 

which is caused by the signal is porportional to the signal amplitude. In 
fact, from Eq. (40) follows 

fnj^s — Tn ^ S cos 0. (41) 

In contrast to Eq. (38) we now obtain from the deflection criterion for the 
signal threshold the equation 

S cos <t> const. 

W ■ w * 

Clearly, if the phase angle can be kept constant and equal to zero, Eq. 
(6) leads to a minimum detectable energy of the pulse train that is of the 
order kT*. 

7*6. Theory of the Ideal Observer.—The theoretical analysis based on 
the detectability criteria discussed in Sec. 7*3 leads to a formula for the 
signal threshold that contains a numerical factor k of order of magnitude 
unity which has to be found from experiment. The reason for this 
indeterminacy is, of course, that the minimum detectable signal is not 
defined strictly on the basis of a ‘‘betting curve.It seems desirable 
therefore to try to formulate a more fundamental theory, which will 
remove the ambiguity of the choice of detectability criterion and which 
will explain the betting curve and in this way determine the value of the 
numerical constant k. 

Referring again to our galvanometer example (Sec. 71), suppose that 
we know the probability distribution of the deflection r both when the 
current is present and when there is noise alone. Suppose, furthermore, 
that we do not know whether there is a current present or not and that 
we have to decide this question on the basis of N observations. The 
question then arises how to make use of these observations in the best 
possible way, so that the conclusion we draw from these observations, 
namely, whether the current is present or not, will have the best chance 

^ For further details about the coheimt continuous wave, which forms an essential 
feature of the so-called MTI system, C^ap. 12. ^ 
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to be right. We shall say that the ideal observer always makes use of the 
observations in this way, and we shall speak of the ideal observer criterion. 
Of course, even the ideal observer can make only a bet, but it is the best 
possible bet that can be made. The betting curve for the ideal observer 
will be completely determined by the probability distributions for the 
deflection r, so that the numerical value of the constant k can be deter¬ 
mined. To illustrate this Ave shall now consider a few examples.^ 

The ^^O'ff’-on” Experiment —Suppose that in a long series of trials a 
signal of given strength is presented to the observer on the average during 
half of the time. The observer does not know for any given trial whether 
the signal is present or not, and he has to decide this on the basis of N 
observations, which he is allowed to make during each trial. We shall 
assume that the time intervals between the observations are long enough 
to make the N observations of the deflection ri, r 2 , . . . , independent 
of each other. The problem is to find the criterion that in the long run 
will lead to the smallest number of errors. 

Let P(o,r) and P(s,r) be the probability distributions for a deflection 
r without and with the signal. The functions P(o,r) and P{s,r) are 
supposed to be known. The set of N observations ri, r 2 , . . . , rv during 
one trial may be represented by one point in a iV-dimensional observa¬ 
tion space.” Since the observations are independent, the probability of 
finding a definite set ri, r 2 , . . . , fiv is given by 

P(o,ri)P(o,r2) • • • P(o,rAr) (43a) 

or 

P(5,ri)P(5,r2) • • • P(s,rjsr), (43fe) 

depending on whether the signal is off or on. A detectability criterion is 
a division of the i\^-dimensional observation space in two regions, which 
may be called the off-region and the on-region. If the point representing 
the N observations in one trial falls in the off-region, the observer will 
decide that no signal is present; whereas if the point falls in the on-region, 
he will make the opposite decision. Clearly the probability for obtaining 
the right answer is given by 

Wi{s) * i I / • • • fdri • • • drsPM • • • P(8,r^) 

(on) 

+ J ••• J dri • * • drifP(0fri) • • • P(a,r>r)j (44) 

(off) 

^ It sbould be pointed out that the Ideal observer theory is practically identioal 
wHh the Neyman-Pearson theory of the best oriterion for testing a statistical hypoth- 
Cf; for instance, J, Neytnan, '*Ba«ic Ideas and Theory of Testing Statistical 
H^thetes/’ /. Boy. Stat Soc., 101, 292 (1942). 
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where the symbols (on) and (off) under the integral signs mean that the 
integrations are to be taken over the on- and off- region. The factor i is 
the a priori probability, which represents the fact that the observer knows 
that in half of the total number of trials the signal is present. The ideal 
observer will choose the off- and on-regions in such a way that the prob¬ 
ability Wi is a maximum. Writing Eq. (44) in the form: 

P(s,rO . 

' in on-region 
P(o,n) 

1 in off-region 


Wi{s) 


« Jv /O 



One sees that since the common factor [][ PiOyTk) is positive Wi will be a 

k 


maximum if in the on-region [J P(8yrt)/P{Oyry) > 1 and in the off-region 


r,)/P(o,rt) <1. Or in other words, for the ideal observer criterion 

t 

the surface in the observation space, which divides the off-region from 
the on-region, is given by the equation 

N 


n P(Syry) _ 

PM 


(46) 


Introducing the functions. 




^ N AT 

«(.,») - / ■■ 7 n *• * - X 


*-1 

AT 


AT 


(47) 


Rihv )=/•••/ n “ X 

0 it-i rTi 


where 6{x) is again the Dirac 5-function, the probability of success for the 
ideal observer can be written in the form 

= gj- (48) 

We diall postpone the further evaluations of this expression until we have 
considered some other examples. Clearly 


/ +• /•+« 

dyQ(«,») * / , 

Q{o,y) " B(o,y). 


( 49 ) 
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For ^ = 0, Wi, mmx(s) is therefore equal to ^ as it should be. For » oo, 
Q{s,y) will be different from zero only for large positive y, where as Ris^y) 
will only have appreciable values for large negative values of y. For 
« —> 00 the integrals in Eq. (6) can therefore be extended to the complete 
range from — oo to +»; and because of Eq. (49) max(s) will then 
become 1, 

The Two-positions^^ Experiment .—Suppose that in a long series of 
trials a signal of given strength is presented to the observer on either of 
two positions with equal a priori probability.^ For any given trial the 
observer does not knov^ in vrhich position the signal is, and he has to 
decide this on the basis of the observations that he is allov^ed to make 
during each trial. Call the two positions a and 6, and suppose that the 
observer makes N observations of the deflection st each position. A 
detectability criterion is a division of the 2A“dimensional observation 
space in an (a)- and (6)-region. If the point representing the 2N observa¬ 
tions Taiy Tai, . . • , TaN, Thi, ^ 2 , • • . , nx falls in the (a)-region, the 
observer will decide that the signal was in the position a; whereas if the 
point falls in the (6)-region, he will decide in favor of position b. Since 
all observations are supposed to be independent, it can easily be seen that 
the probability for obtaining the right answer is given by 


W,(8) = i I in P{o,rak)P(p,ri,k) 


0 iC-1 


n P(s,r.,) 
P(o,r„,) 

Xdrakdnk\ ’V 

Xn P(8,r^.) 

llP(o,n.) 


for region (o) 


for region (6) 


The ideal observer will choose the (o)- and (6)-regions in such a way that 
Wt is a maximum-. From Eq. (8) it follows that this can be done by 
taking 

= n p(g,rw) 

P(o,r.<) 11 P(o,rM) 

f-i i-\ 

as the equation of the surface, which divides the (a)- from the (b)>region, 
and the probability of success for the ideal observer can then ^ written 
in the form 

^ dyQ{e,y) j ^ dyiB{fi,y^, (61) 

' This aieaiis,of course that in the average Ute sigoid appears an equal number of 
tiBMs on oi the ttro posiMons. 
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where the functions Q and R are defined by Eq. (47). For « = 0, 
R{o,y) = Q(o, 2 /); putting 

^ ^ jo 

Eq. (51) becomes 

W2,mmx(o) “ ^ dj9 = ~ 

as it should. For s —^ <x> the upper limit y in Eq. (9) can be replaced by 
+ 00 , and because of Eq. (49) it is clear that for « —> oo, W 2 , in«(s) 
approaches unity. 

The ^^m-positions” Experiment .—If the signal can appear on any one 
of m positions with equal a priori probability, an easy generalization of 
the reasoning for the two-positions experiment leads to the equation 




*(«) 


” /_ « /_ « ( 52 ) 


for the probability of success for the ideal observer. It can be easily 
seen that for s-^ WVm** approaches unity; whereas for s—> 0 , 
TFm.m»x —> 1/m, w’hich is the a priori probability for finding the signal on 
any one of the m positions. 

Calculation of the Betting Curve .—For the further evaluation of the 
functions H^m.mM(s), which represent the betting curves for the ideal 
observer in the different experiments, the functions Ris^y) and Q(«,y) 
must first be calculated. According to Eq. (13) one has^ 


P(o,r) = 


(53) 


With these functions it does not seem feasible to calculate Q and R from 
Eq. (47) exactly. However, since we are mainly interested in the part of 
the betting curve for which the signal is small compared with noise, we 
can put 


Therefore 


(?) 


1 + 


4TF* 


gr»«V4ir*_ 


log 


•-1 


PM 


NS* . S* 
2W iW* 


N 

.1’^- 


(64) 


* 5* « Of* 4“ /?•. The time chosen must correspond, of course, to the maximum of 
the defomed pulse. The shape of the pulse is not tiUcen into account. Equation 
(53) refers to the one-point ideal observer theory (Sec. J-3)» 
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Eq. (47) can be written 


4W* 


« AT N 

Q(s,g) dq = dq j • ■ ■ j Y\ P{«,n) ^ 


jb-1 

N 


N 


R{q) dq = dq j ■ ■ ■ j ^ P{o,n) ^ ^ 

0 k^\ 1«1 


(55) 


= Q(o,q) dq. 


In this approximation the ideal observer bases his judgment therefore on 
the distribution functions of the mean-square values of the N deflections 
ri, r 2 , . . . , riv with and without the signal. Using Eqs. (53) the 
integrals in (65) can be calculated exactly, and one obtains 


2W 


from which follows 
9 


Qi.B,q)=^e 

1 (NqV-^ N 
~ (N - 1)\\2WJ 2V 

= j‘ dqQ{s,q) = S^ + 2W, 

(q - qy = fj dq{q- qyQ{s,q} = (S* + W). j 


(56) 


(57) 


If N is sufficiently large, Qis^q) can be replaced by a Gaussian distribution 
with the mean value and variance given by Eq. (57), and the integrals 
involved in the expressions (48), (51), and (52) for the betting curves in 
the different experiments can then be expressed in terms of the error 
function 


Erf (X) = 4= r 
V ^ Jo 

dt e-*\ 


The final results are {z == S^/2W): 

L Off-on experiment; 

t"')} 


Wx.^{z) = i|^H- Erf| 

(68fl) 

2. Two-poeitions experiment: 



Wt.^(,z) « + Erf 

(^•)i 

(58b) 
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3. m-positions experiment: 

Wn.. a«(2) = —^ dx e-*‘ 

Vir y - « 

These expressions may be compared with the experimental betting 
curves. In these curves the quantity plotted against the signal strength 
is usually not Wm, mw but 

Pm{z) == ^ _ 2 max 1). (^9) 


1 + 1ExI\x + ^zVN 


T 


Clearly Pm{z) will be zero for z = 0 and approach unity for z x. 
Defining the minimum detectable signal as the signal strength for the 
90 per cent point on the betting curve Pm( 2 ), it is clear from Eqs. (58) that 



The signal threshold is therefore inversely proportional to the square root 
of the number of observations. The constant Cm increases slightly with 
the number of positions. Since each point on the betting curve decreases 
in the same way with increasing N, it is clear that the width of the betting 
curve which can be measured by the ratio of the z values corresponding 
to the 90 and the 10 per cent point will be independent of the number of 
observations. The width depends on the number of positions; it decreases 
if m increases^ or in other words the betting curve becomes steeper if the 
number of positions increases. For a more detailed comparison with the 
experimental betting curves, compare Sec. 8*9. It should be emphasized 
that Eqs. (58) and their consequences hold only if the two approximations 
(a, z <5C 1, even at the 90 per cent point of the betting curve, and 6, N 
sufficiently large, so that the Gaussian distribution can be used) are valid. 
Especially the \/NAB,vf expressed by Eq. (60) depends essentially on the 
Gaussian approximation. For the two-positions experiment we have 
made a detailed investigation of the errors caused by the two approxi¬ 
mations. For N greater than 20 we found that the error in the signal 
threshold (defined by the 90 per cent point on the betting curve) is 
probably less than 10 per cent, so that under usual circumstances the 
error will be inappreciable. 

7*6. Mathematical Appendix. —We shall collect here a number of 
mathematical results, which are needed in different places throughout 
the book. 

The integrals occurring in Sec. 7-2 can all be performed by means of 
the general formula 

/: 


d9 cosntfe^""* 


2r(-!)•/-(«), 


(61) 
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/ 




2p'‘r(,» +1) 




—Y 

4p7 


(62) 


Here In{z) is the Bessel function of purely imaginary argument, and 
F(a, b] z) is the confluent hypergeometric function,* which is defined by 


F(a b-z) = 1 + -z + «(«+ I aja ^ !)(« + 2) z» ..... 

t'{a,b,z) 1 + 5* + 5(5 + 1) 2» + fe(6 + 1)(6 + 2) 3! ^ 

The asymptotic series for F(o, b; z) for large ncgatv<e values of z is 


(63) 


Fia,b-,z) 


_r(6)_ 

~ r(6 - a) 


-z)-“ 1 - ®- 


(a - b +_^ 
z 


a(a + l)(a - b + l)(o -6 + 2) , 
z* 


Often needed are the relations 


] (64) 


er‘F(a, b; z) = F(6 - a, b; -z), (65) 

^F(a, 6;z) =|F(o+ 1, 6+l;z), (66) 

and the recurrence relations 


zF 1,1 — bF 1,0 — bFoo, \ 

(zFi 1 = (fl — b)F 0,1 + bF 0,0, f 

abFi .0 = 6(a + z)Fo.o — zib — a)Fo,i, \ (67) 

oFi 0 = (2 + 2a — b)Fo 0 + (6 — o)F_i,o, i 

(6 - a)zFo.i = 6(z + 6 - l)Fo,o + 6(1 - b)Fo.-i, J 

where the symbol Fk,i is an abbreviation defined by 

Fk,i = F(ja + fc, 6 + f; z). 

If a is a negative integer, F{a,b; z) reduces to a polynomial in z. If both a 
and b are positive integers, F(o, 6; z) can be expressed in exponential 
functions and polynomials in z. If a is a half integer and 6 is an integer, 
F(a, 6; z) can be expressed in Bessel functions /^(z) and exponratial 
functions ci z. Since in the literature the results are crften expressed in 
this way, we shall give here a list of some of tl^ese identities: 

* Tlie usual aotation is 6; z). For the integral (62) see G. N. Watson, Theory 
of Bated FvneUoiu, Cambridge Unhrenity Press, 1M4, p. 894. 
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I, (l) + /. (l)]. 

(1 -«)7.(|)+ /.(?)], 

Mi)-''©} 

(1 + 2)/o + Zl\ j' 

22 l)/o (l) + (!«“ + 


Tables of F(o, 6; z) for half-integer values of a and integer values of b can 
be found in the Report of the British Association for the Advancement of 
Science, 1927. 




CHAPTER 8 


PULSE TRAINS IN INTERNAL NOISE 

This chapter will present experimental and theoretical results dealing 
with the determination of threshold power for a signal consisting of a 
train of pulses. A superheterodyne receiver will be assumed in which the 
noise is of the variety discussed in Chaps. 4 and 5; for threshold signals in 
external noise the reader is referred to Chaps. 11 and 12. Furthermore, 
in the interests of simplicity, only the results obtained in using a deflec¬ 
tion-modulated, or type A, oscilloscope will be considered here. The 
intensity-modulated display is discussed in Chap. 9. 

8-1. Standards for the Measurement of Signal Power. —The compari¬ 
son between signal and noise power is most conveniently drawn in the i-f 
anplifier after the restriction in i-f bandwidth is made. At this point, the 
signal-to-noise power ratio is affected by both the i-f bandwidth and the 
noise figure of the receiver; therefore, both these quantities must be 
accurately known in order to calculate the input power ratio. This 
calculation, however, is very simple. As pointed out in Sec. 51 the 
noise power Pn in the receiver at any point is given by the relation 

P^^GFrkTAf, ( 1 ) 

where 0 is the total power gain of the receiver up to the point in question. 
Ft is the noise figure of the receiver expressed for a particular temperature 
3P, and h is Boltzmann^s constant. Although (? is a function of the 
frequency, a mid-frequency value will suffice here. To be absolutely 
correct, the bandwidth A/ must be measured in a particular way; it is, 
in fact, calculated from the relation 



where A/ is the amplitude response of the receiver at a particular fre¬ 
quency /, normalised to unity at midband. Equation (2) is introduced 
because the various noise components in the receiver are independent, 
hence add in power or in the squares of the amplitude functions. This 
assumes (nearly always validly) that the original noise is uniformly dis¬ 
tributed throu^out the frequency range. 

The measurement of bandwidth by means of Eq. (2) is tedious and 
usually difficult* It is much more convenient to measure the bandwidth 
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simply by the frequency interval between points at which the receiver 
power response is one-half its maximum value or its amplitude response 
is \/2/2 times its maximum value; this half-power bandwidth is denoted 
by B, The differencie between B and A/ depends upon the shape of the 
response curve; this in turn depends upon the type of receiver and type of 
interstage coupling. Because of the linear rehitionship between r-f 
and i-f voltages in the superheterodyne receiver (see Sec. 2-2) we may 
assume the bandwidth limitation to occur in either the r-f or i-f amplifier. 
It is customary in either case to use a number of simple networks that 
restrict the bandwidth; these networks are usually single-tuned, that is, a 
single inductance-capacitance-resistance mesh, or they are multiply 
tuned, that is, a number of coupled resonant meshes. The coupling 
adjustment on multiply tuned circuits is often made so that the response 
is constant to the highest possible order in the neighborhood of mid band; 
this has several advantages besides giving a reproducible and calculable 
response curve. Foi a number of arrangements the differences between 
half-power bandwidths B and bandwidths A/ determined from Eq. (2) 
are shown in Table 8*1, taken from Stone’s report.^ 


Table 8*1.—Comparison of Noise Bandwidths and 3-db Bandwidths^ 


Type of coupling 
circuit 

No. of stages 

Noise band¬ 
width A/ 

3-db band¬ 
width W 

t 

Ratio, db 

Singly tuned 

1 

3.14 

2.000* 

1.95 


2 

1.57 

1.286 

0.85 


3 

1.18 

1.02 

0.64 


4 

0.986 

0.868 

0.55 

Doubly tuned 

1 

2.221 

2.000* 

0.46 


2 

1.67 

1.604 

0.2 

Triply tuned 

1 

2.096 

2.000* 

0.2 

Quadruply tuned 

1 

2.038 

2.000* 

0.08 

Quintuply tuned 

1 

2.020 

2.000* 

0.04 


*** Taken by definition. 


It can be seen that the two types of bandwidth determinations are nearly 
alike. Since the half-power bandwidth is so much easier to measure, only 
the half-power bandwidths B will be used in this chapter. 

Throughout the following discussion one further assumption will be 
made regarding the bandwidth B, namdiy, that it applies equally well to 
both signal and noise. This assumption is completely justifi^ if the 

* A M. Stone, BL BepiMrt No. 706, June W, 1M5. t 
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filter that is substantially responsible for B follows the source of noise. 
This condition prevails in nearly all microwave receivers and in nearly all 
well-designed receivers employing r-f amplification. For receivers in 
which this is not true, i.e., where the siernal bandwidth is less than the 
noise bandwidth, a reduction in noise, without an accompanying loss in 
signal response, can be brought about by the use of a final i-f filter. For 
best results this final filter should be made to restrict the noise bandwidth 
to the same value as the signal bandwidth. 

If we now measure the signal-to-noise power at some point in the 
receiver, we can calculate the input noise power by means of Eq. (1), 
noting first that the gain G is the ratio of signal power Ps in the receiver 
to the available input signal power Thus, 

nn = ^Frfc3’A/; (3) 

and as before, Af can be replaced by the approximate half-power 
bandwidth B. 

The advantage in using Eq. (3) to calculate input signal power is 
considerable. The noise figure is measurable by methods that do not 
involve large amounts of attenuation; one of these methods, which is 
quite accurate, simply compares receiver noise with noise of known power 
generated by a diode (see Chap. 5). The measurement of receiver band¬ 
width is straightforward; the comparison of signal and noise power is also 
usually straightforward, although certain precautions may be necessary. 
These precautions will be discussed when a complete experimental system 
for determining threshold signals is presented. The input power can 
thus be measured with good accuracy even though it is in the neighbor¬ 
hood of 10”^® watt; this measurement would be difiicult to make directly 
by means of a signal generator and a long-range calibrated attenuator. 
Furthermore, the ratio Ps/Pn, together with the bandwidth, determines 
the signal perceptibility. Two receivers having the same bandwidth and 
same shape response curves but different noise figures will have different 
signal threshold powers measured at their input terminals but, in the 
threshold condition, will show the same values of P«/Pjv. Therefore, in 
order that results may be universally applicable to all receivers, it is 
desirable to express threshold signals in terms of noise power in the 
receiver after the bandwidth restriction has occurred. 

Up to this point a method has been outlined whereby the threshold 
signal power may be computed from the receiver noise figure, bandwidth, 
and a universal parameter, which is, in fact, the signal-to-noise power 
ratio. It has been tacitly assumed that the signal is a train of puls^, 
which^is finite in length because of the limited time in which an ol^rva- 
tion must be made or because of scanning limitations. Scanning has 
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been discussed in Chap. 2 and is of special importance when the intensity- 
modulated display is used. It has not yet been stated, however, how 
the signal power can be measured or, more important, how it can be 
compared with receiver noise power. Furthermore, it has not yet been 
pointed out how the signal power can be adjusted to correspond to the 
threshold condition. These questions will be answered in the following 
sections. 

8*2. A (Synthetic) System for Experimental Purposes.—Since it will 
be useful in the discussion of experimental results to be presented in the 
following sections, a block diagram of a (synthetic) system is shown in 
Fig. 8-1. This system has been used at one time or another by Stone^ 
and Ashby, Meijer, Stone, Sydoriak, and Lawson^ to investigate the 
factors involved in signal discernibility for an A-scope display. It con¬ 
tains a pulse generator and synchronization circuit so that a series of 
pulses of controllable length, spacing, and number can be produced and 
the pulse power can be accurately compared with receiver noise power. 
In addition, the receiver, though a conventional superheterodyne, is 
arranged so that the i-f bandwidth is variable (in steps) over a wide 
range. A description of the various components and their functions 
follows. 

The production of a series of r-f pulses having all the characteristics 
of a mathematically perfect series of pulses is a goal yet to be achieved. 
Usually the emitted r-f energy has frequency modulation associated with 
it, and the pulse shape is not rectangular. Furthermore, it is usually 
found that the r-f pulse power is affected by the duty ratio or fraction of 
time during which the oscillator is energized, even though the voltages of 
the oscillator power supply are held constant. This effect is usually due 
to internal heating of the oscillator elements; variations in average heat 
cause variations in electrode spacing with consequent change in oscillator 
efficiency. The difficulty of frequency modulation mentioned above can 
be solved by taking extreme care with the shape of the modulator pulse 
used to excite the oscillator; the difficulty regarding the duty ratio was 
solved in the system shown in Fig. 8*1 by actually maintaining the duty 
ratio of the oscillator itself constant. This condition is achieved 
essentially by operating the signal generator at the highest PRF that is 
to be used and by operating the A-scope sweep at an equal or lower 
repetition frequency. Thus the information presented on the A-scope 
recurs at any desired sweep repetition frequency, or SEF; at the same 
time it is certain that the pulse power from the signal generator is inde-- 
pendent of the SRF. The variation in duty ratio brought about by a 
change in pulse length, however, still exists in this system; hence for each 

1 A. M. Stone, RL Report No. 708, June 22, 1945. 

* Unpublished. 
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A-scope 

{8, fbCUSr 

intensity, 
screen ^ 


Fio* S«l.^Blook dia«r»in of synthetic i^rstein. The parameters controlled in each eom^ 
ponent are shown in parenthetoes. 
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pulse length a calibration between pulse power and receiver noise power 
must be made. The independent control of the PRF and SRF has the 
additional advantage that for some experiments it is useful to operate 
the A-scope sweep more often than the signal pulse. In this way the 
pulse may appear on every other, every fourth, etc., sweep. This form 
of operation is useful in determining one of the effects of mixing the video 
signals of two or more systems. More will be said about this point later. 
There is therefore found in the top left-hand corner of Fig. 8’1 a syn¬ 
chronization unit that produces timing pulses determining both the PRF 
and SRF; these frequencies must be harmonically related to fulfill the 
functions described above. For convenience, the unit actually built for 
tests contains a 100-kc/sec crystal oscillator to provide initial stable 
pulses. A series of frequency-dividing stages is then used to halve each 
successive frequency. The resulting unit has available output trigger 
pulses with repetition frequencies from about 1 cps up to 100 kc/sec; 
all these frequencies are Iiarmonically related and can be used inde¬ 
pendently to form the PRF and the SRF. 

It has been noted that the signal is to consist of a finite train of pulses; 
the length of the train is determined by various factors, often chiefly 
connected with scanning. As we shall see in the following sections, the 
length of the pulse train, which will be called the signal presentation 
time has a profound influence on signal threshold power; therefore, for 
experimental purposes it must be controllable over a considerable range 
of values. To prevent the oscillator duty ratio from being affected by 6 
the following scheme was devised. The signal position, or range, on the 
A-scope is adjusted so that the signal normally does not appear; i.e., it is 
displaced outside the limits of the A-scope sweep. During the interval 6 
the signal range is changed to bring it into the visible region on the 
A-scope. This procedure does not affect the duty ratio yet presents the 
signal on the A-scope only during the desired interval. The apparent 
signal range is, of course, fixed by the time delay between the timing 
pulse operating the A-scope sweep and the timing pulse operating the 
signal generator. The device controlling the signal presentation time is 
shown in the upper right-hand corner bf Fig. 8-1. In addition to con¬ 
trolling this parameter it also functions, if desired, to provide a warning 
signal to the observer just prior to the signal presentation interval $. 
Since the function of this unit is to set the length of a train of pulses, 
accomplished in a scanning system by azimuth selection caused by the 
rotating antenna beam width, the unit is labeled ‘^azimuth selector.” 
Indeed, for experiments with the PPI, to be discussed in Chap. 9, it 
becomes an actual azimuth selector. 

In addition to presenting the signal on the A-scope for an interval 0 
it is. desirable to present it at one of a number undefined range positions. 
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This is a necessary part of the method by which threshold signals are 
determined. It has been pointed out in Chap. 7 that a theoretical 
betting^' curve exists; there is also an experimental betting curve with 
similar characteristics. To determine this experimental betting curve it 
has been found most desirable to obtain correlation results between the 
observer's estimate of signal range and the actual signal range. So that 
the observer may be unaware of the actual signal position, it is necessary 
for the signal to ocCur at one of several designated range positions. The 
chosen position must be independent of previous selections and must be 
selected by chance. More will be said about this procedure below, but 
it is pertinent to remark here that a synchronization unit is necessary to 
perform this random range selection and that control of the number and 
spacing of the positions is also required. This unit is show n in schematic 
notation at the top of Fig. 81. 

One other synchronization unit shown near the top left-hand corner 
of Fig. 8-1 needs explanation. It has been fcfiind that, when very small 
values of 6 are used, the total number of A-scope sweeps of noise, w’ith 
which the signal competes, extends beyond the interval 6. To test this 
point a commutator was used that allows the A-s(*ope to be triggered only 
during the given interval 6; under these conditions the signal presentation 
time is still and only during this interval is anything shown on the 
A-scope. The significance of this commutator will be discussed in 
subsequent sections. 

The receiver used in the system of Fig. 81 is a conventional microwave 
superheterodyne using a crystal converter. To the r-f input terminals of 
this converter are coupled the output of the local oscillator, the pulsed 
signal generator, and a c-w r-f generator, which is used in the comparison 
of pulsed signal and noise power by a method to be described below. The 
c-w generator and pulsed signal generator have associated with them 
respective attenuators in their output lines. These attenuators, of the 
waveguide-beyond-cutoff variety, have extremely good relative accuracy, 
but the absolute values of the attenuation are not easily measurable. 
Both the signal and c-w generators are well shielded; this precaution is 
essential in making any measurements at levels approaching receiver 
noise. The part of the receiver following the converter is of the greatest 
importance in the experimental work; it is here that there are many param¬ 
eters to adjust in the determination of optimum design. Some of the 
receiver parameters that may be expected to have an effect on signal 
threshold power are 

1. I-f bandwidth. 

2. Shape of i-f bandwidth. 

8, .Type of second detector. 

4 Video bandwidth. 
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6. Shape of video bandwidth. 

6. Video nonlinearity such as that caused by saturation or limiting. 

Presumably only the most important of these variables were, for 
simplicity's sake, investigated. It was expected that the shapes of i-f 
and video bandwidths would not greatly affect threshold signals, provided 
the shapes were those characterized by properly adjusted filters. There¬ 
fore, in the receiver shown in block-diagram form in Fig. 8*1, the i-f and 
video bandwidths were determined by filters of types that are commonly 
used but are intermediate in complexity between the simple single-tuned 
circuit and the highly complicated multiply tuned circuits. The i-f 
bandwidth is determined essentially by a single double-tuned stage, ^ 
whereas the video bandwidth is determined by a single shunt-peaked 
section. In addition to fixing these parameters a type of second detector 
was chosen and not thereafter varied. It is of the linear, or envelopey 
type, which in receivers is almost universally used to the exclusion of 
other types. Occasionally a parabolic, or square-law, detector is found; 
however, there is now some evidence that the type of second detector has 
only a slight effect on the signal threshold power. This will be brought 
out in Sec. 8*7. Therefore, in summary, the receiver consists of a con¬ 
verter, an i-f amplifier whose gain and bandwidth are controllable, a 
linear second detector with an output meter to record the average video 
level, and a video amplifier whose bandwidth and limit level are con¬ 
trollable. The output line of the video amplifier is connected directly 
to the A-scope or, for intensity-modulated measurements, through an 
additional limiting stage to the PPI. The additional limiting stage is 
desirable so that the A-scope and PPI can be operated at different limit 
levels. 

The description of the (synthetic) system is now complete except 
that the method by which the signal power is compared with noise power 
has not yet been explained. It might be thought that the signal power 
could be measured relative to noise by the contribution each makes in the 
output of the second detector, account being taken of the signal duty 
ratio. This is not the usual case; where the duty ratio is small, the 
contribution of a signal compared with that of the noise is unnoticeable. 
As the signal is increased in size to produce a measurable contribution, 
the signal pulses in the i-f amplifier become large enough to saturate the 
amplifier, thereby invalidating any measurement of the power. To 
overcome this difficulty the system showm in Fig. 8*1 was devised; the 
pulsed signal is first compared in power with a c-w generator, which, in 
turn, is compared with receiver noise. This latter comparison is easily 
made because the duty ratio of the c-w generator is unity. The pro- 

‘ A. M. Stone and J. L. liawson, ‘‘Theory and Design of Double-tuned Circuits/' 
Blectrmie Ind,, April 1946, p. 62. 
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cedure is to adjust the receiver gain so that the second-detector output 
meter reads some fiducial value due to receiver noise only. The c-w 
generator attenuator is next adjusted so that the output meter increases 
its reading to times the fiducial reading. At this point the power in 
the i-f amplifier, produced by the c-w generator, is just equal to the noise 
power in the i-f amplifier. The factor^ \/2 comes about because of the 
linear detector; a doubling of input power results in a change in output 
amplitude of \/2* This procedure is valid only when there is a really 
linear second detector; this point can be checked experimentally by 
calibration against the attenuator associated with the c-w generator. To 
make the determination valid, receiver noise is made negligible by reduc¬ 
ing the gain of the i-f amplifier. 

The method by which the c-w generator power is made equal to 
receiver noise power has just been outlined, but the way in which the c-w 
power is compared with the signal power has not yet been mentioned. 
This comparison can be made by the following procedure. With the 
receiver gain reduced to the point that noise is negligible the signal is 
adjusted to an easily measurable amplitude on the A-scope. The c-w 
generator power (tuned to the mid-frequency of the signal) is then 
increased slowly until a flutter or ^‘beating” effect in the signal is 
observed. This phenomenon is due to the addition of signal and c-w 
voltages in random phase from pulse to pulse. When the c-w and pulse 
voltages are in phase, the resulting video signals ‘^beat” up to the 
maximum value; when they are out of phase, the video signals beat down 
to their lowest value. As the c-w power is increased, the signal on the 
A-scope is observed to beat lower and lower until it just beats down to 
the baseline. The c-w power that just produces this effect is easily repro¬ 
ducible, since the visual extension of the baseline can be estimated with 
great accuracy. A c-w power greater than this critical value causes the 
signal to beat below the baseline. This statement may seem surprising 
at first, but it must be remembered that the baseline does not represent 
zero video voltage but actually represents the steady rectified voltage 
produced by the c-w generator. Let us, therefore, examine the condi¬ 
tions under which the signal “beats'^ just to the baseline; this is clearly a 

^ Strictly speaking, this factor is not entirely correct because of the difference in 
the probability distributions of the amplitudes of noise and c-w signal. The output 
of the linear detector records the average rectified amplitude, which is proportional to 
the square root of power only for voltages that have similar amplitude distributions. 
The factor would apply strictly only to the case where rms voltages are recorded; 
therefore a correction factor should be applied that comes in because of the difference 
between rms and average voltages. For noise, this factor has been evaluated; to 
equalise c-w and noise power the fiducial reading of the output meter should be 
increased by a factor of 1.45 with the addition of c-w power instead of by the stated 
factor of V5. 
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condition in which the difference between signal and c-w voltage during 
the pulse is just equal to the c-w voltage represented by the A-scope base¬ 
line. This observation leads to the obvious conclusion that the signal 
pulse voltage is just twice the o-w voltage or that the signal power is just 
four times the c-w power. This condition, incidentally, is independent 
of the detector linearity; it requires only that the detector response be 
independent of i-f signal phase. The procedure, therefore, affords a 
high-precision method by which the signal power can be compared with 
the c-w generator power. In the use of the beating technique one impor¬ 
tant precaution must be observed, however. The i-f and video amplifier 
must have adequate bandwidth, enough properly to delineate the signal; 
otherwise the transient effect at the beginning and end of the signal 
arising from inevitable phase changes in the i-f voltage will cause a false 
reading. This effect is unimportant as soon as the i-f bandwidth is larger 
than about twice the reciprocal of the pulse length; the video bandwidth 
should likewise be correspondingly large. Therefore, in the comparison 
reading between signal and c-w voltages only the \vide-band i-f amplifier 
connection should be used. 

8*3. The Determination of Threshold-signal Setting.—A system has 
been described in which, once the attenuator setting is chosen for a 
threshold signal, the signal power can be measured in convenient units. 
This process is straightforward and requires no further refinements. 
However, the procedure by which the threshold signal is established is one 
in which considerable latitude exists; each investigator has usually seen 
fit to use a new procedure that generally has yielded slightly different 
results. Apparently the process first used was to ask a number of 
observers to estimate the minimum detectable signal; the threshold signal 
was then assumed to be the average of their answers. It was found that 
the individual estimates differed by large factors, indeed so large that it 
was nearly impossible to obtain reliable averages. Furthermore, a given 
observer would usually change his estimate considerably from day to day, 
depending on such factors as A-scope trace intensity, focus conditions, 
and his own state of mind. His estimate of minimum detectable signal 
would also be greatly affected by such factors as his previous training and 
by the degree of certainty that was required of his answer. Because 
of this sort of difficulty a method was sought that did not depend on the 
observer’s opinion. The type of answer required of the observer and the 
consistency with which his determinations were found to be repeated at a 
subsequent date indicate that the procedure outlined here constitutes 
such an objective method. Furthermore, different observers, when 
properly trained, all obtain virtually the same results. The method is 
essratially one in which the observers’ answers are correlated with some 
desired parameter of the signal In the case of ^he A-scope such a param- 



186 


PULSE TRAINS IN INTERNAL NOISE 


[Sec. 8-3 


eter is the range position of the signal; in the case of the PPI azimuth 
position could also be used. In the former case the signal is made to 
appear at one of several definite range positions, and the observer is 
asked to guess the correct position. His guesses are then correlated with 
the actual known positions in order to find out whether or not the signal 
is perceptible. This procedure minimizes the judgment required from 
the observer; he is not required to judge whether or not the signal is 
visible but only which of several given positions is most likely to contain 
the signal. Since this type of correlation is statistical in nature, a num¬ 
ber of observations must be made; in order that each guess be independent 
of preceding observations, the range position of the signal must be ran¬ 
domly selected. It is expected theoretically, and found experimentally, 
that the signal threshold power depends upon the number and spac*ing of 
these range positions. A large number of positions increases the threshold 
power slightly; a small number of positions complicates the analysis 
because of chance lucky guesses. For most of the experiments to be 
described in the next two sections six positions have been used; where the 
effect of number of positions is studied, however, this restriction obviously 
does not apply. 

It is found experimentally that there is a "'twilight'' region where the 
signal can be detected only part of the time. The fraction of time in 
which the signal is seen can be obtained from the correlation between 
guessed position and actual position as outlined above; this fraction 
increases continuously with increasing signal. The result is analogous to 
the "betting" curve of the theoretically ideal observer described in 
Chap. 7 and indeed appears to differ from it in only two respects; viz., 
the actual observer appears to require a slightly higher value of signal 
power than the ideal observer, and the betting curve seems to have a 
different width (where the width is defined by the relative signal power 
change from 10 to 90 per cent correlation). The width of the twilight 
region is usually smaller than that of the ideal observer, although if 
conditions of severe video limiting are experienced, the experimental 
twilight zone becomes very large. These two general observations are 
not at all surprising. For example, the first amounts to saying that a 
human observer is not so eflSicient as the theoretically ideal observer. The 
second observation is expected when due allowance is made for the effects 
<rf contrast limitation in the human observer and for saturation effects 
in the video system. These points will be considered in later sections. 

A typical experimental betting curve is shown in Fig. 8-2 in which the 
correlation fraction, after the theoretical number of chance lucky guesses 
is subtracted, is plotted against relative signal power. The signal power 
IS expressed in decibels relative to the noise power in the receiver with a 
l.(KMc/8eo i-f bandwidth; and as can be seen, the conditions in the 
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experiment were chosen so that the entire betting curve occurs for signals 
smaller than noise power. Each experimental point on the curve was 
obtained from 20 observations (guesses); hence there is still considerable 
statistical scatter in the points. A 
reasonably smooth curve, however, 
can be drawn through the points, 
and it is not difficult to specify the 
signal power for a given correlation 
fraction. This specification can be 
made to within 1 or possibly 0.5 db 
in relative signal power. As can be 
seen from Fig. 8-2, however, such 
a specification requires about 100 
individual observations; unfortu¬ 
nately this is the price that must be 
paid to achieve a quantitative 
measurement of threshold signal. 

The total time spent in obtaining 
experimental data for threshold 
signals is therefore considerable; yet it is felt that the final results can be 
trusted only when such pains are taken. 

So that the reader can appreciate the type of measurement just 
described, a series of photographs typical of an actual experiment have 
been made of an A-scope wdth six possible signal range positions. These 
are shown in Fig. 8*3 with the six possible positions shown below each 
picture as a row of tiny white dots. The conditions under which these 
photographs were made are unimportant in the present discussion. In 
Fig. 8-3a one photograph is shown where the signal occurs at randomly 
selected positions but in which the signal-to-noise power ratio was set at 
6 db. In Fig. 8*36 the same conditions apply except that the signal-to- 
noise power ratio was set at 0 db. Likewise, for each of the series shown 
in Fig. 8*3 a different signal power was used. It can be seen that as the 
signal is reduced in size, more and more difficulty is experienced in 
locating it. The reader is invited to try his hand at guessing the correct 
positions for all the photographs in order to construct a^betting curve; the 
correct answers are given on page 188.^ A samjple betting curve, derived 
from Fig. 8*3, is shown in Fig, 8*4, in which the correct number in each 
category is plotted against the relative signal power. This number is 
plotted directly, without first subtracting the chance lucky guesses; the 
procedure gives a slightly distorted betting curve but is simpler to use in 
illustrating the results. The coded points shown in this figure are those 
obtained by four independent skilled observers. 

^ Signal position answers to ¥lg. 8*3: ^, 



-14 -12 -10 -8 -6 

Signal power in db relative to noise 
power in a band equal to 

Fio. 8*2.—Experimental “betting*’ curve. 
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Because of the existence of a twilight region for signal thi’eshold power 
it is not possible to speak of a threshold signal without referring to the 
entire betting curve. This is an extremely tedious procedure; it is 
ordinarily sufficient to refer to some characteristic region of the betting 
curve. As an example we may refer to ihe signal power required to give 
a correlation of 50 per cent; this can be used as a criterion of threshold 
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power. An objection to the use of the 50 per cent point, however, is that 
it is far from the point at which the observer thinks he can see the signal; 
the latter signal strength is probably nearer the one operationally useful. 
For this reason it is usually more desirable to specify the signal required 



(o) Signal - noise + 6 db 

Fia. 8’3.—Oscilloscope photographs with signal in random positions. 


to give a large correlation; a figure of 100 per cent would be nearly ideal 
were it not for the extreme difficulty of finding it. It seems from Fig. 
8-2 that a correlation of 100 per cent is reached rather abruptly, yet the 
shape of the betting curve between 80 and 100 per cent correlation is not 
well defined by the experimental points; indeed the statistical fluctuations 
in this neighborhood are so large that the shapq oi the curve as drawn is 
not necessarily correct. Strictly speaking, it is likely that a correlation 
of lOd per cent is never quite achieved, analogous to the situation in the 
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CO Signal noiae - 4 db (o) Signal noise - 5 db 

Flo. 8^3.*>*-08ciUosoope photographs with dgnat in random positions. (Continued*) 













192 


PULSE TRAINS IN INTERNAL NOISE 


[Sec. 8*3 


betting curve of the ideal observer described in Sec. 7*4. For all practical 
purposes, however, the correlation becomes 100 per cent very abruptly. 
Nevertheless, because of the statistical difficulty of determining a practi¬ 
cal 100 per cent point, it is felt that a correlation of 90 per cent represents 
a more useful figure. At this correlation a skilled observer can feel that 
he really sees the signal at least a significant part of the time. It will be 
convenient to refer to the signal power required to yield 90 per cent 
correlation as which will also be considered to be the threshold signal 
unless explicitly stated otherwise. The second subscript will alw’ays refer 
to the percentage correlation, so tliat if other correlation criteria are 
temporarily used, their meaning will be obvious. 



Signal power In db relative to noise power 
in a frequency band equal to i/r 


Fig. 8*4.—Sample betting curve derived from photographs of- Fig. 8-3. 
System parameters: Key: 

Bt ws 1.1 A Observer A 

ar « approximately optimum Q Observer B 


PRF « 400 pps 
Exposure time » 0.1 sec. 


O Observer C 
• Observer Z) 


It is desirable at this time to reiterate the point of view that is taken 
in setting up the procedure for determining threshold signals. The aim is 
to establish accurate criteria by which the effect of various system param¬ 
eters on threshold signal can be studied. It is not desired to study the 
observer himself, especially as to methods of training or methods that 
would make his job easier or less tiring. It is true, however, that certain 
characteristics of the observer become inextricably entangled with param¬ 
eters of the system, and these characteristics can be most readily 
studied by means of the suggested correlation technique. Most impor¬ 
tant of all, no real attempt has be^ made to study the observer’s reactions 
to different situations. We must recognize that an observer sear ching 
iat a weak signal will not report such a signal unless he is psychologically 
sure of its existence. The strength of signal required for psychological 
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certainty depends upon many factors. Some of them are (1) the impor¬ 
tance of correctly reporting the signal, (2) the number of mistakes that 
have been previously made, (3) the observer's state of alertness, (4) 
previous amount and type of training and practice, etc. These factors 
are extremely important in any operational situation; however, they are 
not pertinent to a discussion of the system parameters that affect threshold 
signals. 

8*4. System Parameters and Scaling.—^I^et us list the various system 
parameters that are expected to have an effect on signal threshold power. 
It is not intended to be a complete list, but it probably contains most of 
the important quantities that pertain to a relatively straightforward 
receiving system containing an A-scope indicator. For more complicated 
systems, such as the MTI system described in Sec. 11*5, it is obvious that 
additional parameters will be introduced. In Table 8*2 there is listed 
beside some of the parameters a symbol that will represent that param¬ 
eter. The variables are listed in groups, each group generally being 
associated with some part of the receiving system. 

The scanning variable is of special importance in the discussion of 
intensity-modulated indicators presented in Chap. 9. For the A-scope, 
however, matters will be simplified by neglecting the shaping of the 
pulse train resulting from the antenna beam pattern. The pulse train 
will be assumed to be of constant amplitude but of length $ as is listed in 
Item 5 of Table 8*2. 

A blind investigation of the effect of each variable for various condi¬ 
tions of all the other parameters would assume prodigious proportions 
indeed, but a rough estimate of the number of observations required to 
complete the problem can be made. Assuming that each parameter is to 
be set to each of five values and that a single determination for threshold 
signal requires about 100 observations (see Fig. 8*2), we arrive at the 
astonishing result that about 10^® observations need to be made. This 
fact is convincing evidence that every effort must be made to simplify 
the problem and to investigate only those parameters which are expected 
to have a relatively pronounced effect on threshold signals. This 
simplification will be carried on to a large extent, and the justification for 
such simplification is indicated below. The numbers preceding the 
following paragraphs correspond to items in Table 8*2. 

1. The pulse power Ps is, in fact, the dependent variable that we wish 
to find. It is affected, of course, by the definition of threshold 
signal made in the preceding section as well as by all the other 
system parameters. 

3. The pulse shape is relatively unimportant. Almost all pulses in 
common use have a rectangular shape; for this reason other shapes 
will not be considered. ^ 
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6. The receiver noise figure F has been disposed of in Sec. 8-1, although 
a knowledge of its value is required to compute final signal 
threshold power in absolute units. 

8. The shape of the i-f bandpass curve has already been discussed in 
Sec. 8-2; it is believed that its effect is minor as long as it arises from 
an “approved type of i-f coupling circuit. 


Table 8-2.—Parameters Affecting Signal Visibility 


Parameter 

Symbol 

Remarks 

The signal: 



1. Pulse power. 

Ps 


2. Pulse length. 

T 


3. Shape of pulse 

4. Pulse repetition frequency. 

fr 

Abbreviated PRF 

5. Duration of pulse train,. 

e 

Signal presentation time 

The receiver: 

6. Noise figure. 

F 

Abbreviated NF 

7. 1-f bandwidth. 

B 


8. Shape of i-f bandpass curve 

9. Type of second detector. 

i 

Linear, quadratic, etc. 

10. Video bandwidth. 

h 


11. Shape of video bandpass curve 

12. Video limiting or saturation 

13. Peceiver power gain. 

G 

Affects output noise (and signal) 

The indicator: 

14. Trace brightness 

15. Focus conditions 

16. Direction of sweep. 


level 

Vertical or horizontal 

17. Sweep rate or spt'ed. 

8 


18. Deflection sensitivity. 


Measured perpendicular to sweep 

19. Screen material. 

PI, P7 

Rate of decay—PI fast (or instan¬ 

20. Number of possibh* signal 

tions 

21. Spacing of signal position.s 

The human observer. 


taneous), P7 slow (few seconds) 

No properties listed hero, although 

Video mixing. 


they will be stated and discussed 
later 

No specific property listed here, 

Seaimmg. 


although the outputs of several 
systems can be mixed in various 
ways; this has an effect on thresh¬ 
old signals in each system 

It is assumed the pulse train is of 



constant amplitude for a duration 
Scanning actually causes a varia¬ 
tion in pulse amplitude during the 
pulse train 
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9. The type of second detector also has been mentioned in Sec. 8*2; 
only the linear detector was experimentally investigated, although 
in this chapter the quadratic detector is considered from the 
theoretical point of view. If the signal is smaller than noise 
power—condition generally experienced in threshold determina¬ 
tions—the linear and quadratic detectors are very nearly alike in 
signal perception sensitivity. 

11. Analogous to the case of the i-f bandpass curve shape, it is 
expected that the shape of video bandpass curve has little effect 
on threshold signals. To be explicit, the shape of the video 
bandpass curve will be assumed to be that of a single shunt- 
peaked stage. This means a power-response law proportional 
to 1/(1 + f^)y where f is the frequency. 

Of the remaining quantities it is possible to combine terms 6, 12, 13, 
and 18 into two useful and suitable variables. The noise figure (6), 
receiver gain (13), and video limiting voltage (12) essentially fix the 
fraction of the video noise distribution that is lost in the limiting process. 
It is therefore more useful to express the limit level directly in terms of 
the average noise voltage (before limiting); this ratio will be denoted by 
the symbol L. 

Limiting is important only when a substantial fraction of the noise 
probability distribution is affected. Such limiting needs to be introduced 
only when an intensity-modulated display, such as the PPI, is used; it is 
necessary to prevent defocusing of the beam spot on the tube face for 
large noise fluctuations. For this reason the discussion of limiting will 
be* deferred until the next chapter, which deals with results obtained from 
intensity-modulated display systems. 

The noise figure (6), receiver gain (13), and A-scope deflection sensi¬ 
tivity (18) fix the average amplitude of noise as seen on the A-scope. It 
is more convenient to refer directly to this parameter than to the combina¬ 
tion of system characteristics from which it is derived. 

Let us consider a particular set of conditions where we examine in 
detail the geometrical picture on the face of the A-scope. This geo¬ 
metrical picture is composed of a number of overlaid traces; each trace 
for the purpose of visual inspection may be considered ‘Maid onto'' the 
screen instantaneously. There is a certain noise fluctuation in each trace 
whose spatial appearance is influenced by the receiver bandwidths B and 
bj by the average noise deflection, and by the A-scope sweep speed s. 
The actual appearance of the signal may be regarded as caused by pulse 
length r, the receiver bandwidths B and 6, and the signal-to-noise power 
ratio. Now let us consider the effect of an increase in pulse length by a 
factor and inquire if there are similar changes that can be made in other 
parameters so that the geometrical picture oa the A-scope may be left 
essentially unchanged.. 
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If the pulse shape as viewed on the A-scope is to remain unchanged, 
the receiver bandwidths must be scaled down by a factor and the sweep 
speed must also be scaled down by Since the total i-f noise power in 
the receiver is proportional to the i-f bandwidth, the receiver gain G must 
be increased by the factor This reasoning leads to the conclusion that 
for a given signal deflection the input signal power must be reduced by 
There is in addition one minor change that is necessary to keep the total 
trace intensity constant; because of the reduced sweep speed a reduction 
in the cathode-ray-tube beam current must be made, again by a factor 
It is clear that, when all these scale changes are made, the appearance of 
the A-scope face will be unchanged. We may write the old and the new 


Table 8-3.—Vamoits H( vling Parameters 


Old parameter 

Scaled paramet(‘r 

llnvariant parameter 

1 

Pulse length r. 

jSr 


I-f bandwidth B . 

BI0 

Bt 

Video bandwidth h . 

b/g 

In 

Sweep speed s . 

b/0 

8T 

Threshold signal power .. 

Pxjg 

Ps,oT or Ps,JB 


scaled parameters as shown in Table 8-3. Also shown in this table is a 
list of combinations of the scaled parameters that are invariant to the 
scaling; these quantities arc therefore much more suitable for ultimate 
use. The quantities Bt and br are dimensionless and usually have values 
within one or two orders of magnitude of unity. The quantity st is 
simply the geometrical length of the signal as it appears on the A-scope, 
and PsnT is the threshold signal energy. It will be noticed that only four 
variables now exist in place of five; this reduction has been effected by the 
scaling argument. We are therefore left with the following parameters: 

1. Trace brightness, average noise deflection; sweep parameters. 

2. Product of i-f bandwidth and pulse length Bt. 

3. Product of video bandwidth and pulse length br, product of sweep 
speed and pulse length st, focus. 

4. Pulse repetition frequency, PRF; sweep repetition frequency SRF. 

6. Signal presentation time 0, screen material. 

6. Attention interval 0a, number and spacing of possible aignn[ 
positions. 

7. Video mixing. 

These parameters are discussed in the following sections, where both 
experimental results and corresponding theoretical considwations are 
presented together. ' 
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8*6. Influence of Trace Brightness, Average Noise Deflection, Sweep 
Direction.—Before proceeding with the discussion, it is necessary to 
describe how the results are to be interpreted. When we speak of the 
effect of a single variable, we should like to mean the effect upon signal 
threshold power of changes in that variable when all other parameters are 
fixed at their most suitable values. The difficulty is now apparent—^just 
how are we to know a priori the most suitable values of these parameters? 



Trace obscured 
by 60-watt tight 
30 cm from screen 


Trace 

uncomfortably 

bright 


1 



Trace intensity in db 


(6) Expanded vertical scale 

Fig. 8-5. —Signal threshold va. trace intensity. 
System parameters: Key: 

Br » 1.2 A PI screen 

«T « 1.7 mm O P7 screen 

PRF = 3200 pps 
^ « 3 sec 


Fortunately this question is not vital, since it is found that the effect of 
one variable is not strongly dependent upon the values of the other para¬ 
meters. In some cases the ‘'most suitablevalue of a parameter will 
not always be its value for maximum signal sensitivity; this situation 
arises when the desired operating conditions prevent the use of the most 
sensitive value of the parameter. Throughout the following discussion, 
therefore, parameters will generally be fixed at values that have been 
found through experience to be reasonably close to the most useful ones. 

Dependence on Trace Brightness ,—An experiment has been performed 
in which the trace intensity was varied over a factor of 10®. Only a 
slight change in threshold signal was observed over the entire range. The 
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results are shown in Fig. 8*6, and the pertinent system parameters are 
stated in the figure legend. Unfortunately no absolute measure of trace 
intensity was available, but indicated on the abscissa are marks denoting 
the observer's reaction. It is obvious that the effect of trace intensity is 
minor, although one remark of importance should be made. This 
experiment was performed in a darkened room; it is expected that the 
effect of background illumination ^vill greatly disturb the low-intensity 
part of the curve shown in Fig 8*5. It appears, however, that as long 
as the observer can see the trace clearly, the signal threshold dependence 

Average noise amplitude in mm 
0.02 0.2 2 



Relative receiver gain in db 

Fig. 8*6. —Signal threshold power vs, receiver gain. The average noise amplitude 
is based on an estimate that this amplitude was 2 mm when the receiver gain was set at 
Odb. 

System parameters 

Bt = 1.2 Screen = PI 

ST « 0.7 mm Viewing distance « 30 cm 

PHF = 200 pps Vertical dimension 

$ s* 3.4 sec of focused spot = 0.5 mm 

on trace brightness is nil. This applies to both the PI (short persistence) 
and P7 (long afterglow) screens. The ordinate scale shown in this 
figure may seem confusing; it represents the signal threshold power 
expressed in decibels relative to the noise power. Since the noise power 
is a function of the i-f bandwidth, it is evaluated for a particular band¬ 
width; i.e., B = 1/t. 

Dependence on Average Noise Deflection .—This dependence has been 
established by specifically determining the signal threshold power as a 
function of the relative receiver gain. The results are shown in Fig. 8*6, 
where the ordinate again represents signal power in decibels relative to 
the noise power in a band equal to 1/r. The abscissa represents relative 
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receiver gain in decibels above an arbitrary level For a relative receiver 
gain of 0 db, the estimated average noise deflection on the A-scope is 2 
mm; since the second detector is linear, the average noise deflection for 
other gain settings can be calculated; this is shown on the top abscissa 
scale. 

The pertinent system parameters for this experiment are indicated 
in the figure legend. As long as the average noise deflection exceeds 
about 0.6 mm, the signal threshold power is independent of the average 
deflection. As the noise deflection becomes smaller, the signal threshold 
power rises; for very small deflections the signal threshold power is 
inversely proportional to the receiver gain. This is the result expected 
if we assume that in this region a given video signal deflection is required, 
independent of noise power. This assumption is certainly reasonable in 
view of the negligible amplitude of noise. 

Dependence on Direction of Sweep ,—It has been reported in various 
places that the direction of the A-scope sweep influences the threshold 
signal; one of these reports indicated a difference of as much as 4 db in 
threshold signal. The experiment has been repeated by Sydoriak, Ashby, 
and Lawson^ using the six-position correlation method of evaluation. 
The results show that the vertical sweep requires a signal substantially 
the same as that for the horizontal sweep. The observers felt, however, 
that the longer experien(5e obtained in viewing the horizontal trace had 
created greater psychological difficulty in viewing signals on the vertical 
trace. Lack of adecjuate training on the vertical sweep can easily cause a 
difference of several decibels in the threshold signal. We may now be 
assured, however, that there is no fundamental difference in signal per¬ 
ception on A-scopes that have different trace directions. 

8^6. Dependence on the Product of I-f Bandwidth and Pulse Length.— 
It is illuminating to look somewhat ahead and discuss qualitatively some 
features that are to be expected as a result of limitation of i-f and video 
bandwidths. The effect of i-f bandwidth limitation is somewhat different 
from the effect of video bandwidth limitation; this fact may seem sur¬ 
prising in view of the linear relationship bet\veen the modulation voltage 
of the i-f carrier and the video voltage. As has often been remarked, 
however, the linear detector records only the absolute value of the i-f 
envelope function; hence, with receiver noise that contains no carrier, 
cross-modulation terms develop. Video noise, then, even in a linear 
detector, is caused by the interaction of i-f noise components. The 
spectrum differs from the i-f noise spectrum. Hence the effect of reduc¬ 
tion of video bandwidth differs from that of reduction of i-f bandwidth. 
The highest important video frequency produced by the second detector 
is numerically equal to the i-f bandwidth B, since this highest frequency 

* Unpublished. 
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is the result of the interaction of the noise components at the two edges 
of the i-f band. Therefore once the video bandwidth h is larger than B, 
no effect of further widening the video bandwidth will be observable; this 
is a desirable condition for an experiment in which the effect of the i-f 
bandwidth is investigated. 

We are not so fortunate in fixing other parameters at appropriate 
values. Therefore in the resiilts that ar? to be presented a family of 
curves will be shown; each member of the family will represent different 
fixed conditions of other parameters. 

It has been remarked in Sec. 8*1 that the total noise power in the i-f 
amplifier is proportional to JS. This fact led to Eq. (3), which will now 
be rewritten in a more suitable form. A new parameter has been chosen 
for the signal threshold criterion because of its invariance to scaling, 
namely, the input threshold signal pulse energy rP^in- If we substitute 
B for Af in Eq. (3), we may write 

rPs^n = ^ BrFrkT. (4) 

Therefore, a measure of input signal threshold energy, which is inde¬ 
pendent of B, is the ratio of signal power to the noise power, the latter 
being evaluated where Br — \ (in other words, for a bandwidth equal to 
1 /t). This is the quantity which has already been plotted on the ordinate 
scales of Figs. 8-5 and 8-6 and which will be used throughout the following 
discussion of experimental results. 

Experimented Results .—The results, from a series of experiments by 
Sydoriak, Ashby, and Lawson, are shown in Fig. 8-7. The abscissa repre¬ 
sents Bt on a logarithmic scale, although the results were actually 
obtained with a fixed pulse length r of 1.0 X 10~‘ sec, by varying B in 
steps from approximately 10® to lO’^ cps. The ordinate represents the 
signal threshold power Pa,, expressed in decibels relative to the noise 
power in a band equal to 1/r. Several experimental curves are shown on 
the diagram; they were obtained for different values of the PRF and the 
signal presentation time 0. The bottom curve shown was obtained for a 
PRF of 3200 pps and a signal presentation time 9 of 3 sec; the other two 
curves in ascending order were taken for a PRF of 200 pps and 12.5 pps, 
respectively, with 0 fixed at 3 sec for both curves. The top curve is the 
result obtained for only a single trace on the A-scope. Also shown on the 
diagram is a line of 45® slope; this line represents the actual receiver i-f 
noise power on the same ordinate scale. Other pertinent system param¬ 
eters are stated in the figure legend. 

The experimental points were obtained by the three observers 
motioned; the results for each observer are coded. Each point on the 
diagram represents the average over several trials.' The restdts of about 
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10,000 individual observations are shown on this diagram. It is easy to 
see that the total spread of experimental points for a given condition is 
surprisingly small. Even more striking is the small difference between 
observers not only in the shape of the final curve but in its absolute value. 
This is good evidence that the six-position correlation method of evalu- 



0.1 0.2 0.4 0.6 0.81.0 2 4 6 8 10 20 


I-f bandwidth x pulse length, BT * 

Fiq. 8*7.—Signal threshold power va, i-f bandwidth times pulse length. 

System parameters Observers 

Pulse length. t -*1 /isec O 

Pulse length on screen.«r -■ 1.7 mm A J.L. 

Video bandwidth. h «= 10 Mc/sec □ S.S. 

Signal presentation time. ^-Ssec 

Oscilloscope screen. "Pi 
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ating threshold signals used in these experiments removes the necessity of 
nearly all psychological judgment on the part of the observer. 

The general form of the curve seems to be relatively unaffected by the 
different values of PRF and 6, but its absolute value is considerably 
altered. The significance of this will be brought out later. For the 
moment it is sufficient to note that the curv» has a broad, flat minimum 
in the neighborhood of Br = 1.2. For ^/alues of Bt much larger than 
this, the curve approaches asymptotically a line that is parallel to the 
receiver-noise curve. On Ihe other hand, for very small values of Bt the 
experimental curve appears to approach a line whose slope is — 1, showing 
that in this region the signal threshold power is inversely proportional 
to Bt. 



0.1 1.0 10.0 
l-f bandwidth x pulse length BT 

Fig. 8*8.—Signal threshold power vs. i-f bandwidth times pulse length. 
System parameters 

Pulse repetition fre(iueiu*y. PRF « 200 pps 

Signal presentation time. 6 = 3 sec 

Pulse length on screen. st — 0.05 mm 


It seems wise at this time to interject one word of caution in the 
interpretation of these results. The video bandwidth itself was made 
sufficiently wide so as not to suppress video frequencies produced by the 
second detector. The higher video frequencies, however, are not 
necessarily perceived by the observer with the same ease as the lower 
frequencies. This effect, which will be discussed at length in Sec. 8*7, 
depends on the resolution of the eye and, far more important, on what 
spatial separation of events as depicted on the A-scope face are most 
easily seen. Because of the spatial selection of the human eye and brain 
the observer may be considered as a type oi frequency filter; the connection 
between the frequency and the space function is made by means of the 
A-scope sweep. In this regard the observer may unwittingly limit the 
effective video bandwidth. This is indeed the case for the experiments 
depicted in Fig. 8-7. For the moment, therefore, it will be assumed that 
the results are valid only for the value of sr shown; i.e., st = 1.7 mm. To 
show how the curve looks for a widely different value of st the signal 
threshold power was measured as a function of Bt when the pulse length 
on the oscilloscope at was set at 0.06 mm. The result is shown in Fig. 
$‘8, where all parameters other than sr are the same as those for the curve 
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of PRF = 200 pps in Fig. 8*7. It 
can be seen that for a small value for 
ST the effect is to raise the curve in 
absolute magnitude and to flatten it 
somewhat. The curve does not ap¬ 
pear to approach the 45® line as 
rapidly for large values of Bt; this 
effect will be shown in Sec. 8-7 to be 
analogous to the effect expected by 
a restriction in video bandwidth, 
which from the above reasoning 
arises from the spatial discrimination 
of the observer’s eye and brain. 

These curves demonstrate that 
the effects of i-f bandwidth B and 
video bandwidth b become inextri¬ 
cably entangled. It is really not 
possible to speak of the effect of one 
of these parameters without bringing 
in the other. For this reason when 
we come to the discussion of video 
bandwidth and also of sweep speed, 
^ve shall find it convenient to study 
the effects of these quantities by 
curves of the type shown in Figs. 
8*7 and 8'8, 

The series of photographs shown 
in Fig. 8-9 has been prepared to give 
an impression of just what the ob¬ 
server sees when the i-f bandwidth 
is varied. In each photograph A- 
scope sweeps are shown with two sig¬ 
nals appearing, one at position 1 and 
the other at position 6. The only 
difference between successive photo¬ 
graphs is the value of Bt. As can be 


Fio. 8‘9.’—Anscope photographs illustralv- 
ing the effect of i-f bandwidth. The signal 
at position 1 is 5 db above noise power in a 
receiver of bandwidth 1/r. The signal at 
position 6 is 11 db above the same level. 

System parameters 
r ** 1 fiBec «r * 1 mm 

PRF ** 200 pps 6 * 0.2 sec 
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seen, the optimum value of Bt is in the neighborhood of unity. The noise 
changes greatly in character over the series of photographs. This is the 
result expected because of the change in video noise spectrum. The 
1-f noise has a much coarser and grainier appearance than h-f noise. 

Theoretical Interpretation. —Use will be made of the deflection criterion 
discussed in Sec. 7*3. For a square-law second detector there must first 
be calculated the shift of the average vilue — r% caused by the 
presence of a signal and the variance r% — (r^yfor the noise alone. From 
Eq. (7*146) derived in Sec. 7*2 it follows that the signal threshold is 
determined by 


{a^ + _ n 

2W " 


(5) 


where C is a constant.^ The numerator, as a function of time, represents 
the shape of the pulse after it has gone through the i-f amplifier. It is 
easy to see that the maximum value (occurring, say, at time t = ^o) will 

be of the form Syix)^ where >S? is the 
signal power before the i-f amplifier 
and f{x) is a function of x ^ Br 
which, for large x, becomes unity and 
which, for small x, is proportional to 
x^ (see Fig. 8-10). In fact, large x 
means that J5 » 1/r; hence the pulse 
is not deformed by the i-f channel, 
and the signal pulse power thus re¬ 
mains equal to SI. For small x or 
B <$C 1/r, the incoming signal energy 
(ciK Sir) will be reduced by the ratio B/{\/r) after passing through the i-f 
section, and the pulse length will then become of the order of 1 /B. There¬ 
fore, if Si denotes the average signal amplitude after the i-f amplifier, we 
have 

r 

or 

S\ = SI^BtY = Slx\ 

The daaominator in Eq. (5) represents the total fluctuating noise power; 
it is proportional to W and, therefore, to B, According to the detect- 

^ Cf, Eq. (7* 146); in addition we require that SIT*, which follows from the 

distribution function f e for noise alone. The constant C still depends 

on the number of observations (see Sec. 7-3) and is therefore nU of the order of unity 
but is usually much less than 1. ' 



Br. 
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ability criterion, the maximum signal power after the i-f narrowing must 
be a certain fraction of the fluctuating noise power for the signal to be 
detected. This condition leads therefore to a formula for the minimum 
detectable signal energy^ of the form 

= const, (6) 

where the constant has the dimension of energy and is proportional to 
kT, The function x/f(x) is proportional to x for large x and is propor¬ 
tional to l/x for small x; hence it must have a minimum for some inter¬ 
mediate value of x; this minimum value will turn out to be of the order of 
unity. 

For a linear second detector and for weak signals, we obtain,^ instead 
of Eq. (5), _ 

= 2 c = 1.045(7. (7) 

The signal threshold is therefore slightly higher than for a square-law 
detector, but the difference is only about 0.2 db, which is hardly 
observable. 

The exact form of the function/(x) in Eq. (6) will depend, of course, 
on the shape of the pulse and on the shape of the i-f pass band. Using 
the notation of Sec. 7-2, we can easily derive® from Eq. (5) 

' ./ + -^ ( 8 ) 

* The threshold signal power Pst used earlier in this chapter, is the same as aSJ. 
Since with the deflection criterion, the signal threshold is not defined in relation to a 
betting curve, the percentage of the number of successes is not specified; it would 
affect only the value of the constant in Eq. (6). 

* Using Eq. (7- 14a), we get for the shift of the average value of r caused by the 
signal 

rSI? - w = “*) - l] “ 

for small values of z — («* + /2TF. For the variance of r for noise alone we obtain 

^ - 2Tf - 

Equation (7) then follows from the deflection criterion [Eqs. (7*31)]. 

* Since the shape of the pulse before the i-f amplifier is symmetrical aroimd the 
mid-point, Pait) - 0 can be put in Eq. (7*1). In Eq. (8) there has also been intro¬ 
duced 

ao(0 « SoF{t). . 

The quantity Sl/2 is therefore the initial pulse power in watts: 0(f) is the Fourier 
transform of the initial pulse shape F(t). 
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This result will be written in terms of the minimum detectable average 
signal power Pmm* [instead of minimum detectable signal energy as in Eq. 
(6)]; since 


P 


00 


/_v 


where 0o is again the pulse repetition peno'l, it follows from Eq, (8) that 




( 9 ) 


To make the dependence on the bandwidth B and pulse length r more 
evident [in order to get the result in a form analogous to Eq. (6)] we write 


Z(/) = ^i(0 (10) 

The functions Fi{z) and Zi(u), respectively, characteiize, therefore, the 
shape of the pulse and of the i-f pass band. It is easy to show then that 
Eq. (9) can be written in the form 


c 2e^C X 

X mm 7Z ^7 77Z\^ 


where 


00 "fix}’ 

= J^’F!(z)dz, 


( 11 ) 


= ]Z,(u)l^du, y 

I /• + - |2 

fix) = a:* / (?i(mj:)Z,(«)«*'’“** t/M 

Gdr) = dzF,iz)e-^-'‘t, 

x = Br, e = 


Let us now consider a few examples.^ 

1. Gaussian pulse and Gaussian i>f pass band. Then’ 

F\{z) = Z\{u) == 

' Usually the pulse shape is rectangular; hence /^mm “ /Sjr/Oo « Psft/Oq; see also 
footnote on p. 206. 

*All these examples are somewhat academic, since for all of them the system 
function Z(f) cannot be strictly realized. Fpr all of them the shape of the deformed 
pulse wiU be symmetric around the maximum value, which occurs for U 0. 

* Hie numerical values of the constants a and ai depend on the way one defines 
the pulse length and the i-f bandwidth. Defining them as the length and width at 
the half-power points gives a ai - 1.18. ^ 
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All integrals can be easily evaluated, and we get 


00 2aai X 


( 12 «) 


The right-hand side is a minimum for x = aai/ir == 0.44 (with 
a = ai = 1.18), and the value of Pmm at this point is 


(Pm,n) 


min 


00 ‘ 


(126) 


2. Gaussian pulse and rectangular i-f pass band.‘ Then 


Fiiz) = 6-“**’, 
We obtain 

Pmin — 


00 


{-i 


for |?^1 < 
for liij > i 


4 -^ 

Erf“ 


where Erf ( 2 ) 


.2/v;/; 


(i) 


(13a) 


dt e”'* is the error function. The 


right-hand side is a minimum for x = 1.95a/7r = 0.72 (with 
a = 1.18), and the value at the minimiun is 


{P iniii)niin ~ 


2<t^C 
00 ' 


(136) 


3. Rectangular pulse and rectangular i-f pass band. We find 

(?) 


P min 


2cr^C T 
"^2 


i(.) - j' 


*•’(?)’ 


(14a) 


where Si{z) 
for X = 1.37, and 


dt (sin t/t). The right-hand side has a minimum 


iP mlii)n 


1.10 


2a^C 
Oo ’ 


(146) 


Graphs of OoPmin/^fr^C as a function of x ^ Br and as given by Eqs. 
(12a), (13a), and (14a) are shown in Fig. 8-11. 

In the experiments described in the beginning of this section, the 

^ The same result is obtained for the case of a rectangular pulse and a Gaussian 
i-f pass band. 




From these curves the maximum value of the deformed pulse can be 
determined for different values of B] and by the application of the 
deflection criterion [Eq. (5)], the signal threshold as a function of Br can 
be found. ^ The result is shown by the dotted curve in Fig. 8-11, from 
which it is seen that it differs very slightly from the case of a rectangular 
pulse and Gaussian i-f pass band. Since the calculations for a Gaussian 
i-f pass band are much simpler, from now on the double-tuned transi- 

* hi the calculations the overshoot shown in two of the curves of Fig. 8*12 was not 
taken into account; for these bandwidths the pulse was taken^to be undeformed. 
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tionally coupled amplifier will always be approximated by a Gaussian 
amplifier with the corresponding bandwidth. 

Figure 8*13 shows the comparison with experiment. The constant C 
was so chosen that the theoretical curve was an approximate fit to the 
experimental points for small x. The agreement is not very good; 
theoretically, the minimum occurs at about x = 0.7 instead of at a; « 1.2, 
as indicated by the experiments. The curve is, however, fairly flat 
around the minimum; hence this discrepancy is probably not significant. 
More serious is the disagreement for large values of x. For large x the 



Fig. 8*12.—Shape of square pulse after passing through a double-tuned, transitionally 
coupled j-f amplifier with different values of the bandwidth. 


theoretical curve is much steeper than the experimental data would 
indicate. This discrepancy is probably caused by the influence of the 
sweep speed. As will be explained in the next section, for a given sweep 
speed the finite resolving power of the eye is equivalent to a certain 
video bandwidth. If this video bandwidth of the eye^' is smaller than 
B and Br 1, then the detectability of the signal will be improved or 
the signal threshold will be lowered. From the influence of the sweep 
speed on the signal threshold the apparent video bandwidth of the eye 
can be estimated, and the sweep-speed correction can then be calculated. 
The result is shown in Fig. 8*13; evidently the correction removes to a 
great extent the disagreement between theory and experiment. 

This section is concluded with a remarkable theorem discovered by 
Wiener, Hansen, North, and Van Vleck independently. The theorem 
states that the best signal-to-noise ratio (or the lowest signal threshold) is 
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obtained if the shape of the i-f pass band is the Fourier transform of the 
pulse shape. Van Vleck then says that “the i-f is matched to the pulse 
shape.” When “matched” the value of the signal-to-noise ratio is then 
independent of the pulse shape.* This theorem is illustrated by the 
results obtained in Examples 1 and 2. At the minimum point for x the 
Gaussian pulse and Gaussian i-f pass band matched, since the Fourier 



0.04 0.06 0.1 0.2 0.4 0.6 1 2 4 6 10 20 

I-f bandwidth B in Mc/sac 

Fig. 8*13.—Signal threshold power va. Br for square pulses and Gaussian i-f pass band, 
comparison with experiment. Curve 1, infinite video bandwidth before correcting for 
sweep speed (6 *■ »). Curve 2, infinite video bandwidth after correcting for sweep speed 
(& » 2.2 Mc/sec). Curve 3, corrected for finite video bandwidth and sweep speed (6 * 0.5 
Mc/seo). 

The circles are experimental values obtained with 5 = 10 Mc/sec, and the square, for 
b « 0.5 Mc/sec. The vertical lines through the points show the experimental uncertainty. 

Pulse repetition frequency. PRF » 200 pps 

Pulse length. t=* 1 fxsec 

Signal presentation time. ^“3 sec 

Sweep speed. a = 2 mm//*8ec 

K « 0.0535 


transform of a Gaussian function is Gaussian. At this point, therefore, 
must have the smallest possible value. This is confirmed by Eq. 
(136); for a rectangular i-f pass band (which is ‘^mismatched'") we obtain 
at the minimum a value that is 12 per cent larger than for the Gaussian 
case. However, from these examples it can also be seen that the differ¬ 
ences are rather small; hence it will usually not be of practical importance 
to try to match the i-f pass band to the pulse shape. 

* If it is remembered (Parzeval theorem) that 

/ + «6 

FHt)dt « G^(J)df, 

and if is absorbed in Z(f), since this affects only the phase spectrum, then the 
proof of the theorem follows from Eq. (9) by the application of the so-called ‘‘Schwartz 
inequality.’^ Hie integralB are equal if Z(f) is the Fourier transform of F<0, and this 
is true for any F(t)* The cd^dute minimum of finOA is therefore 2(r*C/6o. 
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8*7* Effects of Video Bandwidth; Sweep Speed, Focus. —^As was 

mentioned in the last section there is a connection between the A-scope 
sweep speed s and the video bandwidth h. This connection is explained 
by the failure of the observer to see easily, on the A-scope, events that are 
spatially too close. This statement is equivalent to saying that he fails 
to see easily the high video frequencies, and therefore he constitutes a 



Fig. 8*14.—Signal threshold power t>«. i-f bandwidth times pulse length for a fast sweep 

speed. 

System parameters 


Pulse repetition frequency. . PRF « 200 pps 

Signal presentation time. . 6^‘=3 sec 

Pulse length on screen. «t * 1.6 mm 



l>f bandwidth x pulse length BT 

Fig. 8 * 16 .—Signal threshold power »«. i-f bandwidth times pulse length for a slow sweep 

speed. 

System parameters 


Pulse repetition frequency. PHF = 200 pps 

Signal presentation time. ^ “3 sec 

Pulse length on screen. sr * 0.06 mm 


kind of low-pass video filter. By the same sort of argument there is a 
connection between focus and effective video bandwidth. 

Experimentai Resvits ,—The video bandwidth b has less effect upon 
signal threshold power than does the i-f bandwidth. The effect can be 
most clearly appreciated by referring to Figs. 8*14 and 8'15. In Fig. 
8*14 is shown a family of three curves, each curve representing an experi¬ 
mental Br curve for different values of br. The top curve shows the 
result when fer is set equal to O.l; the lower curve, which is actually two 
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coincident curves, is the result when br is set equal to 0.6 and 10.0. For 
all these results the pulse length on the scope sr is 1.6 mm, the PRF is 200 
pps, and the signal presentation time 0 is 3 sec. These are essentially 
the same conditions applying to one of the curves in Fig. 8*7. It can be 
seen that for values of br greater than 0.5, no effect can be ascribed to 
this parameter. The curve for br = 0.2 i*' displaced to a higher absolute 
value and has a flatter minimum This effect is characteristic for 
restriction of the video bandwidth; it will be calculated quantitatively 
later on. 



Fig. 8*16.—Signal threshold power vs. video bandwidth times pulse length for a fast sweep 

speed. 

System parameters 

ST ** 1.7 mm PRF = 200 pps 

$ =3,6 sec Oscilloscope screen = P7 

Figure 8-15 shows similar results except that sr has been fixed at 0.05 
mm for all curves. The upper curve in this case corresponds to a value 
of br equal to 0.01; the lower curve, again really two coincident curves, 
applies for br equal to 0.1 and 10.0. In this case the effect of video band¬ 
width disappears when br exceeds 0.1. This result may be anticipated 
and explain^ qualitatively. When sr is small, the observer, because of 
lack of spatial discrimination on the A-scope face, acts like a video filter 
whose bandwidth is small. Thus, no effect will be observed by vary ing 
the video bandwidth in the receiver as long as the latter bandwidth 
exceeds the “ observer " bandwidth. On the other hand, if sr is increased 
to larger values, the “observer” bandwidth will increase a like amount; 
therefore, the effect of receiver bandwidth will be noticeable for larger 
values of br. 

These results can be presented in a different form. Figure 816 
shows the results of Fig. 8-14 plotted in a form in which the abscissa 
represents hr; each curve is taken for a fixed value of Br. Similarly, 
1%. 8-17 shows the same treatment of the results of Fig. 8-15. 

The ap{m>priate parameter connected with the sweep speed s is, of 
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course, the pulse length on the A-scope, sr. The effect of this parameter 
has been implied in previous discussion. From the sets of curves shown 
in Figs. 8-7 to 8*13, we can observe the effect of a reduction in sr from 
1.6 to 0.05 mm. This, however, does not give information concerning 
other values of sr. Accordingly, a threshold-signal experiment was per¬ 
formed in which sr was varied from less than 0.01 to 10 mm, with the 




0.01 0.02 0.04 0.1 02 0.4 0.6 1 2 

Pulse length on screen er in mm 

Fio. 8*18.—Signid threshold power vb. pulse length on screen. 
A-soope system parameters 
Bt - 1.2 
PRF - 200 pps 
6t “ 10 


results shown in Fig. 8-18. Two curves are given, the upper one cor¬ 
responding to the extremely short signal presentation time of 0.043 sec, 
the lower curve showing the results where the signal presentation time 
was equal to 3 sec. All other parameters were fixed in the two cases; 
their values are stated in the legend. 

It can be seen that the curves exhibit flat minima in the neighborhood 
of sr ie 1 nun. For both larger and smdler values of sr an increase in 
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threshold signal power is observed. For small values of sr the threshold 
signal power is proportional to The curve shows very clearly that 

the observer's eye and brain mechanism responds best to the signal when 
the latter is made approximately 1 mm in length. At a viewing distance 
of 30 cm this corresponds to a subtended angle of about 0.2®. For small 
values of sr the eye and brain still prefer^^iitially select events having a 
spatial separation of about 1 mm, which corresponds to attenuating the 
higher frequencies relative to the lower frequencies. The effective br of 
the eye and brain is therefore of the order of magnitude of $t. 

We are now in a position to reexamine the curves of Figs. 8*16 and 
8-17. Since the effective bandwidth of the observer's eye and brain is of 
the order of sr, we should expect in these figures that b will have little 
effect as long as it exceeds the value of st. This is precisely what is 
observed; the effect of br is only noticeable where it is smaller than sr. 

Both of the curves shown in Fig. 8*18 are of similar shape. This 
result might be expected at first sight, but closer retisoning shows that it 
is actually somewhat surprising. The top curve was obtained with only 
about eight signal pulses and therefore requires a signal power several 
times as large as the noise. The theory presented below concerning the 
dependence of signal threshold power on st holds strictly only if the signal 
power is small with respect to noise power. Nevertheless the top curve 
exhibits the same behavior as the bottom curve; the only difference that 
can be noticed, apart from the absolute value, is the slightly flatter 
minimum. 

Now that the effects of video bandwidth and sweep speed or, more 
properly, br and sr have been discussed, the effect of focus on the A-scope 
visibility may be anticipated. Poor focus is not necessarily of a simple 
variety; there may be, and usually is, astigmatism in the focus of the 
electron beam, which will producje a sharp line focus instead of a spot. 
As the focusing adjustment is changed, the line shortens and broadens 
until it becomes nearly a round disk; this procedure continues until 
another sharp-line segment is formed at right angles to the first one. It 
is thus possible to defocus in one direction without, at the same time, 
defocusing in an orthogonal direction. The degree of astigmatism can 
be made adjustable so that an experiment can be performed in which 
the effects of defocusing in a direction parallel to the A-scope sweep and 
in a direction perpendicular to the sweep can be separately studied. 

We should expect these effects to be different. Since defocusing in a 
direction perpendicular to the sweep is equivalent to smearing out signal 
and noise deflections, we should expect no pronounced effect until the 
spot size becomes comparable to the average noise deflection. Defocus¬ 
ing in a direction parallel to the sweep, however,^ is equivalent to over¬ 
lapping events that occur within the spot diameter. This is analogous 
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to the effect of spatial discrimination by the observer, and we should 
expect the results to be similar in the two cases. Furthermore, because 
the observer does not appear to be sensitive to events that occur within a 
spatial distance of much less than 1 mm, we should expect the effect of 
defocusing to be very small as long as the spot size in a direction parallel 
to the sweep is smaller than 1 mm. For spot sizes larger than about 1 
mm, the effect should be similar to that of a reduced value of st or br; i.e., 
the signal threshold power should be approximately proportional to the 
square root of the spot size. This conclusion assumes that the restriction 
of effective video bandwidth is caused primarily by the spot size and not 
by the receiver video bandwidth b itself. 



DeiTMmsbn of defocused spot in mm 


Fig. 8-19. —Signal threshold power va. focusing condition. The width of the pulse on the 
screen st = 0.06 nun is indicated by the arrow at point A, 

System parameters Key 

Bt 1.2 PllF = 200 pps O Defocusing parallel to sweep 

8T = 0.06 mm ^ » 3 sec A Defocusing perpendicular to sweep 


These conclusions are substantiated by experiment. In Fig. 8-19 
two curves are shown, the upper one corresponding to defocusing in a 
direction parallel to the sweep and the lower one corresponding to a 
defocusing in a direction perpendicular to the sweep. The abscissa 
represents the extent of defocusing, i.e,, the length of the small-line 
segment which is formed on the screen by the electron beam. The 
ordinate represents the signal threshold power expressed in decibels 
relative to the value of signal threshold power under focused conditions. 
Und^ the best condition of focus obtainable, the spot diameter was 
measured to be about 0.1 mm. The maximum defocusing available gave 
a spot length of approximately 3 mm. For this experiment the value of 
ST was made very small, i.e., 0.05 mm, so that the receiver video band¬ 
width b would not limit the effect sought. 

It is obvious from Fig. 8-19 that defocusing in a direction perpendicu¬ 
lar to the sweep has practically no effect on threshold signals. The 
maximum defocusing available produces a spot length comparable to the 
average noise deflection; by the argument that has just been given no 
pronounced effect is expected. Defocusing in a direction parallel to the 
sweep, however, causes a rise in signal threshold power; this rise sets in 
where the spot length is of the order of magnitude of 1 mm and continues 




216 


PULSE TRAINS IN INTERNAL NOISE 


[Sec. 8-7 


to rise with increasing defocusing. This situation is analogous to the 
effect of ST shown in Fig. 8-18. In that case the dependence of signal 
threshold power on the reciprocal of the square root of st was reached 
only for values of st that were very much smaller than 1 mm. 

Theoretical Interpretation .—If the video bandwidth is small compared 
with the i-f bandwidth, then instead of Eq. (8) there will be obtained for 
the minimum detectable signal energy ar equation of the form 

/S^r = const. ^ 7 -— y (15) 

where x — Bt and y = hr. The function N(x,y) is the fluctuating noise 
power, and ^H{x^y) is the maximum value of the pulse after it has been 
deformed by the i-f and video amplifiers. The qualitative behavior of 
these functions can easily be discussed. The function N is the square 
root of the area of the continuous noise spectrum* of r®. In Sec. 3-8 we 
saw that for a square-law detector, the ordinate of the continuous spec¬ 
trum at the origin is proportional to B. Therefore if the video bandwidth 
is much smaller than the i-f bandwidth (6 B)j then the area will be 
proportional to bB whereas, if B, the area will be proportional to 
Therefore the function N(Xjy) will have the asymptotic behavior 


X 


for j/ <3C r, 
for y» X. 


(16) 


The function H{x,y) has the same asymptotic behavior as the function 
fix) in Eq. (6) for any fixed value of y and reduces, of course, exactly to 
the function fix) if y'» x. Therefore, for fixed y, Hax^ for a; <K 1 and 
H — constant (independent of x) for x 1. On the other hand, it is 
easily seen that for fixed x, Hay for y Consequently, for fixed 

y, Pmia (or Sir) will be proportional to 1/x for x «: 1 and proportional to 
■s/x for X )5> 1; hence a minimum value will always exist. The region 
where Pmtaa \/i occurs when x » y. Of course, when y itself is ^rge, 
JPnto will be proportional to x in the region 1 x «: y, since in this case 
the video bandwidth will have practically no influence and the results of 
the previous section will hold. 

The dependence of Pmin on y for fixed x is more complicated. If 
X «: 1, from the asymptotic behavior of N and H we find that 
for y <K X and Pwsn = constant (independent of y) for y» x. The 
quantity will therefore be a monotonically decreasing function of y', 

1 By definition, N* r), - According to the deflection criterion [Eq. 

(7-la)l with / «. r» (gquare-Iaw detector). For noise alone the spectrum consists of 
the d-c term and the continuous part. From the general formula of Sec. 8'3 it foUows 
tiiat the area of the continuous spectrum is just the variance'of r*. 
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or in other words, if a; = 5r 1, then the narrowing of the video will 
always increase the signal threshold. This is no longer the case if a; ^ 1. 
Since Pw^al/y/y for 2 / <$C 1 and JPmina \/y for 1 <C 2/ <K a;, there will be a 
minimum for an intermediate value of y. Therefore, if then 

the narrowing of the video will at first give an improvement, continuing 
until jPmin reaches a minimum value. Further narrowing of the video will 
then again increase the signal threshold. If x decreases, then the mini¬ 
mum of jPniin as a function of y becomes less pronounced, and it disappears 
for X ^ 1, 

For a square-law detector it is not difficult to find an exact expression 
for the minimum detectable average signal power Pmm. We find that 


xnin 


2(r*C 

[1 


— 00 

^/l^v.d(/)P df, |2(/,)|^|Z(/-/01*‘ 


Qo 

J 


dhG{f{)G*{J, -f)Z(f,)Z*{f, -f) 

(17) 


The notation is the same as in Sec. 8*6; Zvid(f) is the system function of the 
video amplifier; to is the time at which the deformed pulse is a maximum: 
Zyidif) = from which it can easily be shown that the denomina¬ 

tor of Eq. (17) is real. To put Eq. (17) in the same form as Eq. (15) we 
must introduce, as in Sec. 8*6, the shape functions^ 


F«)=Fx(i); 

Then we can write 

00 ^ H{x,y)' 

N\x,y) ==xy dv \Z-., .wWl* 
• + « 


Z<J) = Z, (I); Z^U) = ^1. Vi. ({ 


j^^du\Z,{u)\^Z,(u-lv^ 


H{x,y) 


•,y) = j_ 


dv Zi, 


r -j- to 

I duGi(ux)Gi(ux — vy) 


Y = dzFliz); Oi(z) = " duFi(u)er^”'‘ 


As the first example let us consider the case where the pulse shape and 

»The video bandwidth h will always be defined as the width between zero frequency 
and the'upper half-power point. 
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the shapes of the i-f and video pass band are all Gaussian. Then 

F^{z) = Zi(m) = e—“’, = e S (19a) 

with a — 1.18. All the integrations can he carried out, and we obtain 




1 + 


22/ 
1 + 


r 

(5)'1[ 


1 + 


(5)'+!/■])“' <■“> 


— ^ 
“ \2a 


We can easily verify the qualitative behavior of Pmbx as a function of x 
and y, discussed in the beginning of thih section. For fixed y, Pmm, as a 
function of x, always has a minimum. For y —^ oo we again obtain the 
result of the previous section [Eq. (12a)]. Of special interest is the 
dependence of JPmiQ on y for fixed x. Putting dPtnm/Sy — 0, we see that 
at the minimum, 



This shows that for irx/a^ > 1, JPniia, as a function of y, has a minimum, 
which, as a function of x, is given by Eq. (20). For rx/a^ < 1, Eq. (20) 
requires an imaginary value for 2/m, which means that the minimum has 
disappeared. If irx/a^ = 1, one is just at the minimum point of the 
function f(x) [see Eq. (12a)], and the i-f pass band is just the Fourier 
transform of the pulse. This is in accordance with the general theorem 
of Van Vleck and Middleton,^ which states that if the i-f pass band 
is matched to the pulse shape, then any kind of video filter will increase 
the signal threshold. 

The proof of this theorem follows from Eq. (17). At the ‘^match 
point ^^(?(/) = Z*(/). Putting 


we see that 


y\f) = rf/i \z<ji)\m - /l)l^ 

XiJ) - ZV/)e*'‘/“F(/), 


Ct 


/_V dfXUWif) 


( 21 ) 

( 22 ) 


To find what video system function Z»m(/) will give the lowest wenn.1 
> J. H. Van Vleck and D. Middleton, J, Applied Pkye., ll, 940 (1946). - 
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and, from the Schwartz inequality, we then find that the best choice for 
X(/) is X(/) == F(/), which means, according to Eq. (21), that except for 
a nonessential phase factor the optimum solution is Zvw = 1, or no video 
filter at all. 

For the comparison of theory with experiment there will be discussed 
as a second example the case of a square pulse and Gaussian i-f and video 
pass bands. Then 

^.(2) {ij; 1^1 > t;} Z,{u) = (23o) 

and again a = 1.18. We obtain 


where 


4 - 1 

Gu (2xV + 4y*)^F{x,y)' 


(23b) 


F(x,y) - d, ,->• {Erf [+ Erf j, 

“ “ (a? v)’ ^ 


Table 8*4.— Values op (0/<r*C)Pmin for Different Values of x and y [cp. Eqs 

(236) AND (23c)l 

The numbers in parentheses are 10 X the logarithms to the base 10 of the numbers 
immediately above, i.e., a ^‘deciber^ value. 



0.1 

0.5 

1.0 

5.0 

10 

00 

0.2 

6.38 

5.01 

4.95 

4.95 

4.95 

4.95 




(6.94) 

(6.94) 

(6.94) 

(6.94) 

1 

3.88 

2.34 

2.33 

2.39 

2.39 

2.39 


(5.89) 

(3.69) 

(3.68) 

(3.79) 

(3.79) 

(3.79) 

2 

4.52 

2.84 

3.27 

4.15 

4.22 

4.23 


(6.55) 

(4.63) 

(5.14) 

(6.18) 

(6.26) 

(6.27) 

5 

6.45 

4.32 

5.53 

9.60 


10.5 



(6.36) 

(7.43) 

(9.82) 


(10.2) 

11 

9.34 


8.39 

17.2 


23.3 


(9.70) 


(9.24) 

(12.36) 


(18.67) 

15 


7.39 

9.55 

22.8 

26.3 

31.8 



(8.69) 


(13.58) 

(14.2) 

(15.02) 
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and Erf( 2 ) is the error function. In Table 84 is tabulated (0/o-*(7)Pmiii 
for different values of x and y, and in Fig. 8-20 the same quantity is 
shown as a function of y for Afferent values of x. We see that the 
qualitative behavior is again as expected. 



0.1 0J2 0.4 0.6 0.8 1 2 4 6 8 10 

V^bT 

Fig. 8*20. —Signal threshold power 0Pmm/<r*C vs, hr for square pulse, Gaussian i-f, and 
Gaussian video pass band; the different curves ore for different values of 5r. 

These results have been compared with experiment in different ways. 
In the first place they have been used to explain the dependence of the 
signal threshold on the sweep speed As mentioned before, the assump¬ 
tion that the human eye averages over a certain length I on the A-scope 
is equivalent to ascribing to the eye the characteristics of a low-pass video 
filter of width h » {s/l). The experimental result that for small values 
of 8 the signal threshold increases approximately as s-^y^ is then an immedi¬ 
ate consequence^ of the very general Eq. (16). Assuming that this 
** video filter of the eye” has a Gaussian shape,* we can use Eq. (23a) for a 
quantitative comparison with experiment, since the i-f pass band is also 
nearly Gaussian in shape. First we must determine the constant (7. 
This value has been determined from the experimental results giving the 
signal threshold as a function of a; = J5r for small values of x (see Fig. 
8-8). Since in these experiments b was much larger than J8, and also 

1 For y^XfN « \/iy> H y; thus ^mm « 

•This means that the **attention function'^ of the eye is also Gaussian, and we 
may define its width I as the «//. Usually s is express^ in millimeters per micro¬ 
second, BO that if we express b in megacycles per second, I copies out in millimeters. 
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since the video bandwidth of the eye can be expected to be larger than B, 
we can put y = qo in Eq. (23a) and, of course, obtain Eq. (13a). The 
experimental data are always expressed as the minimum detectable 
signal pulse power in decibels above the noise power for an i-f bandwidth, 
J5o = 1.0 Mc/sec. Since for a Gaussian i-f pass band the noise power is 


1 

a 





and since the pulse power is ^/S^, it is clear that the experimental quantity 
plotted is 


10 logio 



(24) 


From Eq. (13a) and Fig. 8*8, we find that for a 1-Msec pulse, an observa¬ 
tion time of 3 sec, and a PRF of 200 pps and for R < 1 Mc/sec, the best 



0.06 0.1 0.2 0.4 0.6 1 2 4 6 10 20 


Sweep rate in^ sec/min 

Fig. 8-21.•—Signal threshold power m. sweep rate; comparison with experiment. 


fit is obtained if C = 0.535. Using this value we can try to fit the experi¬ 
mental results of the signal threshold as a function of the sweep speed « by 
choosing a suitable value of I and putting y = sr/l in Eq. (9a). The 
result is shown in Fig. 8*21; I is found in this way to be 0.9 mm. 

Referring to Fig. 8*13, we can now correct the experimental results for 
large values of x. Since the sweep speed used was 2 mm/Atsec, the video 
bandwidth of the eye was 2.2 Mc/sec, and y is therefore comparable with, 
or smaller than, x and should have an appreciable effect on the signal 
threshold. For the theoretical curve, Eq. (23a) was again used (with 
C = 0.535, y = 2.2), and we see that tWe is satisfactory agreement 
between theory and experiment. In the same figure an experimental 
point determined for an actuaP video bandwidth of 0,5 Mc/sec is recorded. 
To compare this result with theory we must take into account the com- 

‘ In the actual experiment the PRF was 3200 pps. According to the square-root 
law (see Sec. 8-8), 6.02 db t- 10 logid (W/^)^l was added to the experimental result, 
and this value is shown in Fig. 8*13. 
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bined effect of the real video bandwidth and the video bandwidth of 
the eye 6,. It can easily be shown that, if all shapes are Gaussian, the 
combined video bandwidth h is given by 


62 


= JL + JL. 

hi ^ hi 


(25) 


We must therefore put y = 0.487 in E j. (23a), and there is then again 
agreement with experiment. 

Finally, in Fig. 8-22 a comparison with theory of the experimental 
results of the signal threshold as a function of the video bandwidth for 
different values of the i-f bandwidth B is made. The correction for the 
video bandwidth of the eye has been made according to Eq. (25), with 



0.1 0.2 0.4 0.6 0.8 1 2 4 6 8 10 

ysbt 

Fig. 8*22.—Signal threshold power va, hr with sweep-rate correction; comparison with 

experiment. 

I = 0.9 mm. The constant C was chosen somewhat larger (0,556). The 
agreement with experiment is not very good and, especially for 5 == 11 
Mc/sec, 6t, = 0.1 Mc/sec, there is the rather large discrepancy of about 
3 db. However more observations are clearly needed before we can be 
entirely sure that the discrepancy is real. 

8*8. The Dependence upon Repetition Frequency. Experimental 
Dependence on PRF .—Experimental results have already been presented 
in the previous section that demonstrate the effect of the PRF on the 
threshold signal. These results are shown in Fig. 8*7; however, it is 
convenient to plot the data in a somewhat different form. In Fig. 8*23 
is shown the threshold signal power as a function of PRF; the power is 
measured in decibels relative to noise power contained within an i-f band 
equal in width to 1 /t. The three curves represent different conditions of 
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i-f bandwidth; other fixed parameters are stated in the legend. It can be 
seen that the threshold power is very nearly inversely proportional to the 
square root of the PRF. However, it will be noticed that a slight flatten¬ 
ing of the lowest curve begins to take place at very large values of PRF. 
This is the first intimation we have had of the limitation of threshold 
signal by a phenomenon different from noise fluctuation, namely, contrast. 
When signals are much smaller than noise, the contrast between the 



Fio 8-23 

Pulse length on screen 
Video bandwidth 
Signal presentation tune 
Screen material 


—Signal threshold power vb PRF. 
Sv‘5tern parameters 


«T « 1 7 mm 
6 a* 10 Mc/sec 
0=3 sec 


PI 


average signal plus noise deflection and the average noise deflection 
begins to approach the value of contrast in light intensity that can just be 
discerned by the human eye. This figure has often been quoted as 4 per 
cent, but recent measurements show the 4 per cent figure applies for 
nearly ideal conditions only. At any rate, when the average noise 
fluctuation is reduced below this critical value, the signal must be recog¬ 
nized by contrast changes rather than by deflections exceeding noise 
fluctuations; hence the threshold signal is expected to be independent of 
PRF. This statement is not strictly true, however, for it assumes that 
the observer makes use of light intensity which is proportional jto the 
average video deflectioii., This is clearly not the case; the entire video 
amplitude distribution is visible to the observer, and he makes use of that 
part of it best suited to his needs. For a given small average signal 
deflection the contrast produced on the A-scope is a function of the part 
of the noise distribution under scrutiny. A conjtrast as large as desired 
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JPxa. S’34.—A-soope photogra|>2iB Ulusla'ttting elEeot of tlie 

PcMam I: Signal » noise + IQ <}b 
2: Signal m noise 4* 5 db 
$: Signal «• ndae 
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PositioA 4: Signal - noise - d db 
Position 6: Signal ■* noise — 10 db 
PositiQii 6: Signal •• nolBe — 15 db 
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can be obtained by looking high enough in the distribution. The 
essential price that is paid in this procedure is the small fraction of time 
that the video voltage is observed high in the distribution. However, if 
we are willing to wait long enough and have as many signal sweeps as are 
desired, enough observations could be made in the high part of the dis¬ 
tribution so that a proper statistical readixjg could be made. In this 
way, even with limited contiast discernibility, the observer should be 
able to see as small a signal as he pleases if enough signal sweeps are pre¬ 
sented to him. However, the dependence of signal threshold power on 
total signal sweeps will not follow the same lavr; it can be shown that 
when limited by contrast the signal threshold power changes only slightly 
with tremendous changes in the number of signal sweeps. We should 
expect the transition between the two regions of different behavior to 
occur for a signal whose video deflection is a few per cent of the average 
noise deflection, i.e., one whose i-f power is a few per cent of the i-f noise 
power. This expectation is substantiated by experiment; when the 
relative signal-to-noise power in the i-f amplifier approaches —10 or —15 
db, the contrast limitation becomes easily apparent. 

In order to demonstrate this effect and to give the reader a clear 
picture of the various processes involved, a series of photographs w^ere 
taken of the A-scope. These photographs (Fig. 8*24) differ from each 
other only in the number of sweeps that are recorded. In each photo¬ 
graph six signal positions are indicated along the base line by small white 
dots, but for this series of photographs the signal does not occur randomly 
on one of the six signal positions. Signals on the first position always 
have a power 10 db relative to noise power in an i-f band of width equal 
to 1/r. Similarly signals appearing on positions 2 to 6 have powers of 
+5, 0, —6, —10, and —15 db relative to the same noise power. In each 
photograph two signals occur on adjacent positions, so chosen that 
generally one signal is easily visible while the other one is not. As the 
weaker signal becomes more visible, through a change in the total number 
of sweeps, the stronger signal is reduced in intensity to the appropriate 
value and moved to the appropriate signal position. The various system 
parameters that apply to these photographs are stated in the figure 
legend. 

The first photograph shows a single A-scope trace, i.e.. Ns = I with 
signals occurring in positions 1 and 2. The stronger first signal is visible 
with some diflSculty, while the second signal is probably below the 
threshold value. As the number of sweeps is increased in the succeeding 
photographs, smaller and smaller signals become discernible; a reduction 
of threshold signal power of about 5 db is possible for every increase in 

by a factor of 10. This procedure continues untjl the si^al reaches a 
power df --10 db relative to noise. 
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The signal is visible in the first photograph (ATs = 1) because of its 
large deflection compared with chance noise fluctuations. In succeeding 
photographs the average deflection of all of the sweeps is used to indicate 
the signal. It is easy to see the smoothing effect of a large number of 
observations; indeed the pictures for > 10^ show almost no grain/' 
or roughness, caused by noise. It is also easy to see by the density of 
traces the probability distributions of video amplitudes due to noise. 

The reader has no doubt wondered why the abscissa in Fig. 8*23 
represented the PRF itself rather than the total number of signal sweeps 



Sweep recurrence frequency, SRF, in sec"^ 
Fig. 8*26.—Signal threshold power vs. SRF. 
System parameters 


Pulse length X i-f bandwidth. Rt * 1.2 

Pulse length on screen. =1.7 mm 

Signal presentation time. 0=4 sec 

Recurrence rate for sweeps containing signal. = 200 pps 


Ns given by the product PRF and signal presentation time B, Since we 
should expect the signal threshold power to be dependent only on Ns 
(which in this experiment is equal to Nn the total number of siveeps), 
it would seem better to use Ns directly as the abscissa. Unfortunately,, 
it is not so simple as this; for in the experiment whose results are shown 
in Fig. 8*23, we cannot yet be assured that the human observer can 
properly remember and integrate the sweeps over the complete signal 
presentation time ^ of 3 sec. This problem has been studied, and the 
results are presented in the next section. 

Experimental Dependence on SRF ,—In the experimental results just 
presented it has been assumed that each A-scope trace contains noise and 
the desired signal pulse. It is useful to remove this restriction and to 
examine the separate effects of the A-scope sweeps containing noise and 
the sweeps containing the signal. In what is to follow we shall assifine 
all sweeps to contain noise; the number of such sweeps will be denoted by 
Nn; and the sweep repetition frequency by SRF. Likewise the number 
of sweeps containing the pulsed signal will be denoted by Na and the 
pulse repetition frequency by PRF, as before. 
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In Fig. 8*25 is shown the experimental signal threshold power as a 
function of SRF keeping the PRF constant at 200 per second. It can be 
seen that the signal threshold power is directly proportional to the sqmre 
root of SRF and, of course, also to the square root of Nn* In a similar 
type of experiment in which the SRF is held constant (at 3200 per 
second), the signal threshold power is found to be inversely proportional 
to the first power of the PRF. This result is shown graphically in Fig. 
8*26; the inverse linear relationship holds for several conditions as long 



Pulse recurrence frequency in pps 
Fig. 8'26.—Sig:nal threshold power vs. PRF, 
System parameters 


Pulse length X i-f bandwidth.Br « 1.2 

Pulse length on screen. *1 mm 

SRF. Sts 3200 pps 


as the signal threshold power is not much larger than noise power. 
Three experimental curves are shown differing essentially in the presenta¬ 
tion time and screen material used. The significance of these parameters 
will be brought out in the next section. In addition to the experimental 
curves there is shown a theoretical curve for the ideal observer derived 
by*the methods described in Sec. 7-5. It can be seen that the functional 
dependence of the experimental curves is the same as that of the ideal 
observer, but the absolute signal threshold power is higher. This is not 
surprising; the human observer is not expected to be so efficient as the 
ideal observer. ' 








Sec. 8-8] THE DEPENDENCE UPON REPETITION FREQUENCY 229 


Theoretical Interpretation ,—Since the dependence of the signal thresh¬ 
old on the total number of observations has already been discussed in 
Chap. 7, and since we shall not attempt to describe quantitatively the 
effect of contrast, we shall try only to interpret the regularities found with 
regard to the dependence of the signal threshold on the SRF. 

Let Nn be the total number of sweeps, and let Na ol these contain the 
signal while the others contain only noise. As in Sec. 7*3, we assume 
that the observer determines the average value of some function /(r) of 
the deflection on the scope at the signal spot and at a spot where there is 
only noise. Or in other words the observer makes Nn observations of the 
deflection at the signal spot and compares the average value 


ys+N — 

with the average value 


Na Ns-Nb 


Nn 



(2Ca) 


(206) 


obtained from Nn observations of the deflection at a spot where there is 
only noise. As in Sec. 7-3 we assume further that the signal is just 
detectable if the shift of the average value of y due to the signal is of the 
same order of magnitude as the standard deviation of y when only noise 
is present. Since the successive observations of r are independent, it 
follows from (26a) and (266) 


yS+N = [Nsfs+N + (JVy - N>dM, 
jy N 

iff — Iff) 

yjf = ~ l)(/w)*l- 

Hence 

js-ttf — jir _ Ns Js-i-if — Jif , 

M Vn^ 01 - (/w)*]^ 


(27) 


Since for small signal power the shift of the average value of / is pro¬ 
portional to the signal power, the detectability criterion 


js+if — gjy 


— const. 


clearly leads to a minimum detectable average signal power 


fa. 


Ns'' 


(28) 
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Or in words: The signal threshold for constant observation time is 
proportional to the square root of the SRF and inversely proportional 
to the first power of the PRF, in accordance with the experimental facts 
mentioned earlier in this section. It hardly needs to be said that if all 
sweeps contain the signal and noise so that Nn = Ns, Eq. (28) reduces to 
the familiar inverse-square-root depcndenc'- of the signal threshold on 
the total number of observations. 

8*9. The Influence of the Signal Presentation Time and of the Screen 
Material. The Effect of the Signal Presentation Time .—From the discus¬ 
sion in the preceding section one would expect the signal threshold power 



to be inversely proportional to the square root of the signal presentation 
time 6 when the PRF is held constant. An experiment to test this 
dependence was performed by Sydoriak, Ashby, and one of the authors, 
and the results are shown in Fig. 8-27. Four curves are given; the top 
two curves were taken for a PRF of 200 cps and a value for sr of 0.06 mm. 
The open circles show the experimental points for a PI (short persistence) 
screen, and the solid circles the points for a 1*7 (long persistence) screen. 
The lower two curves were also taken for a PI and P7 screen (using the 
same coding), but the PRF was set at 3200 cps, and sr was fixed at 1.6 
mm. The expected dependence is obtained roughly for all curves, but 
there are departures from a square-root relationship for both small and 
large values of 9. For values of 9 smaller than 0.1 sec, the signal threshold 
power appears to be inversely proportional to the first power of 9-, for 
values of 9 greater than about 10 sec, the threshold power is nearly inde¬ 
pendent of 9. Both of these facts can be easily understood. It is well 
known that there is a maximum frequency with which the eye can 
p^eive successive events; this so-called "flicker frequency" is dependent 
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on many factors but usually lies between 10 and 60 cps. It therefore 
follows that if the sweeps are being continuously presented on the A-scope, 
the total number of effective noise sweeps will never be smaller than that 
given by the product of the PRF and the minimum resolution time of the 
eye. Under conditions where 6 is very short, therefore, we should expect 

to be constant and from Eq. (28) the signal threshold power to be 
inversely proportional to the first power of Ns- The transition between 
the regions of different dependence is expected to occur where 6 is of the 
order of the reciprocal of the flicker frequency, i.e., somewhat less than 
0.1 sec. This result is precisely what is observed in Fig. 8*27. 

It is clear that the human observer will not be able to integrate 
properly what he sees over a very long time. If we assume him to have 
a finite ‘^memory’' time, we should expect the threshold signal to be 
nearly independent of 6 when 6 exceeds the memory time. This follows 
because the total number of effective signal and noise sweeps, i.e., those 
(xjcurring within the memory interval, is independent of 6. From an 
inspection of Fig. 8-27 it can be seen that the effective memory time 
appears to be perhaps 10 sec. It is not surprising that there is not a 
sudden transition region for the effect; one would indeed be astonished if 
the human memory time were characterized by sharply defined limits. 

Nevertheless, the human memory time appears to be long enough so 
that only slight help is noticeable in using the P7 screen, whose long 
persistence acts to integrate noise and signal over a relatively long period. 
It has been found by Sydoriak, Ashby, and one of the authors that train¬ 
ing an observer appears primarily to lengthen his memory time. 
Untrained observers may find the P7 screen much more sensitive than the 
PI, although, as training proceeds, the scoring on the PI screen improves 
to nearly that measured on the P7 screen. 

It may seem surprising that in the curves for the P7 screen at small 
values of 6, a rapid departure from the PI results does not occur. If the 
P7 screen integrates all sweeps over an interval of a few seconds, it would 
be expected to yield a signal threshold power inversely proportional to 
the first power of 6 for values of d less than this integration interval. 
This was not observed; it is believed to be caused by the existence of the 
short-persistence initial flashon the P7 screen. For small values of 6 
this flash causes the P7 to act very much like the PI screen. 

It is possible to check the assumption that was made concerning the 
minimum resolution time of the eye and brain. It was stated that for 
very small values of the total number of effective noise sweeps was 
independent of 0 because of this minimum resolution time. However, it 
is possible to conduct the experiment so that only the sweeps containing 
the signal (and noise) are presented on the A-scope. This can be done by 
the commutator shown near the upper left-hand comer of Fig. 8*1. 
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For this type of experiment the signal threshold power would be expected 
to be inversely proportional to the square root of 0, even for the smallest 
values of 6, This is just what is experimentally observed. 

The Effect of the Screen Material .—Evidence has just been presented 
that shows the effect on threshold signal of the use of different A-scope 
screen materials. The chief characteristic rf the screen with which we 
are concerned is the time required for the light to decay after excitation. 
Screen materials are now available that show widely different life times; 
the PI screen is the most commonly used short-lived material, and the P7 
the most widely used long-lived material. The decay of light from these 
screens is not exponential; it follows more closely a law given by the 
reciprocal of the time. In the P7 screen an appreciable amount of light 
can be observed several seconds after excitation, while in the PI screen no 
appreciable light remains after perhaps 0.1 sec. 

In any case the persistence of the screen may be thought of as an aid 
in the integration of multiple sweeps, a process that has just been dis¬ 
cussed. The degree to which this integration aids in detecting a signal 
depends upon how effective the observer memory time is. It has been 
shown in Fig. 8-27 that for a trained observer the signal threshold power 
is only slightly influenced by the added effect of screen integration. The 
greatest influence, of course, is felt where the signal presentation time is 
long; where the latter parameter is a few seconds, the P7 screen shows 
perhaps a 2-db lower signal threshold power than does the PI screen. 

It is the importance of the observer memory time that led to the 
early disappointment in the use of long-persistence screens. It was at 
first believed that a substantial reduction in threshold signal would be 
observed because of the screen integration. We now know that such 
integration will not be effective in reducing the threshold signal power 
unless the screen life time exceeds by a substantial factor the observer 
memory time. Even so, a better method is a photographic process. 
Information can be stored on a photographic film over as long a period of 
time as is necessary. This procedure is easily demonstrated by observa¬ 
tion of the photographs of Fig. 8-24. However, the usefulness of such 
photographic storage is greatly limited by the contrast requirements of 
the observer, already discussed, and the extremely long time inevitably 
required for signal detection. Furthermore scanning requirements and 
target motion reduce its utility. 

840. The Dependence upon the Number and Spacing of Possible 
Signal Positions and upon the Attention Interval. The Dependence upon 
the Number and Spacing of Possible Signal Positions.—1% was categorically 
stated in Sec. 8-3 that the signal threshold power increases with the number 
of possible signal positions. The phenomenon is shown graphically in 
Pig. 8-28 where the ordinate represents the signal threshold power in 
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decibels relative to its value for 60. possible signal positions. The 
abscissa shows the number of possible signal positions. Two curves are 
shown, the lower one representing results when the positions had a 
uniform spacing of 1 mm and the upper one representing results when the 
first and last positions were separated by 50 mm. The difference between 
the two curves is not surprising; it has already been noted that the human 
observer sees events on the A-scope face most easily when their separation 
is about 1 mm. If we were to draw a curve representing results where the 
total distance of search remains approximately constant, we should 
probably obtain a curve similar to the dotted line shown. This line, 



Number of positions at which 
the signal may appear 

Fig. 8*28.— Signal threshold power ve. number of possible signal positions. 


System parameters 

Pulse length X i-f bandwidth. Bt ^ 1.2 

Pulse length on screen. *=* 0.06 mm 

Key 


O First and last positions 50 mm apart 
A Positions 1 mm apart 

however, is actually a theoretical curve showing the expected dependence 
on number of positions. It has been derived by arguments that are given 
in Sec. 7*5. 

The agreement in shape between the theoretical curve and the average 
experimental result lends support to the view that the fundamental 
limitation in signal threshold power is due to the chance of a noise 
fluctuation exceeding the average signal deflection. 

The Dependence on the Attention Interval —It is necessary to introduce 
a new parameter called the attention interval Ba* We have assumed in 
all the discussion so far that the observer searches for the signal only 
during the signal presentation time B. Actually we have seen that the 
information which the observer assimilates may extend over a time 
longer than B\ the reason for this phenomenon has been stated to be the 
minimum resolution time of the eye and brain. There is still another 
mechanism, however, by which the total information may extend over a 
time interval longer than B. Let us suppose that the observer is told 
that the signal is to appear at an unspecified time within an interval B^* 
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To pick out the signal he will have to fix his attention on the A-scope 
during the entire attention interval Ba even though he knows the signal 
presentation time itself to be B. As Ba becomes much larger than By the 
signal threshold power must rise to offset the increased chance of finding 
a large noise peak that would be confused with the signal. This increase 
is just analogous to the increase in signal thre‘"hold required for an increase 
in the number of possible signal positions. In other words, the total 
number of possible signal positions is really the number of spatial signal 
positions on the A-scope multiplied by the ratio Ba/B, since for any spatial 
interval there are Ba/B possible time intervals. 



1' IG. 8-29.-—Signal threshold power vs. attention interval. 

System parameters 

Pulse length X i-f bandwidth . Br ^ 2 

Signal presentation time 9 « 0.1 sec 

Key 

OG Experimental points 
A Theoretical values 

Experimental data by S. Sydoriak showing the effect of attention 
interval are presented in Fig. 8 29. In this figure two experimental 
curves are shown in which the signal threshold power as ordinate is 
plotted against the attention interval Oa as abscissa. The upper curve 
was taken for conditions in which the PRF was 200 cps, and the aigpnl 
length on the A-scope sr was set at 0.06 mm. The lower curve was taken 
for a PRF of 3200 cps and sr of 1.7 mm. In both cases the signal presen¬ 
tation time 0 was fixed at 0.1 sec while the attention interval 9a was 
varied from 0.1 sec to more than 20 sec. The results shown indicate the 
signal threshold power for six spatial signal positions on the A-scope. 
The A-scope screen used for all experimental points was of the P7 long- 
poieistence type. 
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Three types of coded points are indicated on the diagram; two of these 
are experimental points, and the third represents theoretical results to be 
discussed below. The open circles show the experimental points obtained 
when the attention interval was defined to the observer by ringing a bell 
at its beginning and end. It was soon appreciated that for small values 


of attention interval the reaction 
time of the observer would cause 
his attention to be spread over a 
time interval not necessarily iden¬ 
tical with the interval selected for 
the appearance of the signal. 
This defect was remedied by trig¬ 
gering the A-scope trace only dur¬ 
ing the desired attention interval, 
thereby giving the observer infor¬ 
mation during the specified time 
only. This procedure yielded the 
experimental points indicated by 
squares. To show how the ex¬ 
perimental curves agree with 
simple theoretical considerations, 
three theoretical points, shown by 
triangles, are indicated on the 
lower curve. These have been 
derived from calculations made by 
M. C. Wang following a sugges¬ 
tion of E. M. Purcell. Using the 
probability distributions derived 
in Sec. 7 5, she has calculated the 
probability w that a given possi¬ 
ble signal position will display a 
larger deflection due to noise than 
the position actually occupied by 
depends on the number of pulses 
results of these calculations are g 



1 2 4 8 16 32 64 

Number of observations, N 


Fio. 8*30.—Signal power V8. number of 
observations N for various values of w. The 
symbol w represents the probability that a 
noise deflection exceeds the deflection of sig* 
nal plus noise. 

the signal itself. The probability w 
N and on the signal strength. The 
hown in Table 2*1 of Vol. 1 of this 


series^ and are reproduced in Fig. 8*30, where for various values of w the 
signal strength is plotted against the number of observations, N, 

For a given criterion of threshold signal one must require the prob¬ 
ability w to be inversely proportional to the total effective number of 
signal positions. For the system parameters of Fig. 8*29 and with the 
threshold power adjusted at one point in order to take into account the 
‘ Bidenour, Radar System Engineering, Yol 1, Radiation Laboratory Series, p. 39. 
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difference between the ideal observer and the actual observer, one obtains 
the theoretical points shown in Fig. 8*29. 

8*11. The Influence of Video Mixing.—It is often desirable to mix the 
output indications of two or more separate receiving systems in such a 
way that signals from either system can be seen. This can be done in one 
of two ways: The video voltages of both s^'stems may be added before 
being applied to the indicator, or the ^Anscope sweep may be triggered 
more rapidly than the repetition frequency of the various pulses, thus 



System parameters 
Curve 1 (upper half of trace masked) 


8T 1.7 mm 
Bt « 1.5 
PRF 400 pps 
$ — N soc 

Curve 2, curve theoretical, points experimental 
8T = 0.083 mm 
Bt =* 1.5 
PRF a* 400 pps 
0 »= A sec 

Curve 3, curve theoretical, points experimental 
8T *= 6.8 mm 
Bt a* 6.1 
PRF * 720 pps 
6^2 sec 


allowing the video signals from the several systems to be interlaced in 
time. In the latter method, if we assume the average noise voltages in 
the several systems to be identical, we may consider the ai gnn.1 from a 
given system to occur at a given PRF, while the noise occurs at a highar 
SRF. This is just the problem discussed in Sec. 8*8 in which the aignal 
threshold power was found experimentally and theoretically to depend 
upon the quantity Nk^^/Ns. The quantities Nk and iVg refer to the num¬ 
bers of sweeps containing noise and signal, respectively. In principle, 
it does not matter whether the video voltages are added before the appli¬ 
cation to the A-scope or appear alternately on successive A-scope sweeps. 
We have assumed in either case that the observer inakes use only of the 
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average video deflections; therefore the two procedures should yield 
similar results. 

Let us now consider the more general case of the mixture of two video 
systems (which we shall label Channel A and Channel B) in which the 
average noise power in the two channels may be unequal. If the noise 
in Channel B is much larger than that in Channel A, the threshold signal 
measured in Channel A will have to be greatly increased to overcome the 
greatly increased noise background. On the other hand, the threshold 
signal measured in Channel B will be hardly affected by the slight increase 
in its noise due to Channel A, It is convenient to introduce a new para¬ 
meter, which we may call the mixing ratio. The mixing ratio is assumed 
to be unity when the video noise levels in the two channels are equal. 
Let us assume for the sake of simplicity that in this condition the i-f 
power gains Ga and Gb for Channels A and B, respectively, are also equal. 
Under general conditions the mixing ratio Ma for Channel A will then be 
given by the ratio GhIGa) while the mixing ratio ilfa for Channel B is the 
inverse, Ga/Gb- We may ask how the signal threshold power depends 
upon these mixing ratios. 

In Fig. 8*31 is plotted the experimental results for a two-channel 
mixing experiment. The system parameters are indicated in the legend. 
The signal threshold power is showm on the ordinate scale, while the 
mixing ratio is indicated (logarithmically) on the abscissa. Three curves 
are shown for different system parameters. Curves 2 and 3 have been 
computed using the deflection criterion of Sec. 7*3 in which the constant 
fc has been adjusted to fit the experiments for very small mixing ratios. 
The open circles are experimental points taken by S. G. Sydoriak and 
seem to agree satisfactorily with the curves. However, the experimental 
square points that were made with the upper half of the A-scope trace 
masked lie about 5 db below the theoretical curve. This has been traced 
to a peculiar method by which the observer recognizes the signal. For 
large mixing ratios the signal in Channel A has practically no noise 
associated with it, therefore displaces the entire noise distribution of 
Channel B by a fixed amount. Hence, just at the baseline the signal 
creates a small open ‘‘hole^’ within which no noise fluctuations can be 
observed. This small hole is clearly discernible if sr is large enough and 
the observer is no longer forced to average the entire noise deflection. 
The **mouse under the rug,” however, will not be apparent if «r becomes 
smaller than the spot size on the A-scope as is the case in Curve 2 of Fig. 
8*31. The ^‘mouse under the rug” effect is not apparent in Curve 3 
perhaps because of the excessive value of «r. 
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PULSE TRAINS IN INTERNAL NOISE; OTHER METHODS OF 

PRESENTATION 

In Chap. 8 an account Avas given of the factors that influence threshold 
signals which are displayed on an A-scope. It has been mentioned in 
Chap. 2 that other forms of presentation are in wide use; indeed, for radar 
the intensity-modulated display, such as the PPI or B-scope, is at present 
more widely used than any other display. For some applications the 
detection of pulse trains by aural means is highly desirable, sin(;e by this 
means the observer’s eyes are free for other es'^ential tasks. In this 
chapter an attempt is made to treat very briefly somt of these display 
systems. They have not, however, been so intensively investigated as 
the A-scope from the point of view of signal visibility, and in some cases 
even the experimental observations are not completely understood. 

INTENSITY-MODULATED DISPLAY (PPI) 

9*1. Similarities to the A-scope. —In See. 2*6 a brief description was 
given of the various commonly used intensity-modulated displays. In 
all cases the signal causes the trace on a cathode-ray tube to brighten; the 
position and direction of the trace is made to display appropriate coordi¬ 
nates of the antenna. In the ordinary PPI (plan-position indicator), the 
cathode-ray trace is caused to sweep radially outward from the center of 
the tube; range is indicated by the distance along a radius from the tube 
center. The sweep is oriented at an angle corresponding to the azimuthal 
angle of the antenna. In this fashion the face of the tube displays echo 
signals from reflecting objects as bright spots; the positions of these spots 
on the tube face correspond to the actual positions of those objects with 
respect to the antenna. It is this mapping feature of the PPI which has 
made it one of the most widely used display systems. The PPI will 
therefore be treated in all the following discussions on intensity-modulated 
displays; the results are, with minor changes, expected to hold for other 
intensity-modulated presentations, such as the B-scope (which displays 
the range-azimuth data in Cartesian coordinates). 

The PPI differs from the A-scope in at least two ways. (1) To prevent 
defocusing of the cathode-ray spot by large signals, the strength pf the 
video signal must be limits before application to the oscilloscope termi- 
l^als. In practice one finds that this limiting action must occur even 
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for some of the normal noise distribution and, if carried too far, can 
profoundly affect threshold signals. This fact will be brought out in 
Sec. 9*3. (2) The manner in which the PPI is used nearly always brings 

in a more or less complicated scanning factor. In the use of the A-scope, 
discussed in Chap. 8, it was assumed that the signal pulse train was of 
uniform amplitude for a time 6 called the signal presentation time; 
however, as pointed out in Sec. 2*6, in the PPI the signal consists of a 
finite pulse train (because of the narrow antenna beam scanning over the 
target), which is repeated from scan to scan. We may already anticipate 
from the A-scope results that this repetition feature may influence thresh¬ 
old signals through some form of integration; the extent of this influence 
clearly must depend upon the memory time of the integrating device. 
These effects will be discussed in Sec. 9*2. 

In addition to these new features of the PPI, there is an important 
feature that applies to both the PPI and the A-scope. In radar search 
problems one is seldom interested in the detection of stationary objects 
producing steady echoes. An echo from an airplane, for example, con¬ 
tinually fluctuates at rates that are generally functions of the nature of 
the aircraft, flying conditions, and the wavelength of the radar system. 
It is clear that the specification of threshold power for a fluctuating signal 
is more difficult than for a steady one. Some remarks and observations 
on this subject are given in Sec. 9*5. 

In spite of the new features introduced by the PPI, much that has 
been learned about the A-scope still applies. Most important, the basic 
ideas that were developed for an understanding of the A-scope can be 
carried over to the PPI. This feature has eliminated a great deal of 
experimental labor. 

The Influence of I-f Bandwidth .—^As in the case of the A-scope (see 
Sec. 8*6), an important parameter is the product of i-f bandwidth B and 
the signal pulse duration r. A detailed experimental study of the effect 
of Br has not yet been made; preliminary work by R. R. Meijer and S. G. 
Sydoriak,^ however, has shown the same general behavior with the PPI 
as with the A-scope (see Fig. 8*7). There appears to be an optimum 
value of Br, above which the threshold signal power rises approximately 
proportional to the bandwidth and below which it rises approximately 
inversely proportional to the bandwidth. The reasons for this behavior 
are the same as in the A-scope case. The essential difference between 
the PPI and the A-scope curves, as indicated by the preliminary data, is 
that the PPI curve is somewhat flatter and the minimum is shifted to 
somewhat higher values of Br. Neither of these characteristics is cer¬ 
tain; they should be verified by further experiments made under a wide 
variety of conditions. 

1 TJiipubUshed. 
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The Influence of Video Bandwidth and Sweep Speed .—It has been 
found that the effects of the video bandwidth and of the sweep speed are 
interdependent, just as they were in the A-scope case (see Sec. 87). 
The effect of sweep speed is, in fact, equivalent to a kind of video-band¬ 
width limitation; the connection between the two is made through the 
characteristics of the eye (and brain). In the A-scope case, experiment 
showed that the eye was able to see signals most easily when the pulse 
length on the oscilloscope face ht was approximately 1 mm. Experiments 
on the PPI have shown exactlj’^ the same behavior; an experimental curve 
taken by C. M. Allred and A. Gardner is shown in Fig. 9-1. Signal 



Pulse length on screen sr in mm 

Fig. 9*1. —Signal threshold as a function of pulse length on the screen. 

System parameters 

Bt **1.2 Beam width = 6.0® 

PRF = 320 pps Scanning time = 10 sec/rev 

threshold power in terms of receiver noise power is plotted (logarithmically) 
as ordinate, and the pulse length on the tube face sr is shown as abscissa. 
The behavior of the threshold power is just the same as for the A-scope 
(e.g., cf. Fig. 8T8). The conditions under which Allred and Gardner 
took the data were approximately as follows. The signal was made to 
appear at one of six random range positions at a defined azimuth (known 
to the observer). The antenna beam width was constant at 6®, and 
the scanning frequency was constant at 6 rpm. The ordinates shown in 
Fig. 9'1 are Pa„, i.e., the signal power at 90 per cent correlation on the 
“betting” curve (see Chap. 8). During these experiments virtually no 
limiting of video voltages was present. 

While no detailed data on the influence of video bandwidth 6 (or more 
properly the quantity hr) are yet available to the author’s knowledge, 
there is no information that indicates a markedly different dependence on 
this parameter for the PPI and A-scope. It is entirely possible, however, 
that in the presence of severe limiting, different results will be obtained; 
the limiter serves as a highly nonlinear element that distorts both ampli¬ 
tude distributions and power spectra. Nevertheless, in the usual case 
it is believed that the A-scope results will apply fairly well to the PPI. 

There is, in addition to the connection between video bandwidth and 
sweep speed, a connection between video bandwidth and focus. This 
fact was recognized in the A-scope case by the observation that defocusing 
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in a direction parallel to the sweep was not serious so long as the spot size 
did not exceed 1 mm (see Sec. 8-7); this fact was in accord with the sweep- 
speed effect; for as long as the eye (and brain) partially neglects events 
with a spatial separation of less than 1 mm, defocusing of this order of 
magnitude was expected to have small effect. This same phenomenon 
has been observed by R. Rollefson and J. L. Lawson^ on the PPI. 
Defocusing parallel to the sweep was not detrimental unless the spot 
exceeded 1 mm; defocusing in a direction perpendicular to the sweep had 
no effect until the spot size exceeded the spatial size of the signal caused 
by the antenna beam angle </>. 

9*2. The Influence of Scanning.—It is through the process of scanning 
that various time factors are introduced which correspond to the 
(A-scope) signal presentation time 0. It is clear that because of the 
scanning frequency and the antenna beam width 0 an effective signal 
presentation time 6 exists for each scan. The pulse train may or may not 
be repeated on subsequent scans, depending upon the conditions of 
operation. Scanning, therefore, involves time factors that are expected 
to influence threshold signal power because of memory, or integration, 
effects. The main parameters with which we are concerned are (1) 
scanning frequency, (2) antenna beam angle </», (3) PRF. The signal 
presentation time d can be obtained from (1) and (2). A complete 
treatment of integration effects, which will not be possible here, would 
also include extra noise sweeps (see Sec. 8-8), screen material (see Sec. 
8-9), the number of possible signal positions (see Sec. 8*10), and the total 
length of time the signal has existed. No experimental information 
exists on extra noise sweeps, however. The screen material in a PPI 
is so universally P7 (long persistence) that data on other screen materials 
are scarce. The signal will also be assumed to exist either for one scan 
or for ^n infinite number of scans. Finally, in most of the experiments 
that will be mentioned, only six signal positions (in range) were available 
and those at a defined azimuth (known to the observer). This corre¬ 
sponds to the conditions most used in the A-scope experiments (see Chap. 
8) but does not necessarily represent the condition most often encountered 
with a PPI in actual radar use. Preliminary experiments have shown 
that in accc^rdance with the theoretical arguments of Sec. 8-10, an increase 
in the number of possible signal positions brings about a rise in threshold 
signal power. This is a relatively important consideration in a high- 
resolution PPI used for search purposes, where the number of possible 
signal positions (all ranges and all azimuths) can easily exceed 10®. 

The Effect of Beam Angle —We may anticipate the effect expected 
by a change in the value of the antenna beam angle from the results of 
Sec. 8-9. If the scanning frequency is constant, a change in 0 is tanta- 
^ Unpublished data. 
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mount to a change in signal presentation time 6 as long as the signal 
appears on only one scan, i.e., single-scan operation. For a constant PRF, 
one would therefore expect the threshold signal power to vary as 
and hence as this result is expected only if integration or memory 
exists over the entire interval 6 and if there is no inherent difference in 
threshold power caused by the difference in geometrical shape of signal 
on the oscilloscope face. 



0,45 4 5 45 450 


Beam angle in degrees 

Fio. 9-2.—Signal threshold as a function of the presentation time for constant rpm. 

System parameters 

Pulse length r » 1 /zsec «t *= 0.76 mm 

Bt = 1.1 Scanning time — 8 sec/rev 

PRF « 800 pps 

An experimental curve showing the effect of ^ is reproduced in Fig. 
9-2. The ordinate represents the signal threshold power (at 90 per cent 
correlation) Pa,,; the abscissa represents the antenna beam angle <t> 
plotted logarithmically. Also shown on the abscissa scale is the signal 
presentation time 0, which in this experiment is simply propoftional to 4>. 
The d^rta were taken for beam angles from 0.18® to 3W®, corresponding 
to fl’s of 0.004 and 8 sec, respectively; the PRF was held constant at 800 
pps and the scanning frequency was constant at 7.5 rpm. As can be 
se^, over most of the range the threshold power is proportional to il>~^ 
in accord with expectation; however, deviations exist at both ends of the 
range. For very large beam an^es (>45®) it,is undmatandable that 
signals are less efficiently seen, since one cannot simultaneously view the 
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entire arc. Likewise for very small beam widths (<1®) the geometrical 
size of the signal spot becomes smaller than 1 mm; one would expect 
under this condition an increase in signal threshold power analogous to 
the effect of sweep speed (see Fig. 91). In other words the eye (and 
brain) discriminates against the (geometrically) small signal in favor of 
wider noise fluctuations. 

.The results shown in Fig. 9-2 are important in that they show no 
essential change in signal threshold caused by the geometrical arc length; 
the entire effect can be thought of as a change in threshold signal caused 
by a change in the number of (integrated) individual signal pulses. This 
conclusion is interesting in that it contradicts the widespread opinion 
that the wider signal arcs from broad antenna beam angles are easier to 
see because they become more and more different from noise, which 



Beam angle in degrees 

Fio. 9-8.—Signal threnhold as a function of scanning angle at constant signal presentation 

time. 

System parameters 

Pulse length t *= 1 /tesec sr *=0.6 mm 

, Bt = 1.2 Signal presentation time ^ i sec 

PRF = 800 pps 

appears as a uniform, grainy background.'" The fact is that the grainy 
**uniform" noise can simulate false signals of any prescribed geometrical 
shape; the particular shape is relatively unimportant as long as the total 
number of signal (and noise) pulses is constant. To show this effect in a 
somewhat different way, an experiment was performed in which the 
signal presentation time 0 and the PRF were held constant. The beam 
angle <l> was varied by changing the scanning frequency. Thus, through¬ 
out the experiment the signal arc length was changed over a wide range 
but the total number of signal pulses was held constant. The result is 
shown in Fig. 9*3; it is evident that over nearly all the range the threshold 
signal power is virtually independent of 0. 

The results of Figs. 9*2 and 9*3 demonstrate that, at least in the range 
from 1® to 46®, the antenna-beam angle ^ per se has little to do with 
signal threshold power. It is important, however, in that usually the 
PRF and scanning frequency are fixed; therefore the total number of 
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signal pulses is proportional to 0. It is only through this connection 
that the threshold signal power does depend upon 

The Effect of Pulse Repetition Frequency .—Figure 9*4 shows a single¬ 
scan experimental curve of threshold signal power as a function of the 
PRF. For this experiment the scanning frequency was constant at 2 
rpm, the beam angle constant at 2®, anJ B consequently constant at 
sec. The PRF, however, was varied Trora 25 to 6000 pps; this variation 
produced the result shown. As can be seen, over most of the range the 
signal threshold power is inversely proportional to the square root of the 
PRF; this is exactly the result expected for signal integration over the 
interval B (see Sec. 8*8). 



Pulse repetition frequency PRF in pps 

Fig. 9-4.—Signal threshold as a function of PRF. 

System parameters 

Pulse length t = 1 /xsee »r =* 0.8 mm 

Br = 1.1 Signal presentation time 0 ^ ^ sec 

Beam width =* 2® 

The Effect of Scanning Frequency .—It can be anticipated that if 4> 
is held constant, the scanning frequency would affect the signal pre¬ 
sentation time B and hence the signal threshold power; in fact the signal 
power should be directly proportional to the square root of scanning 
frequency. This relationship, however, is not generally true at all for 
multiple-scan data and only partially true for single-scan data. It is 
approximately true for single-scan operation provided the scanning 
frequency is between certain limits. The lower limit is fixed by the 
maximum signal presentation time B over which effective integration can 
take place; this maximum time has been found to be several seconds, in 
agreement with the corresponding A-scope value (see Sec. 9*9), In 
other words, the signal threshold power does not decrease with scanning 
frequency beyond the point where the signal is within the antenna beam 
for several (perhaps 10) seconds. The upper limit of scanning frequency 
is fixed by the condition that at least one and preferably a few signal 
pulses must be present during the antenna transit. If this condition is 
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not met, a high correlation on the ‘‘betting” curve may not be experienced 
even for very large signals. 

As soon as the signal is allowed to be present on several scans, a new 
factor is introduced, namely, scan-to-scan integration. Since there is no 
reason to expect the system^s memory for scan-to-scan integration to be 
longer than the largest useful value of 0 (about 10 sec), one might antici¬ 
pate that scan-to-scan integration would be appreciable only if the scan¬ 
ning frequency were higher than perhaps 6 rpm. This argument indeed 
proves to hold; in fact, above 6 to 10 rpm the signal threshold power is 
found to be relatively independent of scanning frequency. This result 
is shown clearly in Fig. 9-9.* It is sufficient for the present to note that 
for high scanning rates, the scanning loss, i.e., loss in decibels because of 
scanning, is relatively independent of scanning frequency. (The 
scanning loss is, of course, proportional to the increase in threshold signal 
power.) To understand this independence of scanning frequency it 
should be noted that over a given integration interval, let us say 10 sec, 
the total number of signal pulses is independent of scanning frequency. 
As the scanning frequency is doubled, the number of scans to be integrated 
doubles but the number of pulses per scan is halved; hence the total 
number of signal pulses is constant. Using this argument, we can go one 
step further toward understanding Fig. 9*9. The total number of signal 
pulses in the integration interval may be compared for the two conditions 
(1) in which no scanning occurs (“searchlighting” on the target) and (2) 
in which rapid scanning occurs. One would expect the scanning loss to 
be simply proportional to the square root of the ratio of the number of 
searchlighting pulses to the number of scanning pulses; this ratio is 
clearly 360°/<^, This result is approximately verified in Fig. 9*9; for the 
2^ beam width applying to the aircraft data the expected scanning loss is 
11 db, whereas for the signal-generator (2.8® beam width) data the 
expected loss is 10.5 db. It should be emphasized that this simplified 
method of computing scanning loss applies only for scanning systems in 
which the frame-to-frame or scan-to-scan signal repetition frequencies are 
relatively high. 

Although the qualitative effects of scanning are understood, the exten¬ 
sion of simple formulas to the very high discrimination radar sets (short 
pulse and narrow beam angle <t>) must be made with great care. If 
searching is done with extreme definition, it may happen that the total 
number of signal pulses per integration interval is only two or three. This 
condition usually invalidates the simple formulas; recourse must be had 

^ The lower curve was taken with a (steady) signal from a signal generator; the 
upper curve shows the results obtained with an actual (fluctuating) airplane echo. 
The significance of the difference between the two curves will be brought out in Sec. 
9 * 6 » 
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to the exact statistical calculations, such as those indicated in Sec. 8-10. 
Such calculations usually indicate that the sensitivity of the high- 
discrimination system is somewhat reduced over that given by the simple 
formulas. 

9*3. The Influence of Limiting.—In the use of the PPI a certain 
amount of video limiting occurs. This limiting is necessary in order to 
prevent the oscilloscope from being defocused by large signals. In 
addition, limiting has been found helpful in reducing the effect of certain 
types of interference such ns railing” interference (see Sec. 12*6). The 
degree of limiting required depends upon the indicator, sweep speed, 
amount of interference, etc.; the proper amount is usually estimated and 
set by the observer. It has been found that, if limiting is not severe, the 



Ratio of signal to noise power in db 

Fig. 9-6.—Bettiiig curves for the oiie-channel limiting experiment. 


signal threshold power is not greatly affected by it. The unfortunate 
characteristic of limiting, however, is that under certain conditions the 
observer cannot tell by an examination of the noise background pattern 
on the PPI whether the limiting is or is not severe. In other words, it is 
very easy to set the limit level in terms of rms or average noise voltage at 
a point such that the signal threshold power is very large, without being 
aware of such a condition. For this reason it has been urged that the 
limit level be set by a suitable instrument rather than on the basis of the 
operator's estimate; when this practice has been followed, it has pre¬ 
vented large unknown” decreases in system sensitivity. 

The important characteristic in limiting is clearly the ratio L of the 
limit-level voltage to the average video noise voltage. Some other feature 
of the video noise amplitude distribution could, of course, be chosen as a 
reference; however, the average noise voltage is convenient as it can 
usually be measured directly with a d-c meter. Large values of L indicate 
only mild limiting; small values of L (perhaps less than 2) show relatively 
strong limiting. 

The effect of the limit level L is made evident in at least two important 
ways: (1) The signal threshold power at any point fhe ^'betting” curve 
rises as X is -^^educed; and (2) the slope of the betting curve decreases 
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with decreasing L. These two characteristics are brought out clearly in 
Fig. 9*5, where three sample betting curves are shown for different values 
of L. The data were taken by Sydoriak.^ In this series it can be seen 
that as L is reduced, the signal threshold power increases and the slope of 
the betting curve decreases. In fact, for a value of 0.56 for L, it is not 
certain that the betting curve ever actually reaches 100 per cent eorrela- 



Limit level 

Fig. 9-6. —One-channel limiting. 

System parameters 

r = 1 * 9.08 mm 

PKF »= 400 pps Limit level ** 2.6 volts 

Br « 1.7 

tion. The reason for this effect appears to be that a highly limited signal 
cannot necessarily override chance noise fluctuations if the tube spot size 
is large compared with the signal pulse. On short sweeps the effect is 
much less noticeable; this observation is in accord with simple reasoning. 

The relationship of signal threshold power to limit level L is shown in 
Fig. 9'6 for a typical case. It can be seen that for values of L less than 
unity a substantial increase in signal threshold power occurs. Therefore 
in the operation of a PPI care should be taken to ensure that L is larger 
than unity. 

It has been found that when video mixing occurs (see next section), 
one has to be especially careful about limiting. Consider the case in 
which one channel is severely limited while the other is not; the mixed 

* 8. G. Sydoriak, “The EflEects of Video Mixing Ratio and limiting on Signal 
Threshold Power," unpublished. 
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video output will show no well defined ‘‘ceiling^’ because of the unlimited 
part of the noise. Consequently, the appearance on the PPI will be 
nearly normal regardless of the limiting in the first channel; the operator 
is, therefore, completely unable to judge the system sensitivity by an 
examination of the noise pattern. 

9*4. Video Mixing. —The influence of video mixing on signal threshold 
power with PPI presentation is similar to that with an A-scope display 



Mixing ratio 

Fia. '4^*7.—Signal threshold as a function of the mixing ratio. 

System parameters 

Bt =1.5 ^ sec 

PRF = 400 pps ^ = i® 

«r = 0.08 mm RPM = 6 

(see Sec. 8*11). In tlie A-scope case, however, it was possible to utilize 
the mouse under the rug,” i.e., holes” near the baseline of the ampli¬ 
tude distribution, to obtain greatest sensitivity. In the PPI, the most 
sensitive part of the amplitude distribution cannot be selected; the entire 
distribution is averaged in some manner to create the total light output 
from the screen. One might expect intuitively, therefore, that the PPI 
would give mixing results more in accord with simple theoretical 
considerations. 

Experiments by R. R. Meijer, S. G. Sydoriak, and D. Gillette^ on 
two-channel single-scan PPI mixing have yielded results similar to those 
shown in Fig. 9*7. In this figure the system conditions were as follows: 

^ Unpublished. 
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scanning frequency 6 rpm, beam width <l> 1®, PRF 400 pps, Bt = 1.5, 
8T == 0.8 mm. The curve agrees qualitatively with a mixing theory 
similar to that for the A-scope (see Sec. 8*11). However, unlike A-scope 
presentation, the PPI does not permit one to see any mouse under the 


35 db 



Fio. 9*8.—Scattering cross section of a B-26 airplane at a wavelength of approximately 

10 cm. 


rug”; the brightness of a spot is proportional to an average ef a function of 
the entire amplitude distribution. This function of the amplitude dis¬ 
tribution is uncertain; it is determined by the linearity of the video 
amplifier, the limiting, and the dependence of the screen brightness on 
the exciting current. 

9*6. Signal Fluctuations and Target Movement. —In many instances, 
for example, in radar search, one is interested in the detection of a feeble 
signal that is not necessarily steady but may fluctuate in time. A reflec- 
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tion pattern^ from a B-26 airplane is shown in Fig. 9*8 to help the readei* 
appreciate the magnitude of such fluctuations. This pattern was 
obtained on a special automatic recording device that plotted the relative 
back-reflected signal strength (at a w^avelength of approximately 10 cm) 
as a radial deflection on the diagram. A B-26 airplane was placed on the 
ground and slowly rotated in azimuth with respect to the incident (and 
reflected) radiation; the azimuthal coordinate of the airplane was auto¬ 
matically recorded on the diagram in Fig. 9*8. Care was taken to 
illuminate the airplane uniformly without appreciable reflection from the 
ground. Although it is true that the finished plot does not represent 
correctly the reflection pattern of a B-26 in flight (because of different 
aspect, etc.), it does show clearly the type of detailed structure and the 
extent to which the reflection intensity varies at different azimuth 
settings. The concentric marker circlips shown on the diagram represent 
relative reflected signal power expressed in decibels. 1+ is easy to see that 
the total range in reflected intensities exceeds 35 db, or more than a 
factor of 3000 in poAver, and that the change in intensity with even 
minute changes in azimuth angle can be faiily large. It folloA\8 that the 
echo from an airplane in flight (which necessarily changes azimuth more 
or less constantly) fluctuates over wide limits; the amplitude of these 
fluctuations is shown by Fig. 9-8, and the frequency of fluctuation is 
determined primarily by radar wavelength and flying conditions. In 
addition to the fluctuation caused by the gross movement of the airplane 
there are rapid contributions caused by the rotating propellers, ^ which can 
yield frequencies up to 1000 or 2000 cps. 

In dealing with fluctuating signals care must be exercised in carrying 
over the results obtained with a steady signal. We have seen that under 
some conditions, e.g., severe limiting, the slope of the betting curve can 
be greatly altered; it is obvious that, if the signal fluctuates over a wide 
amplitude, the conclusions arrived at with the steady signal ought to be 
disregarded. With respect to scanning loss, one can see qualitatively 
what to expect. Over a long time interval (such as would be obtained 
searchlighting”) the chance of utilizing a large fluctuation peak is 
relatively great, whereas for a single-scan measurement with a narrow 
beam and hence a small signal presentation time the chance of finding 
a high signal^ fluctuation is relatively smaller. Therefore one would 
expect a greater scanning loss with fluctuating signals, e.g., airplane 
echoes, than with a steady signal. An experimental confirmation of this 
reasoning is shown in Fig. 9-9, where the scanning loss in decibels is shown 

1 This pattern was taken by R. M. Ashby, P. W. Martin, and J. L. Lawson. See 
their “Modulation of Radar Signals from Airplanes,” RL Report No. 914, Mar. 28, 
1946. 

UM. 
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as a function of scanning frequency in revolutions per minute. Two 
experimental curves are shown; the lower curve is the result obtained 
with a signal generator; the upper curve shows the result using actual 
echoes from an airplane in flight at a wavelength of 10 cm. All system 
parameters for the two curves were the same, with the exception of the 
effective antenna beam width; i.e., PRF = 400 pps, Br == 1.5, sr = 0.5 
mm. The beam width for the upper curve was 2® and for the lower curve 
2.8®. It will be noticed that the airplane-echo scanning loss was 4 db 
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Fig. 9*9. —Scanning loss as 
Upper curve airplane echo 
PRF « 400 pps 
Bt = 1.5 
8T *= 0.5 inm 
^ 2 ^ 


function of scanning rate. 

Lower curve signal generator 
PRF * 400 pps 
Bt « 1.5 
ST — 0.6 mm 
4 > « 2 . 8 ® 


higher than that for the signal generator, of which 0.6 db can be accounted 
for in the difference of beam angles (see Sec. 9-2). It appears that the 
remaining 3.5-db loss is due to the fluctuating character of the signal, in 
line with qualitative expectations. 

In addition to the lack of complete treatment of fluctuating signals, 
answers do not exist at present to a number of interesting and funda¬ 
mental questions. One of these questions is the effect of target movement 
on signal threshold power. It is clear that the scan-to-scan integration 
which leads to a scanning loss independent of (high) scanning frequency 
might be upset if the signal is displaced appreciably on the PPI from 
scan to scan. Certainly no screen integration takes place under these 
conditions; yet it is possible that the eye and brain can recognize uniform 
movement and stUl perform the equivalent of integration. Some 
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prdixninary experiments on this point by V. Josephson have shown a 
dependence of signal threshold power on target velocity, but these 
experiments are not sufficiently complete to show the precise mechanism 
involved. On the other hand it is a common experience with radar 
observers that a moving signal-generator pulse is apparently as easy to 
recognize as a fixed signal. More experiipontal information is required 
to understand this problem. 

AUR4L AND METER MEIHODS OF DETECTION 

9*6. Theoretical Results for the Signal Threshold.—The aural and 
meter methods of detection of a radar signal have been described already 
in Sec. 2*6, and a rather complete theoretical discussion of the signal 
threshold has been given by Van Vleck and Middleton.^ Only a short 
account of the theoretical results will be presented, since no systematic 
experimental investigations have been made with which the theory can 
be compared. 

In the aural method of detection the observer listens to the audio tone 
produced by the PRF of the signal. In terms of the spectrum of the 
signal and noise (c/. Sec. 7*2) the audio tone is represented by the signal 
peak at the frequency l/Oo if Oo is the pulse repetition period. Since Go 
is always much larger than the pulse length r, the power of the signal peak 
will be the same as the power of the d-c component, that is, the average 
value of the power distribution in the pulse train after it has been 
deformed by the i-f amplifier and rectified by the second detector. If, 
before the i-f amplifier, the pulse is represented by 

S{t) = SJi' (A cos 2kU, 


then it can be easily shown (c/. Sec. 7-2) that the average value of the 
deformed and rectified pulse train is given by 


where 



dx \G{x)Zi 




( 1 ) 


and Zi{flB) is the system function of the i-f amplifier, which has the 
bandwidth B. A quadratic second detector has been assumed. 

The qualitative behavior of the function 


‘ J. H. Van Vleck and D. Middleton, “Theoretical Comparison of the Visual, 
Atiral and Meter Reception of Pulsed Signals in the Presence of Noise,” J Applied 
Phv»., 11,^940 (1946). 
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can be seen as follows. For small values of Br the i-f amplifier lengthens 
the pulse from t to 1/B and diminishes the signal amplitude from So to 
SoBr. The average pulse power is therefore in this case of the order 


On the other hand for Br1 the pulse will not be deformed by the i-f 
amplifier, so that the average power will be Sir/Bo. Therefore the 
function hiBr) approaches unity for Br 1 and is proportional to Br for 
small values of Br. 

The power of the signal peak has to compete with the noise power in a 
narrow range of frequency A around the audio tone 1 /0o. Since 1 /Bo is 
so small, one may take the initial value of the continuous noise spectrum, 
which for a square-law detector is proportional to the bandwidth B. 
Hence in the notation of Sec. 7*2, the square of the noise power in the 
frequency range A is [cf. Eq. (7*28)]^ 

8(r^BA. (3) 


According to the power criterion (cf. Sec. 7-3) the minimum detectable 
signal power is determined by putting the ratio of the signal power to the 
noise power equal to a constant. Thus one obtains 



\r h{Br) 


(4) 


At this point it is good to remember that in the aural method of 
detection one usually gates or strobes the incoming signals. In this way 
a considerable improvement of the signal threshold can be achieved, 
since it is clear that the gating will not change the power of the audio tone 
whereas the noise power will be reduced. In fact it can be seen that if I 
is the length of time that the gate stays open, the signal threshold is 
reduced by the gating factor (Z/0o)^“- A simple formal proof of this state¬ 
ment runs as follows. With gating, the noise amplitude after the i-f 
amplifier can be represented by 


N(t) - f(t)[X(t) cos 2irU + Y(t) sin 2 t/4], 


where f(t) is a function that is unity when the gale is open and zero 
otherwise. Assuming a square-law detector, the video output will be 


T^t) ^P(t)(X^+Y^) ^P(t)rUt), 

To find the spectrum we calculate first the correlation function 


B(t) = « iW^p^ir) 


00 


roo 

Jo 


dtPit)f(t + r), (6) 


^ This is for a rectangular i-f pass band of width B. 
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where we have made use of the fact that for a square-law detector and 
without gate the correlation function of noise alone is equal to AW^p^r) 
{cf. Sec. 7*3). Now if 1/JS, then for all values of r for which p(r) 
is different from zero, the integral in (5) is very nearly equal to L The 
gating therefore reduces the correlation function by the factor Z/0o. 
Consequently, the square of the noise powe»’ In the frequency range A will 
be reduced by the same factor; and sin<‘e the power of the signal peak has 
not changed, the signal threshold will be lowered by the factor (//0o)^. 

In the meter method of detection the aural signal is rectified and 
impressed on an ordinary d-c meter. The deflection of the meter 
determines the presence of a signal. In terms of the spectrum the situa¬ 
tion is clearly similar to the case of the visual detection of a c-w signal. 
The audio filter takes the place of the i-f pass band and the meter is 
analogous to a low-pass video filter. Further investigation is necessary, 
however, to show that for the rectification of the audio signal and noise 
the formula of Sec. 7-2 can be used again. The diffuiulty lies in the fact 
that the audio noise is not Gaussian, since it originates from the rectifica¬ 
tion of the original Gaussian noise passed by the i-f amplifier. In general, 
therefore, the different frequency components of the audio noise are not 
independent of each other, nor are their amplitudes distributed according 
to a Gaussian distribution. However, it can be shown that, if the width 
A of the audio filter is small compared with B, then the noise passed by the 
audio filter is again approximately Gaussian.^ In this case, therefore, the 
equations of Sec. 7-2 can be used again. Using again the power criterion 
it is then easily shown that for the meter method of detection 



where Am is the width of the low-pass filter, which is characteristic for the 
d-c meter, and km is a constant of the order of magnitude unity. 

9-7. The Equivalence with the Visual Method of Detection,—In Sec. 
8*7 it has been shown that for the visual method of detection the minimum 
detectable signal energy is given by an expression of the form 

(-Sot).^. = (7) 

where x ^ Br, y — hr, and C is a constant, which still depends on the 
time of observation. The function N{x,y) is the fluctuating noise power, 
and ^H{x,y) is the maximum value of the pulse after it has been deformed 

* Cf, M. Kac and A. J. F. Siegert, “On the Theory of Noise in Radio Receivers 
with Square Law Detectors, ” J. Applied Phya., 18, 383 (1947). In this paper a 
detailed study is made of the probability distribution of the output of the audio filter 
for different values of the ratio A/B. ' 
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by the i-f and video amplifiers. For an explicit expression of the func¬ 
tions H and N see Eq. (8* 18); here we will need only the qualitative 
dependence of SSr on the i-f and video band widths. As has been shown 
in the beginning of the theoretical part of Sec. 8 - 7 , /Sgr will be an absolute 
minimum \i x ^ Br is of order unity and if x. The ratio N/H is 
then of order unity. Suppose, furthermore, that the train of pulses has 
the length 6, so that it contains (9/0o pulses. Every time a pulse is pre¬ 
sented, a visual observation can be made; and if the observer can integrate 
all the observ-ations, then, as has been shown in Secs. 7*3 and 7 * 5 , the 
constant C will be inversely proportional to the square root of the total 
number of observations, so that 



where kv is a constant of the order of magnitude unity. In the case 
Br « 1 the visual method can therefore detect, at best, the average signal 
power Pnun given by 

Puim = (9a) 

VOBo 

Let us compare this result with Eq. (4), which gives the minimum detect¬ 
able average signal power for the audio method of detection. Since for 
Bt « hiBr) is of order unity, one would get from Eq. (4) 



which is usually much larger than the value given by Eq. (9a). However, 
as already mentioned in Sec. 9*6 a considerable improvement can be 
achieved by gating or strobing the incoming signal. The improvement 
factor is (i/Oo) if I is the length of time that the gate stays open. Clearly 
it is best to take Z « r in order to admit the maximum amount of signal 
power and the minimum amount of noise. For a pulse train of length $ 
the signal peak will have a width of the order 1/6. The best value for 
the width A of the audio filter will therefore also be of the order 1/6. 
Taking in Eq. (96) A = 1/6 and multiplying Eq. (96) by the best gating 
factor (r/0o)^ lead to an equation of exactly the same form as Eq. (9a), 
which shows that in the case Br « 1 the visual and aural method of 
detection are equivalent. 

The same conclusion is reached for the case Br 1. With the visual 
method of detection it is best to take the video bandwidth 6 much larger 
than B. Since for y » a; and x<Klf N ^ x and BT » a?* (see Sec. 8^7), 
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one obtains from Eqs. (7) and (8) 

An equation of the same form is obtained for the aural method from Eq. 
(4). Since for Br <K\, h(BT) « Br, Eq. (4- becomes (with A = 1/6) 


Pmm ~ ka<r^ 


\/ $T y/Br 


(106) 


Since the pulse is now strongly dotormed, so that the pulse length has 
become of the order 1/B, the gate length I should now be taken equal to 
1/J?. Multiplying Eq. (106) with the best gating factor (l/i^0o)^'-* one 
obtains an equation of the same form as Eq. (10a). 

Finally consider the case Bry^ 1, With the visual method of obser¬ 
vation an improvement can now be obtained by narrowing the video 
bandwidth 6 to a value of the order 1/r. Since for 1 and « 1, 
N/H is of order x'-, one obtains from Eqs. (7) and 


Pxmn = y/B t. ( 11 ) 

An equation of the same form is obtained for the aural method from Eq. 
(4), since for 1, A(JBt) w 1, A = 1/^ and the best gating factor is 
(r/Bo)^^. 

Also for the meter method one reaches the same conclusions, since 
obviously the best choice for the meter bandwidth Am is also 1/6, just as 
the bandwidth A of the audio filter. This choice makes Eqs. (4) and (6) 
of exactly the same form, so that the arguments given for the aural 
method are also applicable to the meter method of detection. 



CHAPTER 10 

MODULATED PULSE TRAINS 

This chapter treats the problem of the modulated pulse train. As is 
pointed out in Secs. 2*7 and 2*8, many types of modulation are possible, 
namely, a-m pulses, f-m pulses, width-modulated pulses, etc. These 
methods differ somewhat in detail, but the general solutions are similar. 
A detailed discussion of the a-m pulse train will therefore serve as a 
suitable example for other types of modulated pulse trains. To be 
specific, let us consider the case where th'* amplitude modulation consists 
of propeller modulation on the radar echo pulses returned from an air¬ 
craft. Before examining the effect of the propeller modulation itself 
(see Sec. 10-4), however, the behavior of the receiving system in response 
to a single modulating tone or frequency must first be discussed in detail 
(see Secs. 10*1 and 10*2). 

10*1. The Receiving System. The Receiver ,—As is pointed out in 
Sec. 2-7, the receiver is usually of a superheterodyne type with a linear 
second detector, with a linear third detector (or boxcar generator), 
and with some form of AGC. A block diagram of such a receiver is 
shown in Fig. 2*12. To be definite, let us assume the demodulated audio 
signal to be the voltage output of the third detector, or boxcar generator, 
and the AGC feedback to be derived from the average value of the audio 
signal. This average value is, of course, obtained from several cycles of 
the modulation, and it can be assured if the low-pass filter in the line 
between the third detector and the gain-control connection has an h-f 
cutoff much lower than the lowest desired audio frequency. 

The third detector will be assumed to be a boxcar generator of the type 
described in Sec. 2*7. In the formation of boxcars the potential of some 
storage element, such as a capacitor, is made to assume the voltage of 
video signal at the instant of the latter^s occurrence. The storage element 
is then disconnected from the video system and remains so until the 
arrival of the next video signal. In this fashion, flat steplike segments 
occur in the boxcar output voltage waveform, whose amplitudes are 
governed by the desired signal. As is pointed out in Sec. 2*7, the 
advantage of the boxcar output over other forms of audio demodulation 
is that it furnishes a large audio amplification plus a type of filter action 
that completely suppresses the PRF and all its harmonics. 

There are several methods that make the storage element assume the 
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potential of the signal. In order that only the desired signal be made to 
actuate the storage element, a selection circuit is needed to sensitize the 
boxcar generator at the desired instant. This selection circuit may con¬ 
sist of an accurately timed impulse that is made to coincide in time with 
the desired radar echo and allows the boxcar circuit to be activated by 
the desired video signal. Thus the errors in timing that can be tolerated 
in this form of selection circuit are obvi3usly less than the radar pulse 
duration, i.e., usually less than 1 yusec. Since this precision is difficult 
to obtain, it is customary to provide a time gate, or strobe (see Sec. 2-iS), 
which sensitizes the video section only during a defined range interval. 
This range interval may be several times the pulse length; hence it is 
much easier to set the gate on the desired echo than in the case of the 
accurately timed impulse already described. The gate length G has a 
direct bearing on signal detectability, as will be shown in the next section. 

Within the time interval allowed by the gate, it is possible that besides 
the desired echo, both receiver noise and perhaps other undesired signals 
or interference will appear. The signal-modulation perceptibility in the 
boxcar output depends upon how the boxcars are formed from the gated 
video signals. Two methods of formation are customarily considered. 
In the first method the boxcar height is proportional to the average video 
signal within the gate, and in the second method the height is propor¬ 
tional to the peak video signal in the gate. Since the signal-modulation 
detectability depends upon the method of boxcar formation, it will be 
convenient to distinguish them. If the boxcars are formed from the 
average video signal, they will be referred to as ‘^average value^^ boxcars; 
and if they are formed from the peak-video-signal model, they will be 
denoted by ^^peak valueboxcars. It is clear that peak-value boxcars 
tend to accentuate the effects of the larger video signals within the gate; 
and since the largest signal is usually the desired echo, the peak-value 
boxcar circuits are usually desirable. 

The AGC is indispensable to keep the average value of the third- 
detector output signal constant. This is done to reduce the effects of 
signal fading. In the absence of input-signal fading the AGC is 
essentially inoperative and can therefore be neglected in the following 
discussion. As will be shown in the next section, the properties of the 
system depend, however, upon the ratio of carrier signal power to noise 
power; therefore, as a function of this parameter, the magnitude of the 
output voltage of the audio system will depend upon whether the AGC is 
used or not. If the AGC is used, the average value of the third-detector 
voltage output is constant; if not, the over-all gain of the receiver is 
constant. With this in mind, a little thought will show that in both cases 
the average value of the boxcar-generator output is independent of the 
PRF, This characteristic makes such a type of audio demodulator ideal 
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for deriving AGO voltages in a system with a variable PRF. It is prob¬ 
ably the only type of demodulator that has this desirable feature. 

There are certain practical difficulties in the construction of a high- 
quality boxcar generator, chiefly the provision of a storage element that 
has a small leakage of charge between pulses and can be rapidly charged 
or discharged during the desired video pulse. The circuit developed by 
H. L. Johnson and J, L. Lawson^ produces exceptionally high-quality 
boxcars. They are flat to within a few per cent for time intervals as long 
as 1 sec, yet they can be actuated by a video signal as short as 0.03 /xsec. 
This is accomplished in two steps: (1) The video signals are “stretched 
into pulses perhaps 20 M«ec long by a special diode circuit; (2) then the 
stretched pulses actuate the condenser storage element. In this way 
the storage-element leakage can be minimized because the maximum 
charging current is kept low. The entire circuit is shown in Fig. 10*1. 
It is designed to accept positive video input signals not greater than 5 
volts in amplitude and will deliver audio boxcars of approximately 20 
volts for such video signals. It also requires an input trigger from the 
radar set occurring at times corresponding to the transmitted radar pulse. 

The video signals are put on the grid of Fh. The three tubes Fu, 
Fi 6, and Fi 6 constitute a wide-band video amplifier that serves to produce 
a negative video signal of about 60 volts in the 300-ohm plate resistor of 
Fi 6. The plate of Fie is direct-coupled to the cathode of the special 
diode Fi 9 , whose plate is, in turn, run at a bias voltage of about +160 
volts. This diode was chosen for its large conductivity and its small 
interelectrode capacitance. Unless Fit is made to conduct, the diode 
Fi 9 mil not conduct even for the large video signals produced by Fir,. 
However, when the gating pulse, whose generation is discussed below, is 
produced in the plate circuit of Fit, the negative video signals will cause 
the diode to conduct until its plate assumes the most negative value 
reached by the video signals in the gate interval. This value of voltage 
will be maintained until a positive pulse in the grid of F20 returns the 
plate voltage of Fi9 to its original value. The plate voltage of Fi» 
therefore amounts to a stretched video pulse. The cathode follower F 21 
reproduces the stretched pulse (perhaps 20 fisec long), and during this 
time the storage condenser in the cathode of F22 is made to assume this 
same potential. This is done by the action of a positive pulse on the grids 
of F22 and F28 produced by F12 just at the end of the gate itself. The 
positive pulse on F22 and F23 causes one or both of these tubes to conduct 
so that the cathode of F22 assumes the voltage of the stretched pulse on 
the cathode of F2i. The cessation of this clamping^' pulse produced by 

‘ See R. M, Ashby, F. W. Martin, and J. L. Lawson, ** Modulation of Radar Signals 
from Airplanes,” RL Report No. 914, Mar. 28, 1946. 
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Fig. 10-1.—Wide-band boxcar and AGC circuit. 
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V\% disconnects the storage condenser until the next pulse is produced. 
The cathode potential of F22, and hence of the cathode follower F24, 
therefore, is the audio boxcar voltage desired. For convenience, the 
major portion of the d-c voltage is removed by the connection to F28, 
whose output voltage is essentially the desired boxcar audio component. 
The tubes F26, F27, and F28, serve as a direct coupled amplifier from which 
the AGC voltage may be d^^rived. The low-pass filter in this AGC link 
is placed in the grid circuit of F28; its frequency limit can be made higher 
or lower than the moaulation frequencies as desired. 

The production of the delayed gate and associated timing pulses is 
accomplished by the tubes Fi to Fio and their associated circuits. For 
any trigger pulse from the radar set that operates the blocking oscillator 
Fi, a standard trigger pulse of uniform shape appears on the grid of F2. 
The tubes F2, Fa, F4, and F5 form a high-precision delay circuit operating 
the blocking oscillator Fe, which, in turn, produces the delayed trigger. 
The amount of delay is controlled by the delay-control potentiometer 
that adjusts the potential on the grid of F4. An idea of the precision 
available in the delay time may be obtained by noting that for a delay 
time of 2000 gsec a flutter, or variation in delay, of less than 0.1 gsec is 
ordinarily experienced. The delayed trigger operates the tubes in the 
monostable-state multivibrator, or ‘‘flip-flop’^ circuit, F7 and Fg, which 
produces a small additional delay in time before operating another flip- 
flop circuit, composed of F9 and Fio, producing the gating pulse. This 
small delay is helpful in observing the gate or gated signals on an external 
R-scope (see Sec. 2*6) operated from the delayed trigger itself. The 
gate-generating circuit whose output is connected to the power tube Vm 
is shunt-peaked for adequate transient response and can generate a 
satisfactory gate. The gate length is adjustable from 0.1 to approxi¬ 
mately 50 Msec. The trailing edge of this gate actuates the flip-flop 
circuit Fii that generates the relatively long clamping pulse as described 
above. The trailing edge of the clamping pulse, in turn, generates a 
short pulse in F12, which causes the stretched pulse, produced by the 
diode Fio, to terminate. 

Several precautions have been taken to prevent hum voltages from 
appearing in the audio output. A ‘‘hum balancer'' is shown in the 
cathode of Fle, and all hum-sensitive tubes are operated with d-c filament 
voltages. These tubes are F2, Fs, F4, Fs, Fig, F21, F22, F23, F24, F2b, 
F26, and F27 and are for the most part pentodes operated as triodes. By 
these methods the hum appearing in the audio output has been reduced 
to a value less than 10 mv peak to peak. 

The storage element, as can be seen, is a 0.001-m/ condenser in the 
cathode circuit of F22- To reduce the leakage frqm this condenser to a 
satisfactory value, it is necessary to operate the filaments of the tubes 
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V2ij V2h ^ 24 at about one-half the rated voltage. If this is done, the 
boxcars will be flat to within a few per cent even for time intervals as long 
as 1 sec. 

The charging time of the boxcar generator is governed by the video 
response of the circuits between the video input terminals and the cathode 
terminal on Up to the plate circuit of Fie the circuit is simply a 

conventional shunt-peaked video amplifier. However, the forward 
resistance of the diode Fig, appearing as a series element in the coupling 



Fig. 10-2. —Audio-frequency reed meter. 


circuit, is large enough to upset the peaking design of this network. The 
best value of inductance to use is most easily found by trial. With the 
value indicated in Fig. 10-16 the over-all video bandwidth to the half¬ 
power point exceeds 10 Mc/sec. This ensures an adequate response for 
video signals as short as 0.03 nsec. 

The Indicator ,—Many forms of indication are possible, but for the 
sake of brevity only one method will be discussed—^that suggested by 
R. M. Walker, which has lent itself well to experimental work. In this 
indicator a bank of electrically excited reeds is incorporated with the 
necessary audio amplifier. Each reed is characterized by a particular 
resonant frequency and by a damping term that fixes its bandwidth, or 
^uivalent Q, Inspection of the bank of reeds will provide an audio- 
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amplitude analysis of the audio signal, provided the bandwidths of the 
successive reeds are roughly similar. A photograph of a set of reeds 
suitable for experimental analysis is shown in Fig. 10*2. The frequency 
range covered by this instrument is approximately 16 to 85 cps. In this 
photograph is shown the response of the instrument to a 70 -cps audio 
modulation in receiver noise. Further details will be discussed in the 
next section. 

The problem of driving such a bank of reeds from an audio source of 
varying amplitude is similar to the problem of making the radar receiver 
respond to a varying input signal. The problen» of finding some method 
of alleviating saturation in the amplifier is solved by providing the 
necessary audio amplifier with an AGC that operates from the modulation 
amplitude. In this way the average audio voltage driving the reeds will 
be maintained essentially constant. If this audio AGC is used, the 
indicator system can be made to operate at maximum sensitivity. 

10 - 2 . Experimental Results.—In discussing the experimental results, 
it is desirable to consider controlled experiments made under four 
different conditions. These conditions are chosen by fixing various values 
of signal, noise, modulation frequency, and fractional modulation. 

Behavior of a Noiseless Receiving System in the Presence of a Signal ,—In 
the following discussion the signal-carrier amplitude will refer to the 
unmodulated pulse amplitude. When modulated less than 100 per cent, 
the average pulse amplitude is, of course, equal to the unmodulated pulse 
amplitude and plays the same role in this problem that the carrier plays 
in ordinary radio modulation. Let the signal pulse length be represented 
by T, the gate length by G, the signal modulation frequency by p, and the 
fractional modulation by €. Wlien the signal falls within the gate, the 
receiver AGC adjusts the receiver gain so that the average height of the 
video signal and therefore the average output voltage of the peak-value 
boxcars are held at a constant value. Since the signal is the only voltage 
in the gate, the entire behavior of the system is independent of the gate 
length G and the section of the gate in which the signal is found. 

The frequency analysis of the boxcar output can be found from Eq. 
( 2 * 29 ). It is necessary in that expression only to put in a value for pulse 
length equal to the reciprocal of the PRF /r. A convenient nomograph 
for obtaining all the output frequencies is shown in Fig. 2 - 12 , where the 
vertical lines located at the PRF and its harmonics must be eliminated. 
In this nomograph the amplitudes of the various frequency components 
are unchanged by traversing the diagram in a vertical direction. It may 
seem strange that if two input signals of equal modulation amplitude, one 
at 20,100 cps and the other at 100 cps, are introduced into identical box¬ 
car generators whose PRF is 1000 pps, the two outputs will have ike same 
amplitude and the same frequency, namely, 100 cps. This, however, is 
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the case; and if the boxcar-generator output voltages are analyzed under 
the two conditions, they will be found to be identical. 

For a linear receiving system there are at least two interesting 
phenomena regarding the boxcar output worthy of discussion. 

1. If the injected wave consists of several modulation frequencies, the 
output frequencies are represented in the diagram in Fig. 2*12 by 
the intersections of the lines at the modulation frequencies with the 
array of 45° lines. There are no cross terms due to ‘‘beats'^ 
between the input modulation freciuencies. In other words, effects 
produced on the output by input modulating frequencies can be 
thought of as only the sum of the individual effects of the individual 
modulating frequencies. This is one very cogent reason why a 
linear receiving system is desirable. 

2. If the input wave consists of a modulation term that is itself 
modulated at a slow rate (e can be thought of as a very slow sinu¬ 
soidal variable), the slow modulation frequency itself will not appear 
in the output. Only sidebands will appear in the output fre¬ 
quencies, separated from the main frequencies by the frequency of 
the slow modulation. Here again the input frequencies are p and 
p ± u, where u is the modulation frequency of c. The output 
frequencies are on y those given by the independent action of these 
three input frequencies, and u itself will not appear in the output. 

These remarks apply when the input modulating function has a 
definite time phase. They do not apply when the injected wave is, for 
example, receiver noise. This case will be discussed below. 

In practice the receiving system is not quite linear, and cross terms 
may be detected. The greatest nonlinearity appearing in the receiving 
system just described is in the audio amplifier, whose harmonic genera¬ 
tion, however, is very low. The entire receiving system can be made 
sufficiently linear to reduce the effects of harmonic generation to negligible 
values. 

Behavior of the Receiving System in the Presence of Receiver Noise 
Alone, —In the absence of a signal the audio output voltage appears to be 
a function of both the gate length G and the PRF /r. Experiments have 
been performed varying both of these parameters, and results are depicted 
in Figs. 10*3 and 10*4. 

The dependence of audio noise on the gate length 0 is shown in Fig. 
10*3. An experiment was performed in which the average value of audio 
noise voltage in a frequency range of approximately 10 to 40 cps was 
measured as a function of the gate length G, A receiver whose i-f band¬ 
width was 2 Mc/sec was used. The experimental results are plotted in 
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Fio. 10-3.—Noise output vs. gate length, with and without receiver AGC. 



Fia, 10*4.*—Noise output vs. PKF L, Curve 1 is for the channel covering the range from 
20 to 90 ops. Curve 2 is for the channel 10 to 40 cps. 
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Fig. 10*3 along with a theoretical curve that will be deduced in the next 
section. It can be seen that the noise output falls with increasing gate 
length. For both cases (receiver AGC on or off) a good agreement is 
obtained with the theoretical results. 

The dependence of noise on the PRF is depicted in Fig. 10*4. Curve 1 
indicates the total noise power in the channel from approximately 20 to 
90 cps, and Curve 2 shows the total noise in the channel of 10 to 40 cps. 
It can be seen that for both curves (normalized at a PRF of 400 pps) 
the noise power is inversely proportional to the frecjuency at a sufficiently 
high PRF, as predicted by the theory to be presented shortly. At a low 
PRF observed deviations from this law are more severe for the 20- to 
90-cps channel than for the lower-frequency audio channel. These 
deviations are undoubtedly the result of the nonuniform spectrum of 
noise itself, that is, to the term 


in Eq. (7), where 


Jr 

WY 




Behavior of the Receiving System in the Presence of Receiver Noise and 
Unmodulated Signals. —In this case the total output noise power is a 
function of three quantities: the pulse length r, the gate length G, and the 
ratio of signal carrier to receiver noise power, which we may denote by z. 
The last two quantities are more precisely defined as follows: 

1. The gate ength G may be written as nr and is approximately equal 
. to n/R if R is the limiting system bandwidth up to the output of the 

video system. This limitation may be in the i-f unit or in the video 
system. The quantity B is ordinarily approximately equal to 1/r. 
If the limitation is in the video system, however, B represents twice 
the video-frequency bandwidth. 

2. Let z be defined as the ratio of signal carrier to receiver noise power, 
which is measured in the i-f unit after the i-f narrowing has taken 
place. 

Figure 10*6 shows the experimental results of noise output power as a 
function of z. The equipment used in obtaining these data was a linear 
receiver, a linear detector, and a peak-value boxcar generator using the 
AGC. The output noise power shown is measured in decibels relative 
to its value for no signal carrier. The receiver i-f bandwidth was approxi¬ 
mately 2 Mc/sec, and the pulse length was 1 /isec. It will be noted that 
two curves are shown, representing the results obtained for a narrow gate 
(n « 1) and the result for a wide gate (n « lO). Both of these curves 



268 


MODULATED PULSE TRAINS 


[Sec. 10*2 


become identical for large values of 2 , as they should in a peak-value 
device. That is, if the signal is large enough, the gate length is unim¬ 
portant. For low values of 2 , a maximum is obtained whose position and 
amplitude is a function of the gate length. 

The slope of the curves for large values of z becomes —1, and the 
essential reason for this is the receiver AGO, which causes the output 
receiver noise power to be inversely proportional to the signal-carrier 
input power. It will be noted, however, that for the values of z larger 



Fig. 10*6.—Dependence of noise power on the signal carrier power. Curve 1 shows the 
results with inadequate receiver gain control. Curve 2 shows the results with extraneous 
26-cps input. Curve 3 shows results with adequate gain control. Curves 1 to 3 coalesce 
in regions of intermediate signal carrier power but separate into two curves at low power 
depending on the gate length O, 

than 1000 (+30 db), deviations from the inverse relationship were found 
to occur. Three representative experimental conditions are shown in 
Fig. 10-5. 

1 . Curve 1 shows an asymptotic approach of the output noise power 
to a value of —33 db. This resulted from an oversight in the 
design of the receiver gain control that was placed in the customary 
position, that is, in the control-grid line of the first stages in the i-f 
amplifier. The residual output noise was found to be contributed 
by the late stages in the i-f amplifier, which were not connected to 
the gain control. This defect was rectified by appljing the gain- 
control voltage to more stages in the receiver. 

2. Curve 2 represents the results obtained on Sk trial with adequate 
gain control but in which the output noise was obeyed to 
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approach a constant value of — 43 db. At the same time the out¬ 
put was observed to consist almost entirely of a 26-cps component. 
This was traced to a microphonic effect in the receiver. At 
this level of operation, microphonic difficulties were encountered in 
several places in the receiver, and extreme care had to be exercised 
to reduce them. The principal sources of difficulties were the i-f 
stages themselves. 

3. (^urve 3 represents the most satisfactory result obtained. Because 
of occasional microphonic difficulties, it has not always been 
reproducible, but it can be obtained under certain conditions. 
Extreme care had to be taken with the receiver power supply to 
achieve this result. 

In any case excellent agreement was finally obtained between the 
experimental results and the theoretically expected results presented in 
the next section. 

Detection of Modulated Signal in the Presence of Receiver Noise. —It 
may be asked why this question has not been solved by the independent 
analysis of signals and noise just given. The paradoxical nature of this 
problem can be illustrated by showing that the desired solution cannot be 
derived from the previous results. 

It has been shown that the behavior of the system in the presence of a 
signal alone is independent of the gate length G. It has also been shown 
that the output noise power in a system in the absence of a signal is 
reduced by a long gate. By simple reasoning, therefore, one would come 
to the conclusion that a long receiver gate is desirable for a good signal-to- 
noise ratio, hence good sensitivity for the detection of weak modulation. 
This, however, is completely wrong; the actual result is that a short gate 
is preferable for the best sensitivity. This illustration shows that each 
case must be treated separately. 

Fortunately the problem has been completely solved, with certain 
restrictions, by M. C. Wang and G. E. Uhlenbeck.^ The solution will be 
given in Sec. 10-4. A simple formula may be given that expresses the 
percentage of signal modulation necessary for various degrees of visibility 
in receiver noise, namely, 

= ( 1 ) 

where 

€ ~ the fractional audio modulation. 

« PRF. 

z « signal-carrier-to-receiver-noise power ratio. 

b « indicator reed noise bandwidth. 

1 See Appendix I in RL Report No. S-10, May 16, 1944, entitled ** Detection of 
Propeller and Sambo Modulations/' J. L. Lawson, editor. 



270 MODULATED PULSE TRAINS [Sec. 10-2 

C{zfi) = a correction term that is approximately unity for values of z 
greater than 10. It is given explicitly in Sec. 10*4. 

K = the ratio of audio signal power delivered to the reed to the 
average noise power on the reed. 

The constant K may be set to the smallest value for consistent visi¬ 
bility, and under these conditions the above formula gives the correspond¬ 
ing value of €. This will be the smalles*^ fractional modulation that can 
be detected. 



Fractional modulation € in per cent 

Fig. 10*6.—Dependence of signal carrier power on modulation for K ** 20. 

Complete agreement with the preceding formula is obtained experi¬ 
mentally, as is shown in Fig. 10*6. These curves are taken for K * 20, 
where the signal is easily visible. For the three experimental curves the 
fdUowing conditions apply: 

1 . PRF = 6000 cps, (j 1 ^c, r « 1 /nsec. 

2 . PRF 1000 cps, ~ 1 jusec, r * 1 /isec. 

3. PRF « 1000 cps, (j =» 10 Msec, r 1 Msec. 
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Along with Curve 2 are shown some theoretical points for comparison 
Excellent agreement is obtained both in the shape of the curve for low 
values of signal carrier power z and in the absolute value. The aston¬ 
ishing agreement in absolute value is perhaps fortuitous, but it should 
be mentioned that there are no arbitrary constants. The value of K 





,40 K -60 JC-ieO K -630 

Fio 10*7.—PhotouTBph* ot reed meters st rsrious values of K. 
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was measured experimentally by the reed deflections—with noise and 
with the audio signal added. Therefore, it appears that Eq. (1) is 
completely valid if the receiving system is properly designed and 
constructed. 

One striking thing about this is the extremely low values of € that can 
be detected. One experimental point was obtained for e = 10"“*; z 
itself was +56 db. 



40 60 100 200 400 600 1000 2000 4000 6000 10000 

Putse repetition frequency in pp$ 

Fia. 10*8.—^Variation of signal carrier power required for detectable modulation vs. PRF 

for e *= 1 per cent. 

The smallest value of K that permits visibility of signals in noise is a 
very controversial matter and takes on as many values as there are 
observers. For this reason a signal was photographed for various values 
of K; these photographs are reproduced in Fig. 10-7. For the smaller 
values of Kp fluctuations occur from one instant to the next, and so 
several photographs are given that were taken at regular 15-sec intervals. 
The modulation signal in all cases occurs at 29 cps. It is the opinion of 
most observers that the photographs show up the signal slightly better 
than does visual observation because of the absence of time fluctuations 
in the photographs. Nevertheless, it will be seen that for K ~ 2.6, 
it would be an extremely good (and undoubtedly optimistic) operator who 
could point out the 29-cps signal without previous knowledge of its 
existence. 
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The effect of PRF upon visibility is illustrated in Fig. 10*8. In this 
experiment t was fixed at a value of 1 per cent. As the repetition rate 
was changed, z was adjusted to maintain iSC at a value of 20. It can be 
seen that the product of z and the PRF is constant, as is predicted by the 
general formula [Eq. (1)]. 



Fiq. 10*9.—Variation of signal carrier power required for detectable modulation {K « 20) 
VB, gate length (7 for t = 100 per cent. 

The loss in signal visibility accompanying the use of long gate lengths 
is noticeable only for small values of z and therefore large values of e. 
A curve of the necessary value of z required for consistent visibility 
{K = 20) as a function of gate length G is shown in Fig. 10*9. The PRF 
was set at 1000 cps for this run. It can be seen that an immediate drop 
in signal visibility is encountered as the gate is made longer than t. 
However, this represents the one set of conditions in which z is most 
nearly sensitive to (?, namely, € == 100 per cent. For most values of 



^ Fig. 10*10.—Boxcar output voltage. 

signal intensity encountered it appears that a relatively wide gate could 
be employed without serious loss in signal visibility. A wide gate, 
however, is undesirable from an interference standpoint. 

10*3. Theoretical Derivation of the Boxcar Spectrum of Noise Alone. 
When there is receiver noise but no signal, the boxcar generator will 
produce a step curve, where the heights of the steps vary in a random 
fashion. This is shown diagrammatically in Fig. lOTO. There will be a 
probability distribution P{y) dy that the height of one boxcar will lie 
between y and y + dy. This distribution will depend on the probability 
distribution of a noise deflection before the noise enters the boxcar gen¬ 
erator, and it will depend on the gate length of the boxcar generator. 
How to find P{y) will be discussed later in this section (see Eq. (12)], 
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If it is known, the spectrum of the boxcar output can be computed accord¬ 
ing to the methods explained in Chap. 3. In fact in Sec. 3*4 the problem 
of finding the spectrum of a series of pulses of random height but fixed 
repetition interval has been considered, and the results obtained there 
can be immediately adapted to find the boxcar spectrum. In Sec. 3*4 
it was shown that for a series of pulses of * ue form 


m) = X wnt - ke„), (2) 

* 

where the yt are the random heights and wheie F(f) represents the shape 
of a single pulse of unit height, the spectrum is given by the expression 


a.(f) = ^ hr- - (v)=] + 


(yy 

o„ 




(3) 


where 


/ I « 

dx F{x)e (4) 

is the Fourier transform of the pulse shape. For the boxcar spectrum, 

F{t) = 


1 


SO that 


^ 0 otherwise, 

BiS) . /_■ 


+eo 

2 1 

dx = — sin ir/ 00 . 

_0. ir/ 

2 


(5) 


( 6 ) 


Since B{f) is zero for / = ra/Go, the {-functions in Eq. ^3) will not con¬ 
tribute for n 0 and can therefore be omitted. Only for n = 0 will 
there be a contribution; this represents the d-c term of the spectrum. 
The final result for the average power spectrum can therefore be written 
in the form 


G«{f) 


2 8in»ir/9o 


(.m + ^ f(/) . 

Wo 


(7) 


This result can be described by saying that besides the d-c term (9)’, the 
spectrum is the same as that of a sin^e boxcar but that its intensity is 
determined by the fluctuation of the boxcar heights 1^ - (j?)*]. 

To proceed further more must be known about the probability dis¬ 
tribution P(y) of the boxcar heights. If a linear second detector is used, 
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the probability distribution of the noise voltage in the video stage, i.e., 
before the noise enters the boxcar generator, is given by^ 

Qjv(r) dr = ^ c dr, (8) 

where is the average noise power after the i-f amplifier and r is the 
voltage. The cases of the short and of the long gate will be considered 
separately. 

Short Gate, —In the case of the short gate, G is smaller than or, at 
most, equal to the correlation time of the video noise. Since this correla¬ 
tion time is of the order of \/B and ^ « 1 /r, where r is the pulse length, 
we shall assume that 

G^r, ( 9 ) ■ 

The distribution function P is then identical with Q, and from Eq. (8) 
it follows that 

y-^N; ? = N^-, ? - {yV - ( 10 ) 

Long Gate, —Since the height y of the peak-value boxcar is equal to the 
peak noise voltage in the gate G when the gate is long, the probability 
distribution of the maximum noise voltage in G must be determined. To 
do this exactly is a complicated problem, but an approximate answer can 
be found by dividing G into n parts, each of length r. Therefore® 

G « nr. (11) 

The noise voltages in these n parts may then be considered to be inde¬ 
pendent of one another, and the probability of a maximum value y is 
given by 

pw - new [ 

( 12 ) 

This gives ® 

1 See Eq, (3*71a), where r is denoted by L and the average noise power by <r*; 
has the same meaning as the symbol 2W used in Chap 7. 

* This definition of n should not be taken too literally. The correlation distance 
in the video stage is only of the order of r. For a more precise comparison with experi¬ 
ment, it would probably be better to introduce an adjustable constant here. 

^ The notation is such that 
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ifc-1 

(13) 


n 

y'-f'Vt 

(14) 


Numerical values of these functions for different values of n are given 
ih Table 10*1, and theii behavior is shown in Fig. 10-11. 



Ratio n of gate length to pulse length 

Fig. 10*11.—Dependence of noise power on gate length. Curve 1 is for a quadratic 
detector without receiver AGO; Curve 2, a linear detector without receiver AGC; Curve 3, 
a quadratic detector with receiver AGC; and Curve 4, a linear detector with receiver AGC. 


Quadratic Detectar ,—For the sake of completeness, the results for a 
quadratic second detector are also given. The formulas used in this 
latter case are as follows: 
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Short gate: 

y ^ ^ = 2N^; ^ - (y^ = N\ (15) 

Long gate: 

n n 

A;-l ifc«l \ / 

n 

- (P)“ •= (17) 

The dependence of the spectrum Gff(f) on the gate length G can be 
computed in the following way: When no ACK' is used, one determines 
““ iy)^ a function of n (or of G ); with AGO, the (§)^ is always brought 


Table lOT.— Dependence of ('ebtain Functions on n roii a Linear and for a 

Quadratic Detector 
Linear Detector 




1 

yt - 

- (?/)* 

yl . 

- w 

n 

S 

in\4 

¥ 

.V* 

N*(\ 

-I) 

(S)*( 




Valu(‘ 

Db 

Value 

Db 

1 

1 

1 

1 

0 

1 

0 

2 

1 29 

1 5 

0.875 

-0.57 

0.524 

-2 81 

3 

1.46 

1.83 

0.786 

-1.04 

0.370 

-4.32 

4 

1 57 

2 08 

0.726 

-1.40 

0.296 

-5.28 

6 

1 72 

2 45 

0.651 

-1.86 

0.223 

-6.52 

8 • 

1.82 

2.72 

0.600 

-2.21 

0.183 

-7.37 

11 

1 92 

3.02 

0.553 

-2.58 

0 150 

-8.24 

15 

2.02 

3.32 

0.512 

-2.90 

0.124 

-9.05 


Quadratic Detector 


n 

y 

V* 

2/* 

2N* 

v’ - (»)’ 

N* j 

- (y)‘ 

(»)» 

i 

Value 

Db 

1 Value 

Db 

1 

1 

1 

1 

0 

1 

0 

2 

1.50 

1.75 

1.25 

+0.97 

0.556 

-2.56 

3 

1.83 

2.36 

1.36 

+1.34 

0.405 

-3.93 

4 

2.08 

2.88 

1.42 

+ 1.53 

0.32 

-4.84 

6 

2.45 

3.75 

1.49 

+1.73 

0.248 

-6.06 

8 

2.72 

4.45 

1.53 

+1.84 

0.207 

-6.84 

11 

3.02 

5.34 

1.56 

+1.92 

0.170 

-7.70 

15 

3.32 

6.29 

1.58 

+1.99 

0.144 

-8.42 
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down to the same level, so that then one determines [y* — (§)*]/(p)* as a 
function of G. For the coihparison with experiment see Fig. 10*3. 

10-4. Theoretical Derivation of Signal-modulation Threshold.—In 
order to derive the minimum detectable amplitude modulation of the 
pulse train, one first has to obtain the boxcar spectrum when a signal is 
superimposed on the noise. The same piocedure as in Sec. 3‘4 can be 
followed. We can represent the modulation frequency by p and the 
fractional modulation by «. Since in the averaging over all possible 
boxcar heights the average values \vilf be different in the successive gates 
because of the modulation, one obtains for the boxcar spectrum, instead 
of Eq. (7), the following expression: 




Ti 12 12 S‘^HT 


jfc»0 




Let us assume that again a linear second detector is used and again divide 
the discussion on the basis of gate length. 

Short Gate ,—The probability distribution for y, when a short gate^s 
used, will be the same as the probability distribution for the voltage in 
the video stage, and this is known to be^ 


Piv) ^ Os+y(y) = ;^ p ""h (19; 

where <5® is the signal power and In{x) is the Bessel function of zero order 
and with purely imaginary argument. For the average values the 
following is obtained; 

y- 2 2’^’ Ip} (20) 

^ = fif* + iV®, 

where F denotes the confluent h 3 rpergeometric function.® To evaluate 
the expressions in brackets in Eq. (18), it must be remembered that 
because of the modulation, the signal strength 8 depends on A; in Eq. (20), 
therefore, 8 is replaced by 

8k = So(l + « sin 2iirkOop)- (21) 

We shall assume c to be small. By developing in powers of c up to c®aiid 
using Eqs. (18) and (20) one finds that the spectrum is 

» See Eq. (7-18o); one obtains Eq. (19) by replacing in Eq. (7-iao) «• + /8*by S* 
and by writing again for the average noise power the symbol N* instead of 2ir. 

• See Eqs. (7*14a) and (7*146); for a summary of the properties trf the 
hypergeometric function F(a, 6; s) sad for smne of the integnds, which are needed, 
see See. 7*6. 
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Gs+yif) — 


JV* sin 


in^ ir/0o |r4 
2ir/*0o I LIT 


(l+z)-F^ + 


(t- 


- zFF' 


- j + ^ [^ + I + 2zW") * «(/) 


+ g-«W'* «(/- (s/, ± p)] + 


( 22 ) 


In this equation F stands for i, 1; —2^) and the primes denote differ¬ 
entiations with respect to Zy where z is defined by 


SI unmodulated signal power 

Z == —-;-* 

noise power 

In this approximation the spectrum (Fig. 10‘12) consists of a continuous 
part (given by the first term inside the braces) on which there is super¬ 
imposed, besides the d-c portion (as given by the second term), the signal 



spectrum, which has just the same frequencies as those given by Eq. 
(2-29). It can easily be shown that, in fact, for iV —»0, Eq. (22) gives 
precisely the squares of the amplitudes of the Fourier development 
(Eq. (2*27)]. On the other hand, for 5 -♦ 0 or « ^ 0, Eq. (22) goes over 
into the pure noise spectrum [Eqs. (7) and (10)]. 

It should be emphasized that only when higher powers of « are 
neglected do no new discrete frequencies appear. Developing this 
theory further, we should also get, for instance, the discrete frequencies 
s/r ± 2p; their intensities will be of the order of t* and will go to zero 
when N —♦ 0.* 

For further discussion of Eq. (22) it is well to neglect the effect of 

Equation (2S) and the foUowii^ results can therefore be trusted only when 
«is not too large, say less than 80 per cent. 
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the modulation of the signal on the continuous part and on the d-c part 
of the spectrum, so that Eq. (21) simplifies to 

{J a +,) _ ^ PW + fW’ 

> 1 / - W- ± p)]j- (24) 

This can be checked experimentally in different ways. The depression of 
the continuous noise ^pectrum causc^d by the presence of a signal carrier 
can be determined. If an AGO receiver is used, this corresponds to 
measuring the function 

-(1 -hz) - 

Dl{z,\) = ’ (25) 

(- - l) ^ 

where we have fixed the constant so that for 2 ? - 0, 7)r = 1. For large z 
we obtain 




for small z 




Z)t(2,i) « 1 


2(4 - «•) ^ 3(4 - tt) 


Table 10*2. —Kelative Noise Output as a Function op the Signal Gabbier 
Strength for a Linear or a Quadratic Detector 
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Numerical values of are given in Table 10-2 and in Fig. 10-13. 

Also included are the results for a quadratic detector. The formula is 
then simply 


Do(2,1) 


1 2z 
(1 + 2 )*' 


(28) 


Since for large z this reduces to 2/2, on a logarithmic plot Dz.{z,J) and 
Dq{z,1) will become parallel and about 0.4 db apart. 



2/1 in db 

Fiq. 10*13.—Noise reduction factor D («,1) caused by unmodulated signal in a short gate. 

unmodu lated signai power 
noise power 


A more important result, which can be derived from Eq, (24), is the 
determination of the minimum detectable modulation Cnm. It may be 
expected that the discrete frequency p (see Fig. 10*12) will be detected 
when its power is a certain number, for example, /fmin, times the power in 
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the noise of approximately the same frequency. How large Tfmm has to 
be can be determined only experimentally. How much noise power the 
signal has to compete with depends on the bandwidth h of the final reed 
detector. Let us define h in such a way that when the power response 



Fjq. 10*14.—Schematic reed-detector response curve; “ 3 db bandwidth, h « noise 

bandwidth 


curve of the reed detector is so normalized that its maximum is unity the 
area under the curve is equal to b (Fig. 10*14). Therefore cmm will be 
determined by the equation 

[I (1 + 2). - (29) 

which can be written 

Q 2jFC|XUI1^0^ ^ \ 

€Ln = -^- CL{Zyl), (30) 


with 




?(!+*)-if- 


For large z, Cl approaches unity as 


(31) 


Cl(z,1) « 1 + ^ + . . . ; ( 32 ) 

and for small z, 

(33) 

Tn Table 10'3 and Fig. 10"15 are presented the numerical values for the 
correction factor Cl(z,1), together with the values for the quadratic 
detector, where the formula is simply 


1+22 

22 ' 


C,(2,l) 


(34) 
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Long Oate .—When the gate is long, the formulas become rather com¬ 
plicated. First there must be determined from Eq. (19) the probability 
distribution of a peak value y'mG; this can be done in a way analogous to 
the derivation of Eq. (12) from Eq. (8). We find 


Piy) dy 


- ^ydy 


t«+3« 

■ I 


^ydy-m 




From this must be calculated the average values y and then S must 
again be replaced by Sk [as given by Eq. (21)] and developed in powers 



Fig, 10‘15.—Correction factor C (*,1) aa a function of i, in a short gate. The minimum 
detectable modulation is given by 

C*mln “ — C 











284 


MODULATED PULSE THAIJSS 


[Sec, 104 


of €• An expression of the same general form as Eq. (22) is then obtained 
for the spectrum, except that now the three parts (continuous spectrum, 
d-c term, and signal spectrum) will depend on the gate length n or 6 as 
well as on z. If one neglects the effect of signal modulation on the 


Table 10*3.— Correction Factors for a Linear or a Quadratic Detector 


z 

Value 

Db 

(linear detector) 

C«(2,l) 

(quadratic detector) 

0 

— 00 

* 

00 

00 

0.2 

- 6.99 

3.56 

3.5 

0.5 

- 3.01 

1.94 

2.0 

1.0 

0 

1.41 

1.5 

2.0 

4- 3.01 

1.17 

1.25 

4.0 

+ 6.02 

1.073 

1.125 

6.0 

+ 7.78 

1.045 

1.083 

8.0 

+ 9.03 

1.034 

1.063 

10.0 

4-10.0 

1 026 

1.050 

12.0 

4-10.79 

1.021 

1.042 

30.0 

4-14.77 

1.0 

l.O 


continuous part and the d-c part of the spectrum, as in Eq. (24), the final 
result can be written in the form 


^-ArXz,n) - Bl(z,n) + ±Bl{z,n)Sif) 


(36) 


where 


and 


+ eirV^j «l/- (s/r±p)]j» 

A,(z,n) = 1 + 2 + ^ (- !)»+• e~m‘ (37) 


n — I 

BM - (-!)«(” 7 iir+-i) 

+sX <-«"(” 7 Opr""’* 


Of course for n = 1, At becomes 1+2 and Bt becomes 
e-'FilUz) ^F{-ll;-z), 
so that Eq. (36) goes over into Eq. (24). 
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Quadratic Detector .—When a quadratic detector is used, the same type 
of equation is obtained: 


Gs+Nif) = 


2N^ sin* 7r/0o 
~(7r/)U 


2AQ{z,n) - Bl(z,n) + ^ ^S( 2 ,n) 6 (/) 


where 


r-jLil-L -I-!— 1 e~iTI* (40) 

+1) ^ (/+ i)'J ’ ^ ^ 


n-l 


!-l 



00 _4 _3 _2 -I 0 +1 +2 +3 +4 +5 +6 +7 +8 +9 +10 

2/1 In db 

Fio. 10*16.—Noiee reduction factor i)z,<*,n) caused by unmodulated signal, with a linear 

detector; 

z w m^tnodulated signal power ^ gate length 

noise power ’ pulse length 
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Bg(z,n) = Ai(z,»). (41) 

The results for a short gate follow again from this by making n = 1. 

From Eq. (36) there can be drawn the same kind of conclusions as 
from Eq. (24). The depression of the noise resulting from the presence 

Tablk 104.— DKpKNDKNrw OF Noise D(z,n) on the Sion.\l Carrier z and the 

Gate Length G 

The gat(» k*ngth is nr; numbers in parentheses are in decibels 


n == 5 I n — 10 I w = 15 
Linear Detector 


(-00) 

(-2.81) 

(-5.98) 

(-8 00) 

(-9.05) 

0.5 

0.513 

0.259 

0 162 


(-3.01) 

(-2.90) 

(-5.86) 

(-7.90) 


1 

0.495 

0.266 

0.179 

0.135 

{ 0 ) 

(-3.06) 

(-5.75) 

(-7.48) 

(-8.70) 

2.5 

0.409 

0.282 

0.222 

0.185 

(+3.98) 

(-3.88) 

(-5.49) 

(-6.55) 

(-7.32) 

i.O 1 

0.332 

0.271 

0.223 

0.195 

(+6.02) 

(-4.79) 

(-5.67) 

(-6.52) 

(-7.10) 

6.25 

0.247 

0.223 

0.195 


(+7 96) 

(-6.07) 

(-6 52) 

(-7.10) 


'• Quadratic Detector 

0 

0.556 

0.281 

0.181 

0.146 

(~ «) 

(-2.55) 

(-5.52) 

(-7.43) 

(-8.36) 

0.5 

0.545 

0.288 

0.186 

0.150 

(-3.01) 

(-2.64) 

(-5.41) 

(-7.30) 

(-8.24) 

1 1 

0.518 

0.301 

0.199 

0.158 

( 0 ) 

(-2.86) 

(-5.22) 

(-7.01) 

(-8.02) 


(-7.20) 


(- 6.10 
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- AL{z,n) — Bl(z,n) 

Di(z,n) = --, (42) 

(^3 - 1 j Bl(z,n) 

which for n = 1 becomes equal to Eq. (25). For z — Oy Dl becomes 
equal to the relative boxcar fluctuation for pure noise as derived from K(i. 

Table 10-5.— Corbk(’tion Factor C{z,n) for Various Values of Signal Carrikk z 


AND Gate Length G 
The gate length is nr 


z 



1 


- 

n = 2 

n — 5 1 

ri = 10 » = 15 

Value 1 

Dh 





Linear Detector 


0 


00 

00 

00 

0 2 

- 6 99 

6 37 

15.74 

33 77 

1 

0 

1.87 

3 03 

4.76 

4 0 

4- 6.02 

1.12 

1.24 

1.41 

30 

+ 14.77 

1 

1 

1 


Quadratic Detector 


0 

— 00 

00 

00 

00 

00 

0.5 ' 

- 3.01 

3.00 

6.04 

11.49 

17.67 

r 

0 

1.91 

3.04 

4 76 

6.34 

1.4 

1.46 

1.61 

2.23 

3.08 

3.84 

2.0 

3.01 

1.40 

1.72 

2.14 

2.49 

3.0 

4.77 

1.24 

1.38 

1.55 

1.69 

4.0 

6.02 

1.16 

1.23 

1.32 

1.39 

5.0 

6.99 

1.12 

1.16 

1.21 

1.25 

6.5 

8.13 

1.09 

1.10 

1.12 

1.13 

10 

10 

1.05 

1.06 

1.06 

1.06 

30 

14.77 

1 

1 

1 

1 


(13) (see Table 10*1 also); for Dl becomes inversely proportional 

to z. For intermediate values of z, Dt (ZfU) goes through a curious 
maximum, which begins to appear when n > 2 and shifts to larger 
values of z when n becomes larger (Fig. 1046). The minimum detectable 
modulation can again be written in the form 


^11 


2Kvidn0b 


Ci{z,n), 


(43) 
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where 


CL(z,n) = 



(44) 


Just as for the funetioii Dt CtiZiU) can be discussed only numerically. 
The results can be lound m Tables 10-4 and 10*5 and m Fig. 10*17. 



z/l in db 


“Correction factor C/(g,n) as a function of z foi a lon^ gate and a linear detector. 
The minimum detectable modulation is given by 

€*mm «= -C/ (Z n) 


OTHER METHODS OF MODULATION 
10*6. Propeller Modulation. —The preceding sections have shown how 
a receiver and indicator can be made for the detection of modulated radar 
pulses. One important example of their use is the detection of propeller 
modulation. To understand the results to be presented, the character¬ 
istic of propeller modulation should be discussed briefly. 

As the aircraft propeller rotates, the scattering cross section, or 
echoing area, of the aircraft varies in a cyclical fashion. The funda- 
mentalfrequency of this cyclical variation is not, in general, the propeller- 
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shaft rotation frequency but the frequency with which the individual 
blades pass a given point. This rei^t is caused by the symmetry 
properties of the propeller, that is, each blade is exactly like its neighbor. 
Furthermore, the cyclical pattern is not generally sinusoidal but is 
usually very complicated, exhibiting many harmonics of the fundamental 
blade frequency. There may be 20 or 30 harmonics of sufficient ampli- 





0 10 20 30 40 50 60 70 80 90 100 

Output frequencies in cps 

Fig. 10*18.—Output frequencies from boxcar generator at PRl^’ = 417 pps. The («,r) 
values for each line are given. 

tude to be easily detectable, and these may cause extra responses at low 
frequency in the reed indicator by their **beats’’ with the PRF and its 
harmonics. Because of the changes in audio spectrum accompan 3 dng 
changes in either the PRF or fundamental blade frequency, however, 
the harmonic responses can be recognized. The method by which this 
can be done will be described below. 

It is of interest to construct a sample nomograph that describes the 
output audio frequencies produced by a given modulating propeller- 
blade frequency/m interacting with the PRF /r. The chart shown in Fig. 
10*18 was constructed for only a very limited region, since it will be used 
to explain some particular results; the range of frequencies can be 
extended if needed. Such a chart is valid for only one value of /r. 
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;<>v- 


(o) Front aspect at 12 nautical miles 


Modulation fiequency 

M 

values 

Observed 

cps 

Theoretical 

cps 

28 5 

28 0 

(1,7) 

:i2 

31 8 

(0,0 

36 

36 

(1.6) 

44 

43 5 

(3,19) 

64 

63 65 

(0,1) 

71 6 

71 2 

(2,12) 

84 

84 

(3.21) 


(b) Front aspect at 12 nautical miles 


Modulation frequency 


Observed ! 
cps 

Theoretical 

cps 

values 

28 0 

28 0 

(1.7) 

32 

31 8 

(O.i) 

36 

36 

(1.6) 

44 

43 5 

(3,19) 

56 5 

66 

(2.14) 

64 

03 66 

(0.1) 

72 

71 2 

(2.12) 

85 

84 

(3.21) 



(c) Rear aspect at 10 nautical miles 


Modulation frequency | 

(s.r) 

values 

Observed 

cps 

Theoretical 

cps 

30 

30 2 

(0,0 

43 

43.2 

(3,20) 

55 

55 

(1.6) 

60.5 

60.4 

(0,1) 

66 

66 

(1.8) 

72 

72 

(2.16) 

78 5 

78 

(3,22) 


(d) Rear aspect at 10 nautical mfles 


Modulation frequency 

(«,r) 

values 

Observed 

cps 

Theoretical 

cps 


30 3 

(0.0 

41 



47 

47 2 

(2.13) 

54 

54 

(1,6) 

61 

60 55 


68 

67 

(18) 

74 

74 

(2,16) 

81 

81 

(3,22) 


Pia. 10-19.—Four sample reed-meter displays showing the a-f spectrum of the echo of a 
small two-engined training aircraft (8NC) in flight. The observed frequencies can be 
checked by comparing with Fig. 10*2. The theoretical frequencies are those determined 
using Fig. lO-lS and the listed («,r) values. Figure 10-18 is applicable, since the PRF was 
417 
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In Fig. 10-18, /r is 417 cps, the abscissa represents the output audio 
frequencies from 0 to 100 cps, and the ordinate, the values of /*, between 
69 and 67 cps. The output frequencies are obtained by the intersections 
of a horizontal line whose ordinate is the desired blade frequency with the 
array of oblique lines shown. Each such line is characterized by two 
indices s and r. These indices define the harmonics of the PRF, which 
interacts with the rth harmonic of /„ to produce the particular a-f com¬ 
ponent represented by the intersection. This nomograph is similar to 
the one shown in Fig. 2-12, where output frequencies for a single modu¬ 
lating frequency are given. 

In Fig. 10-18 it can be seen that for a given fractional change in the 
blade frequency the high harmonics of /m and the PRF produce audio 
components that change frequency with relative rapidity. It is because 
of this fact that these components can be properly identified. Further¬ 
more a given a-f spectrum can be “fitted” to a chart similar to that shown 
in Fig. 10-18, and a very precise value for fm can be obtained. This 
procedure, of course, assumes a known value for the PRF. 

Results of actual flight trials with an SNC type aircraft are shown in 
Fig. 10-19. These photographs show the responses obtained on a vibrat¬ 
ing reed assembly similar to that shown in Fig. 10-2 except for the absence 
of the lowest-frequency reed meter. 

A host of responses is obtained. The conditions for these tests are 
those for which the nomograph of Fig. 10-18 was constructed, namely, a 
PRF of 417 cps and a blade frequency of approximately 64 cps. Since 
the photographs are not very clear, a table is presented under each picture 
that lists the observed audio frequencies together with the “fitted” 
theoretical frequencies and the indices (s,r) that are assumed to be 
responsible for the indication. It will be noticed that a small 32-cps 
response is listed for the indices (0,i). This response is caused by a 
slight asymmetry in the two-bladed SNC propeller, which produces a 
term at the shaft rotation frequency, that is, one-half the blade frequency. 
It will also be noticed that responses of appreciable magnitude are 
observed from the twenty-first harmonic of the blade frequency. 
Furthermore, many of the high-harmonic responses are stronger than 
that due to the fundamental itself. 

These strong harmonic responses are not at all surprising when one 
examines the radar intensity pattern resulting from propeller rotation, 
obtained for a fixed aspect of the aircraft. Such a pattern is shown in 
Fig. 10-20, where the ordinate represents the amplitude of returned echo 
and the abscissa represents time. The time required for 90° of shaft 
rotation of the four-blade propeller of the B-26 medium bomber used in 
this test is the time between the successive prominent minima. This 
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pattern is the filtered boxcar output voltage of the receiver using a PRF 
of 10,000 cps to obtain the necessary detail. 

The complex shape of the curve shows the presence of high harmonics 
of the blade frequency. The harmonic analysis of the propeller-modula¬ 
tion pattern of Fig. 10*20a is given in Fig. 10*206. This analysis, which 
includes harmonies of the blade frequency up to the tenth, was recorded 
with a swept-frequency audio analyzer.^ The harmonics of the blade 



frequency are numbered, and the percentage of modulation in each 
harmonic is recorded on a logarithmic scale. The ninth harmonic is 
nearly 10 per cent; the tenth, nearly 7 per cent, etc. For more complete 
information concerning propeller-modulation studies, the reader is 
referred to the original reports already cited. 

10*6. Theoretical Analysis of a Pulse-width Modulation System.— 
Besides the arm pulse trains, which have been treated in the previous 
sections, there are many other types of pulse modulation, some of which 
have been described in Sec. 2*8. The analysis of each pulse-modulation 
system will follow the same general lines as the analysis given in Secs. 
10*3 and 10*4 of the receiving system for a-m pulses. However, in each 
case, the theory must be developed separately, since it will depend 
essentially on the number and type of nonlinear elements in the receiver. 

As a second example, we shall give a short account of the analysis of a ' 
pulse-width modulation system, in which a Hlicer (cf. Sec. 2*8) is used as a 

1R. M. Ashby, F. W. Martin, and J. L. Lawson, Modulation of Radar Signals 
from Airplanes,” RL Report No. 914, Mar. 28, 1946. 
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noise-suppressing device.^ The action of the sheer on a series of pulses 
with and without noise is shown in Fig. 10*21. Clearly, if the carrier 
voltage and the slicing level are both high compared to the noise, then the 
output of the sheer will be a series of rectangular pulses that are approxi- 



a Detector output without noise 
b Detector output with noise 
C Slicing level 

d Rectangular pulse after slicing 

Fig. 10*21.—The effect of slicing a series of pulses with and without noise. 

mately at the same position as the original signal pulses. The only 
effects of thi noise will be the small and random shifts of the two edges 
of the pulse, which are indicated by a and 0 in Fig. 10*21. 

Consider now a series of signal pulses of which the width is modulated 
in a sinusoidal fashion. In the absence of noise the output of the slicer 
will be a train of rectangular pulses represented by 

3 

where 

A (4\ _ I ^ - iry < f < iOo + ir,*, 

^ |o otherwise, 

T/ = t( 1 + € cos 2rpjBo)j (45) 

and 00 is the repetition period, p the modulation frequency, and € the 
fractional modulation of the pulse length r. Assuming commensur- 
ability of p and the PRF fr = l/Bo, one finds, by a straightforward 
Fourier analysis, 

1 Parts of this analysis were first given by Z. Jelonek in some unpublished British 
reports. 
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_ 2/r 2 — 6*0 2 — 6io \ji[Trr€{lp + fc/r)] 

^ T Lf Lf 2 2 1 Zp + fc/r 

*-0 i «o 

[6/, even siii irr{lp + kfr) + z6/, odd cos TTT (Ip + kfr)] COS 2ir(lp + kfr)t 
+ [5^ am 7rr(/p — A:/rj + z8i, odd cos 7rr(Zp - kfr)] 

cos 27r(Zp — fc/r)Z}, (46) 
where Ji(z) is the Bessel function of order Z; the symbol 8i, even is defined by 


{ 1 for Z even, 

0 for Z odd, 


and 6z, odd = 1 — 8i, oven. All the harmonics of fr and p and their com¬ 
bination frequencies are therefore present in the spectrum of the signal. 

When noise is present, the edges of the jtli pulse sre shifted by the 
random amounts aj and fij. By an analysis similar to the analysis used 
in Examples 3 and 4 of Sec. 3-4, the power spectrum cf signal and noise 
can be written in the form 


GsMf) 

where 


lim 

AT-^oo 


1 






, (47) 




(48) 


In order to obtain the ensemble averages dj and |a,|2 the probability dis¬ 
tribution of the aj and 0j must be found. In I]q. (47), the>assumption 
has been made that the a^s and jS^s of different pulses and, therefore, the 
different a, s are independent of each other. This, of course, will always 
be the case, since Go is always large compared with 'i/B if B is the i-f 
bandwidth. For simplicity, we shall assume in addition that the and 

of one pulse are independent of each other. This implies that Br )$> 1, 
so that the original signal pulse is only slightly deformed by the i-f 
amplifier. 

The probability distribution P(a) da follows immediately from the 
probability distribution of signal plus noise [cf. Eq. (7*13)]: 


rdr 

W(r) dr = "^6 h 



(49) 


by putting r *= fe, S = fe + odg6\, dr = da. tg9\, where h is the slicing level 
and tg6i is the slope of the signal pulse after the i-f amplifier and at the 
height h, Beplacing Eq. (49) with the Gaussian approximation 
Ic/ Eq. (7*13c)], which is allowed, since 5®» 2TF, one finds 


da 

V^l 



P(a) da 


(50) 
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where (r\ = W/tg^6\, In the same way one finds for ^ a Gaussian dis¬ 
tribution with the variance (t\ = W 

The average values indicated in Eq. (47) can now be evaluated. The 
results are 

dj = exp {-irifTj - 2Tr^fcrl) ~ exp (+ 7 r 2 /r^ - 
1^2 == 2 - 2 cos 27r/r, exp [-2T^f(al + 4)], 

Substitution of these results in the first sum in Eq. (47) leads to the 
continuous part of the power spectrum. We will neglect in this part, as 
we did in Sec. 10-4, the effect of the modulation of the signal. The 
continuous spectrum becomes therefore 

«• - '‘‘I’' - 2?k <=> - <“) 



The substitution of Eq. (51) in the second sum of Eq. (47) leads to the 
discrete spectrum due to the signal. Using the expression (45) for r, and 
developing in powers of e up to one obtains for the discrete spectrum, 
when p < /r/2, 

ae 

_ 1 j 4 - g- 4 TV*»j> _ 2 cos X «(/ - Sfr) 

8^0 

00 

+ ^ + c-*'’/*... 4 . 2 cos ^ 6 (/ - s/, ± p). 

7^0 

(53) 

If there is no noise, al = <rl = 0, and Eq. (53) goes over into the power 
spectrum of the signal alone, which, provided the same powers of € are 
kept, agrees with the power spectrum that follows from Eq. (46). 

According to the power criterion (cf. Sec. 7*3), the detectability of the 
modulation c depends on the ratio of the power of the signal peak at the 
frequency p to the power of the continuous noise spectrum with which the 
signal has to compete. Suppose that a narrow audio filter of width b is 
used; it follows from Eq, (53) that the power of the signal peak at the 
frequency p is 

+ g- 4 »>pt,.« 4 . 2 cos 2irpTC-*'‘»’*<''’+«*>] 
o 


whereas it follows from Eq. (52) that the power of the continuous noise 
spectrum is 


hfr 

2ir^p^ 


(2 — 
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The minimum detectable modulation is therefore given by 

j _ Akh 2 — exp ( —47r2pVJ) — ex p ( — _ 

~ Th^p% ■ exp (-4jr*pM) + exp {-Ar^p^aD + 2 cos 2irpT exp 

[-2T'p*(a? + ai)], (64a) 


where is a constant, which has to be determined experimentally, just as 
in Sec. 10-2. 

For further discussion we shall assume that the i-f amplifier (band¬ 
width B) deforms the pulses in a riymmetri(*al fashion, so that <ti = (T 2 = 
Assume further that pa and even pr are much smaller than unity. Then 
Eq. (54a) reduces to 



(546) 


For a Gaussian pulse and a Gaussian i-f pass band, a^ and r can be calcu¬ 
lated exactly, and Eq. (546) becomes 



where is the pulse amplitude before the i-f amplifier, h is the height of 
the slicing level, and z = SI/2W, For the case of a square pulse and a 
Gaussian i-f pass band, one obtains in the same way 

*Ln ^ k j (556) 

Jr 

where x = Bro is the product of the i-f bandwidth and the original pulse 
length. In both Eqs. (55a) and (556) x is assumed to be large compared 
with unity. For a Gaussian pulse is independent of x, whereas for 
a square pulse €*in goes to zero when a: —► oo . This difference can easily 
be understood. The influence of the noise decreases for increasing slope 
of the pulse at the slicing level. For a square pulse the slope increases 
indefinitely when a; oo ; whereas for the Gaussian pulse the slope will, 
of course, remain finite. 
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THRESHOLD PULSED SIGNALS IN CLUTTER 
INTRODUCTION 

ll'l. Comparison between Clutter and Noise.—In many ways noise 
and clutter’' are similar. In the following pages are discussed some of 
the similarities as well as the differences between them. The similarities 
have given rise to the argument that both types of interference have 
similar effects, but this con(‘lusion is not a valid one. 

The frequency spectrum of receiver noise is essentially uniform at the 
input of the i-f amplifier; the frequency spectrum of the clutter is influ¬ 
enced by the transmitted pulse itself. For practical purposes all fre¬ 
quencies in the neighborhood of the transmitter frequency are, on the 
average, equally reflected by clutter. Hence the long-time-average 
power spectrum of the clutter will be just that of the transmitted pulse, 
that is, usually a(sin^ x/x“) spectrum, where x is the frequency deviation 
from the center radio frequency. Thus noise and clutter would be 
expected to behave differently with respect, for example, to a variation 
in receiver bandwidth. 

The amplitude probability distributions of clutter and noise at the 
receiver second detector differ only with respect to a multiplicative con¬ 
stant. This property comes about because both phenomena are random; 
they are produced by the random interaction of many small processes. 
The average values of the amplitudes at the second detector of noise and 
clutter behave differently, however. In noise the average value is 
constant in time, but for clutter it varies in time, i.e., radar range, not 
only with geometrical factors but also with the different scattering 
properties of the illuminated medium. This varying average amplitude 
of clutter causes much difficulty since, without special circuits, saturation 
in the receiver will not be avoided in regions of strong clutter return. 
For receiver noise, however, a setting of the receiver gain control can be 
found where saturation by receiver noise can be easily avoided. In 
addition to the total variation in clutter amplitude, possibly requiring 
some form of receiver AGO for satisfactory operation, the rate at which 
this clutter-amplitude variation occurs, i.e., as the range changes, will be 
important. This rate of change will determine the speed with which the 
AGO must act to be effective. 

One other important property of clutter is the rate at which the clutter 
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configuration changes in time. If the radar return from a single trans¬ 
mitted pulse is examined, a complicated time pattern will be obtained that 
contains all frequencies up to very high ones, a pattern that is similar, 
except for spectrum differences, to receiver noise. This pattern, or 
configuration, will remain essentially unchanged, however, if a second 
pulse is used shortly afterward. The configuration is therefore relatively 
stable in time, perhaps for as long as a second, although its shape may be 
complicated. The reason for this stability is that the returned signal 
depends on the physical positions of the reflecting objects. Changes in 
relative position and therefore in the signal amplitude occur compara¬ 
tively slowly. The consequences of this fact will be discussed more 
fully in Secs. 11*9 and 11*10, where it will be showm how this phenomenon 
can be used to reduce the effects of chitter. 

11*2. Threshold Signal in the Absence of Saturation.—In the absence 
of saturation, problems connected with the perception of signals in clutter 
are similar to signal-perception problems in noise. Even though clutter 
is relatively stable, the configurational changes are usually sufficiently 
rapid to be visually somewhat similar to normal noise fluctuations. 
Clutter has a somewhat coarser and more grainy appearance than ordi¬ 
nary noise, however. Nevertheless, as wdth receiver noise, the desired 
signal must be of the order of magnitude of the average clutter (plus 
noise) power to be recognizable. These remarks apply exclusively to 
clutter in which the configurational changes are relatively rapid, for 
example, sea return and rainstorm echoes. They do not apply, however, 
to ground return, where the clutter configuration is virtually stable. In 
the case of ground clutter, a satisfactory criterion for signal perception 
is all but impossible. A small desired target may produce an echo large 
enough to be clearly seen, but it will not, in general, be recognized as the 
desired target because of confusion with other similar echoes in the 
neighborhood. Consideration of ground clutter will for this reason be 
reserved for Sec. 11*9, where it will be shown that the desired signal may 
have properties differing from those of clutter, for example, velocity 
properties. 

The problem posed by the perception of a desired signal in fluctuating 
clutter, for example, rainstorm clutter, is complicated by several factors. 
First, unlike the case for receiver noise, the average amplitude of clutter 
return depends not only upon transmitted pulse power but upon the 
total volume of rainstorm illuminated at any given instant by the pulse. 
In other words, at any given instant the receiver input is collecting from a 
region of rainstorm reflectors power that is as large as the packet of r-f 
energy sent out by the transmitter in one-half the pulse length. There¬ 
fore an increase in transmitted pulse length by a factor of a produces an 
tt-fold increase in the scattering cross section for the clutter. For the 
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perception in clutter of a desired discrete target, one whose cross section 
or echoing area is independent of the pulse length, short pul,:;es should be 
used. This argument makes it clear that the signal threshold power in 
clutter should be directly proportional to the pulse length, provided, of 
course, that the receiver i-f bandwidth is as wide as or wider than optimum 
for the pulse length (see Chap. 8) and that the intensity of clutter is 
sufficient to override all receiver noise. 

This reasoning was confirmed by an experiment in which the output 
pulse of a signal generator was introduced into the r-f receiving section of a 
radar system. The power of the pulse was known and variable, and its 
phase adjustable so that it could be made to coincide with the radar 
echoes of a local rainstorm. When the lengths of the radar pulse and of 
the signal generator pulse were changed from 5 to 0.05 sec, the observed 
threshold signal was 18 db less as compared with the theoretical 20-db 
difference. This proportionality between pulse length and signal thres¬ 
hold in clutter can also be qualitatively confirmed by studying the effect 
of antenna beamwidth on the perception of discrete targets in clutter. 
One would expect that the cross section of clutter extended in three 
dimensions would be proportional to the antenna-beam solid angle, since 
the illuminated part of the clutter is proportional to it. For clutter on a 
plane surface, such as sea return, the clutter cross section is proportional 
to the width of the antenna beam. No exact quantitative information is 
available on this point, but it is a well-known fact that narrow-beam, 
high-discrimination radar sets are much less affected by extended clutter 
than are radar sets having an equivalent wavelength but a broad antenna- 
beam pattern. One of the complicating features in the quantitative 
determination of the effect of the beamwidth is the difficulty of securing 
clutter that is essentially uniform over the large areas likely to be illumi¬ 
nated by a broad radar beam. Furthermore, when the discrimination of 
the radar set is V'ery high, that is, when it has very narrow beamwidth and 
small pulse length, the clutter itself is no longer uniform but generally 
breaks up into a number of distinct reflecting volumes. This character¬ 
istic is particularly true of sea clutter, where the discrimination of the set 
may be made high enough to resolve individual reflecting sea waves. 
When this happens, the experimental determination of the minimum 
detectable signal is difficult, not because of insufficient signal amplitude 
or clutter fluctuation but because of confusion with other clutter peaks 
that appear to be discrete. Nevertheless, for the perception of a discrete 
signal in clutter, high-discrimination radar sets have proved much more 
useful than low-discrimination sets. 

One point should be emphasized: As long as there is sufficient radar 
power for the clutter echoes to be much stronger than receiver noise, the 
signal ihreshold power in cluUer is independent of transmitted power hut 
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varies directly with pulse length. This situation is markedly different 
from the problem of signal threshold in receiver noise (see Chap. 8). 

For a given pulse length, the effect on signal threshold power in 
clutter of the various receiver parameters, such as i-f bandwidth, video 
bandwidth, presentation sweep speed, etc., could be investigated. These 
variables would be found to have a somov.nat different effect from that 
observed in the presence of receiver noise because, as was shown in the 
preceding section, the spectrum of clutter, as viewed in the i-f amplifier, 
differs from that of leceiver noise. For the same returned power the 
clutter spectrum is, in fact, the same as that of the desired discrete echo, 
except that all components of the spectrum of clutter are, in general, 
independent or noncoherent; for the discrete echo, the various com¬ 
ponents are coherently related. Since the spectra of the signal and 
clutter are the same, it might be argued that changes of i-f or video band- 
widths would have no effect on the signal threshold power. Because of 
the difference in coherence, however, this is not true. For very narrow 
i-f bandwidths, it is the amplitude of the signal response and the power of 
the clutter response that will be proportional to bandwidth. This 
situation is analogous to that for receiver noise; obviously, therefore, the 
signal threshold power will vary inversely with the i-f bandwidth in this 
region. For wide i-f bandwidths the situation is different, however. 
The responses to both clutter and signal approach asymptotic values, 
and the signal threshold power becomes independent of i-f bandwidth. 
Thus there is no optimum i-f bandwidth, although a receiver is usually 
required whose bandwidth is nearly optimum for noise, since both types 
of interference are usually encountered. No good experimental informa¬ 
tion is available on this point, however, although rough experiments have 
shown that the argument is probably correct. 

As for noise, video bandwidth has a less pronounced effect than i-f 
bandwidth on signal threshold in clutter. For receiver noise at optimum 
i-f bandwidth the signal threshold power is increased when the video pass 
band is narrowed from either the high side (low-pass filter) or the low side 
(high-pass filter or differentiator). This characteristic is not necessarily 
true of clutter. Because of the difference in coherence between signal 
and clutter, a low-pass video filter increases the threshold signal. The 
video clutter components are essentially independent; hence for small 
video bandwidths the average amplitude of clutter response is propor¬ 
tional to the square root of video bandwidth, whereas the amplitude of 
signal response is directly proportional to the video bandwidth. In 
contrast to this situation, Middleton and Sutro^ have shown that when a 

^ D, Middleton and P. J. Sutro, Analysis of a Possible A/J System Against 
Window,” RBL Report No. 411-128, Dec. 9, 1944. 



Sec. 11*2] 


THE ABSENCE OF SATURATION 


301 


high-pass filter is employed, an improvement in signal perception is to be 
expected, especially when the i-f bandwidth is increased. The reason 
for this improvement may be seen by considering the action of a high-pass 
filter or differentiator. From a wide-band i-f amplifier a pulse from the 
desired discrete signal will have relatively steep edges. These sharp 
transient voltages will be passed through the differentiator and will 
therefore act much like shortened pulses. For each signal pulse, two 
shortened pulses will be manufactured, one positive in sign and the other 
negative. Were it not for the extra negative pulse, which contributes a 
factor of 2 to clutter fluctuations, the signal threshold would be just the 
same after differentiation as for the case in which a short transmitted 
pulse is used. If sufficiently rapid differentiation is provided, therefore, 
a net improvement in signal perception will occur. It should be empha¬ 
sized, however, that a greater improvement could be obtained by using a 
short transmitted pulse, since this would avoid the extra negative pulse 
produced by the differentiator. 

Attempts to prove experimentally the desirable effect of the differ¬ 
entiator have usually been disappointing, partly because of the unavoid¬ 
able low~pass filter characteristics of the human eye and brain pointed 
out in Sec. 8*7 and partly because of the lack of contrast between highly 
differentiated signals. The low-pass characteristics of the eye appear to 
override the action of any differentiator and therefore reduce the effec¬ 
tiveness of the latter. This is true, of course, only where the presentation 
sweep speed is slow enough to make the *^eye bandwidthimportant. 
This condition, however, is universally met in any presentation that is 
being used for long-range search, the one function for which the avoidance 
of clutter is so important. These difliculties will be clearly evident from 
the results presented in Sec. 11*8. 

One important point should be noted regarding the effect of a low-pass 
filter. It might be argued that because of the low-pass effect of the 
human eye and brain, an additional low-pass filter located in the video 
system should not be serious. This argument is true if there is no non¬ 
linearity between the two filters—a condition that rarely exists. 
Although the screen of the cathode-ray tube used for intensity-modulated 
presentation is nonlinear, nonlinearity of this type is not usually of 
importance. The most troublesome effect of a narrow video system 
results from the videchlimiting action necessary for intensity-modulated 
displays. The average value of clutter (d-c term) causes limiting and 
consequent loss of all signals long before clutter fluctiuitions are large 
enough to mask a desired echo. This situation is also true of receiver 
noise, but here a blocking condenser can eliminate the d-c term. The 
variable value of the d-c term makes this solution impossible for clutter. 
A differentiator can be used, however, to remove the d-c term and its 
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sidebands, which fluctuate at a low frequency; this explains why radar 
operators usually report an improvement in operation when they use a 
video-differentiating circuit. 

It should now be clear that the use of fast sweeps or expanded-range 
oscilloscopes such as the R-scope (see Sec. 2-6) will improve signal per¬ 
ception in clutter. This device, enabling the eye to perceive more of the 
fine signal detail, i.e., the higher video frequencies, will constitute a video 
filter with a higher h-f cutoff. Experiments have qualitatively con¬ 
firmed this. 

No good data have been gathered showing the effects of signal- 
presentation time and over-all system integration on signal threshold 
power in clutter. It seems reasonable, however, to suppose that the 
effects are similar to those for receiver noise (see Chap. 8); qualitative 
observation is in agreement with this supposition. 

11*3. Threshold Signals in the Presence of Saturation.—Signal 
perception in clutter is greatly reduced if saturation exists in the receiver. 
In the presence of saturation the response of the receiver to incremental 
input signals is essentially zero. Saturation is most likely to occur in the 
video system as a result of limiting; but as was pointed out in the pre¬ 
ceding section, its occurrence can be largely avoided by using a high-pass 
filter or differentiator between the second detector and video system. 
Even with such a device, however, saturation may still occur in the i-f 
amplifier itself. The i-f amplifier tubes may be driven into an overload 
region by the clutter signal. An obvious (but in practice inadequate) 
palliative is the use of larger tubes; the customary device used to alleviate 
this overload effect is an AGC, which regulates the gain of the receiver in 
accordance with the total voltage appearing in the output of the second 
detector. The possibility of sudden changes in clutter amplitude makes 
it imperative that this AGC have a rapid action, but its action must not 
be so rapid that it causes serious distortion of discrete echoes. This 
form of gain control has been referred to as instantaneous automatic gain 
control, or I AGC, to distinguish it from the more conventional AGC 
operated from a third detector and having a relatively slow response (see 
Sec. 2*7). More will be said about practical circuits and optimum adjust¬ 
ment for the lAGC in the next section. 

The major cause of signal loss in clutter is saturation in either the video 
or i-f amplifier and not any of the causes mentioned in the preceding 
s^tion. Saturation is in many ways extremely unsatisfactory, since 
virtually no quantitative information can be given on its effects. The 
conditions for saturation in either the i-f amplifier or video system vary 
enormously from one receiver design to the next; they depend upon many 
factors beyond the scope of this discussion, such' as tube characteristics 
and stability. About all that can be said is that once saturation occurs, 
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the desired signals are completely lost. Before saturation occurs, signal 
perception will depend upon the factors discussed in the preceding 
section. 

METHODS FOR THE REDUCTION OF CLUTTER SATURATION 
Th^e are in current use two general means of reducing i-f amplifier 
saturation in the presence of clutter. The first is to use lAGC to keep 
the average clutter amplitude at the second detector essentially constant. 
The second is to use an i-f amplifier whose response is logarithmic, that is, 
whose output i-f voltages are proportional to the logarithm of the input 
i-f voltages. Both schemes require additional circuits to alleviate 
the effects of video saturation. When the clutter is essentially uniform 



at the various azimuths and monotonic in range, a third method has 
proved useful, that is, the use of a time-varied gain control. This device 
generates a simple time-dependent wave shape that varies the gain of 
the receiver in such a way as to compensate for spatial variations in 
clutter amplitude. 

11‘4. Instantaneous AGC.—Bell and Ashbrook^ have developed an 
lAGC circuit in which the average negative d-c component of the rectified 
second detector voltage is applied to the control grid of the next-to-the- 
last i-f amplifier tube. To maintain low impedance from the grid of 
the i-f tube to ground, this connection is made through a cathode follower. 
The circuit is then similar to that shown in Fig. 11*1. The circuit is 
operated in the following way: As soon as a strong video signal appears 
at the second detector, whether produced by clutter or by the desired 
1P. R. Bell and F. Ashbrook, “Some General Microwave Anti-jam Design Con¬ 
siderations and Performance of a Special Receiver,” RL Report No. S-8, Feb. 24,1944. 
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-150v +105V -150w 

Fig. 11-2.—Part of an i-f amplifier with two lAGC ‘‘rings ” 
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echo, the i-f amplifier acquires a bias voltage that increases until the 
vrideo voltage at the second detector is reduced to some equilibrium value. 
This equilibrium value is such that it equals the bias voltage on the i-f 
amplifier needed to reduce the gain of the latter to a point where the 
incoming signal or clutter voltage produces the indicated output equilib¬ 
rium voltage. This circuit is a standard degenerative loop used for 
AGC whose novel feature is the speed of response. The tightness of 
control is the ratio of the output amplitude change to the input amplitude 
change. 

An I AGC circuit of this type has two drawbacks: (1) The tightness of 
control is usually not sufficient to prevent video saturation; (2) the total 
dynamic range of input voltages that can be handled before saturation of 
preceding stages occurs is limited. The second disadvantage can be 
overcome by adding another TAGC ^^ring,’^ as shown in Fig. 11*2, com¬ 
plete with another second detector operating from an earlier stage. The 
addition of the second ring aids considerably in the handling of input 
voltages varying over wide dynamic limits; but because of relatively 
loose control, it does not permit the operation of the video system with 
the small limit level desirable for the rejection of c-w interference (see 
Chap. 12). 

A new type of lAGC circuit with almost ideal characteristics has been 
developed by Josephson, Lawson, Linford, and Palmer.* This circuit 
makes possible extremely tight control, extreme speed of response without 
instability, and economy of components. A single degenerative ring 
is shown schematically in Fig. 11-3. Each ring is applied around only 
one i-f stage to avoid possible complications arising from phase shift in 
the i-f* amplifier. This phase shift is troublesome if rapid response is 
required, since oscillations may develop at certain frequencies. Tests 
have shown that with the ordinary design of i-f amplifiers, protective 
bias should be applied to each of the last few amplifier stages and not to 
alternate stages if all amplifier tubes are to be operated in the optimum 
part of their characteristics. Failure tp do this will cause an unnecessary 
loss in pulse gain. 

Each ring consists of a double-triode tube and associated elements; 
one section of the tube acts as a diode rectifier, the other as a bootstrap 
cathode-follower amplifier, so named because of the feedback through 
the diode rectifier from cathode to grid. With the switch closed, the 
total voltage appearing on the diode load resistor Rz is the sum of the 
rectified i-f voltage and the cathode potential of tube Vzbf the latter being 
reduced by a small factor by the potential divider Ri and Rz* It can be 

1V. Josephson, J. L. Lawson, L. B. Linford, and C. H. Palmer, Jr., ** Anticlutter 
Circuits for AEW,^' RL Report No. S-52, Aug* 1, 1945. 



306 


THRESHOLD PULSED SIGNALS IN CLUTTER 


[Sec. 11-5 


shown that the actual voltage appearing on the cathode of tube V 2 & under 
these conditions is larger than the rectified diode voltage by a factor of 
approximately {Ra + Rb/R^)^ This ratio can easily be made of the 
order of 100; therefore, the tube F 2 ft acts as a high-gain amplifier and 
cathode follower. The speed of response can be controlled hy R 2 and Cs 
and can be easily varied from a fraction of a microsecond to several 



Fm. 11*3.—Schematic diagram of an lAGC circuit utilizing a regenerative cathode-follower 

amplifier. 

hundred microseconds. The total range of bias voltage available is 
adequate to bias the i-f amplifier to cutoff. Because of the gain of the 
cathode follower, the tightness of control is excellent. 

These lAGC rings can be applied to as many i-f stages as desired. 
The first ring is probably best applied to the last i-f stage, then to each 
preceding stage in turn until an adequate over-all dynamic range is 
available. Figures 11-8 and 11-9 illustrate the behavior of such I AGO 
circuits. Satisfactory prevention of saturation requires proper design 
not only of the lAGC but also of other circuits, which will be described 
in the following pages. 

11-5. Logarithmic I-f Amplifier.—Another scheme used to reduce i-f 
saturation^ is the so-called “logarithmic i-f amplifier.^' Such an amplifier 
exhibits a video output voltage essentially proportional to the logarithm 
of the input i-f envelope voltage. This characteristic can be achieved 

‘ Sect Vol* 28, Radiation Laboratory S^es, p. 688. 
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in at least two ways. L. Belleville has built this type of amplifier by 
connecting separate diode second detectors (envelope detectors) to each 
i-f stage, then adding linearly the resulting separate video signals. For 
small i-f voltages the last i-f stage will make almost the sole contribution 
to the video signal, and the video response will be essentially proportional 
to the input voltage; this condition will persist until the i-f voltage 
becomes large enough to saturate this last stage. For larger input 
voltages the last i-f stage will contribute nothing to the output, but the 
next-to-the-last i-f stage will make a contribution up to input voltages 
for which it saturates, etc. This procedure can, if desired, be continued 
for all i-f stages in the receiver. The final result will be a receiver whose 
video output voltage is approximately proportional to the logarithm of 
the input voltage; the approximation to the smooth logarithmic curve 
consists of a number of straight lines (representing linear response) of 
varying slope (the slope depending on the over-all gain up to the particu¬ 
lar contributing detector). For such a receiver the video response is 
always finite for incremental changes in input voltage; hence saturation 
ill the sense described in the preceding section is not possible. 

R. A. McConnell has suggested another method of constructing such 
a logarithmic receiver. This one also depends upon successive satura¬ 
tions in the i-f stages to secure a logarithmic over-all response, but the 
voltage addition for successive stages is made in the i-f amplifier rather 
than in the detector or video sections. Only two additional points must 
be noted in connection with a receiver of this type: (1) The i-f voltages 
from stage to stage are usually in phase opposition; and in adding i-f 
voltages in appropriate phase, reversal must therefore be made in all odd- 
numbered stages; (2) i-f buffering must generally be used to prevent 
feedback from the output to an antecedent part of the i-f amplifier. 
Both conditions are easy to bring about, and some satisfactory loga¬ 
rithmic receivers have been constructed in this way. 

In the two types of receivers discussed the logarithmic characteristic 
extends over a limited region of input voltages. Up to voltages that 
begin to saturate the last i-f stage, the response is essentially linear. 
From this point up to voltages that saturate all stages the response is 
essentially logarithmic, and above this point the dynamic gain is zero. 
Therefore these receivers are most commonly referred to as linear- 
logarithmic receivers. The crossover point between a linear and loga¬ 
rithmic characteristic is determined by the saturation of the last i-f stage; 
in terms of the input voltage the crossover point can be adjusted to any 
desired value by an appropriate setting of the over-all gain of the receiver. 

Unfortunately, adequate trials of a logarithmic receiver for use in 
clutter have not yet been made. Although such receivers have, qualita- 
tivdy, shown promise, results comparable to those shown in Figs. 11 *11 to 
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11*13 are not available. It is not yet known whether the logarithmic 
characteristic is more or less suitable than lAGC; circuits for lAGC 
appear to offer a greater variety of adjustments, but the results are 
difficult to evaluate. Linear-logarithmic receivers have been extensively 
used in connection with the moving-target-indication schemes described 
in Secs. 11*9 and 1 MO 

ll*6. Video Sattuation.—Both the logarithmic receiver and • the 
lAGC-protected receiver require additional means of preventing video 
saturation. In the logarithmic receive) the d-c value of video output 
voltage continually rises with increasing input voltage, but the output 
Actuations remain nearly constant. It is therefore customary to remove 
the d-c term by means of a high-pass filter or differentiator before injec¬ 
tion into the limited video amplifier In this way video saturation can 
be almost avoided. 

In the lAGC, however, not only the d-c term but the 
increase with input voltage. The d-c term rises because of some loose¬ 
ness of control; the fluctuations increase because of the nonlinear amplifi¬ 
cation of i-f stages near their cutoff bias. Most of the video vsaturation 
can usually be removed by the use of a high-pass filter between the 
second detector and the video system. This procedure is of great value 
only where a relatively loose lAGC circuit is used. However, to reduce 
in the detector output the amplitude of clutter which are 

troublesome only where the i-f amplifier becomes nonlinear, a circuit 
called the detector balanced bias, or DBB, has been developed by 
Josephson, Lawson, Linford, and Palmer.^ The circuit, shown sche¬ 
matically in Fig. 1T4, is in many ways similar to the I AGO circuit 
shown in Fig. 11*3. Instead of biasing the same i-f stage degeneratively, 
however, the rectified output voltage from the last i-f stage is used to bias 
the following second detector. The amount of applied bias is controlled 
by the gain of the bootstrap amplifier F 2 a, which is controlled, in turn, 
by the potential divider Ri and R 2 . With certain approximations (low 
internal impedance of the diode Vw) the gain of the bootstrap amplifier 
can be shown to be R 2 /R 1 ; this gain is simply the ratio of video voltage 
produced on the cathode of V 2 a to the rectified diode voltage produced 
by Fift. The cathode video voltage of tube Faa, which is applied to 
bias the cathode of the second detector Fio, can therefore be made smaller 
than, equal to, or larger than the peak i-f voltage also appearing on the 
second detector cathode. The adjustment is usually made so that the 
appearance of clutter on the indicator is only slightly more intense than 
receiver noise background; that is, the second detector is nearly biased 
off by clutter. 

^ V* Josephson, J. L* Lawson, L. B. Linford, and C. H. Palmer, Jr., Anticlutter 
CirpuHs for AEW,^^ RL Report N^o. 8-52, Aug. 1, 1946. 
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The operation of a simple circuit such as that illustrated in Fig. 11-4 
leaves much to be desired. Several useful modifications are shown in 
Fig. 11’5. Unless a slow action or delay in time is provided, desired 
echoes as well as clutter will be removed. To eliminate this difficulty a 
delay line can be inserted between the diode Fia and the cathode follower 
F 20 , as shown in Fig. 11*6. If the total delay is made of the order of the 
pulse length, there will be little distortion of desired discrete echoes. The 
delay line must be electrically matched at both ends to prevent ringing.’^ 



This matching is effected by making the characteristic impedance equal 
to Rij which can be shown to provide a match at the output end, and by 
placing a resistor Rh, also equal in magnitude to R\, across the input 
terminals of the line. A line-delay mechanism of this kind is not feasible 
in the lAGC circuits previously described because of the lAGC feedback 
characteristics. The circuit would oscillate violently at a frequency for 
which the phase shift in the line is approximately 180°. 

The purpose of the combination Ci and R^ is to provide different bias 
amplifications for rapid transients and for steady i-f voltages. A larger 
gain in tube F 20 is required for clutter than for c-w interference (see 
Chap. 12). The arrangement shown in Fig. 11*5 allows the gain for each 
type of interference to be adjusted separately. The gain for clutter is 
essentially R^/Ri; that for c-w interference is essentially R^/{Ri + R^, 
The purpose of Ci is to provide an appropriate time constant making 
possible maintenance of transient gain throughout a typical clutter area 
on the one hand, and, on the other, reducing the effect of c-w interference 
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modulated at a low a-f rate. With the addition to the circuit oi Rz and 
Cl, the grid circuit of F 20 must be provided with a d-c restorer to obtain 
proper d-c voltages after a large section of clutter. This d-c restorer is 
the diode F 26 . 

The resistors and Ris provide appropriate grid bias to tube F 2 « 
in its quiescent state; this bias is adjusted in such a way that the second 
detector Fi„ is barely nonconducting The diode Fi* is operated 



normally somewhat past cutoff, with the result that normal noise level in 
the receiver will not operate the DBB circuit. This adjustment is made 
by proper choice of Rr, which carries the normal current passed by the 
cathode follower F 2 a. The resistor Rs is initially adjusted so that its 
voltage drop just equals the normal grid-cathode potential of tube F 20 
and thus ensures nearly zero potential difference around the loop com¬ 
prising Rz, Riy Rz, and R^, With this arrangement proper operation of 
the circuit for normal variations in the electrical characteristics of the 
tubes can be secured; Riz must be adjusted each time F 2 is replaced, 
however. 

The bias voltage is applied to the second-detector cathode through 
an r-f choke and parallel damping resistor Rio. The capacitor C 2 must 
be small enough to present a high video impedance to the cathode of tube 
Vut yet large enou^ to pass the r-f voltages appearing on the plate of the 
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last i-f tube directly to the cathode of the second detector. For the 
same reasons Ca must be of a compromise size. The inductance Li tunes 
the i-f circuit to the appropriate value. 

One more circuit detail should be noted. When relatively sharp video 
voltages are applied to the cathode of the second detector, some effect of 
these voltages is ordinarily seen in the detector output load resistance Rn. 
This effect is produced by the small interelectrode capacitance of the 
second detector Fio, which, together with /?ii, acts as a high-pass filter 
or differentiator for the biasing video voltages. This differentiator 
action can be nullified by the neutralizing arrangement shown. A 
voltage of sign opposite to that of the biasing voltage is obtained from the 
plate of V 2 a through the plate load resistor and is applied to /in 
through a small capacitor Cs. As a result, the effect of the biasing 
voltage appearing through the interelectrode capacitance Cpk of Vu is 
approximately neutralized if the product of and Cb is made equal to 
the product of R% and CpA. The capacitor C3 is necessary to make the 
plate-recovery characteristic of the cathode follower V^a similar in form 
to its cathode-recovery characteristic. This similarity is achieved if is 
made approximately equal to (C2 + Ca)R^/R 9 . 

The final circuit shown in Fig. 11*5 can be made to perform very well. 
In response to pulsed signals it behaves much like a ‘‘line^’ differentiator, 
that is, one that preserves satisfactorily the shape of the leading edge of 
the pulse. Areas of clutter can be made nearly invisible on an intensity- 
modulated display, such as the PPI (see Sec. 2*6), by proper adjustment of 
R 2 , that is, the gain of the biasing amplifier. Interfering c-w signals can 
be handled smoothly even without a subsequent video high-pass filter, 
provided is appropriate. The circuit possesses two important features 
not available in the simpler video high-pass filter—the adjustable gain 
of the biasing amplifier and the delay time of the line. Both features 
should be helpful in final operation; therefore, the circuit is in principle 
more satisfactory than a simple high-pass filter. This superiority is not 
often easily demonstrated, as evidenced in Figs. 11*11 to 11*13, but the 
circuit has been found helpful under many conditions. 

11*7. The Time-varied Gain Control.—The time-varied gain, TVG, 
control is used to vary the gain of a receiver as a function of the time after 
the transmitted radar pulse. It is sometimes called a ‘‘sensitivity-time 
control,^' STC, or a “temporal gain control.'^ The desired gain pattern 
is ordinarily accomplished by generating a voltage wave of a prescribed 
form, initiated by each transmitted pulse. This voltage wave is applied 
to the i-f amplifier gain control lead, and it thus varies the receiver gain 
with time according to the shape of the applied voltage wave. If this 
voltage wave is properly shaped to conform with the clutter pattern, 
receiver saturation may be avoided. The essential difficulty with this 
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scheme is producing an appropriate wave shape. For simplicity's sake, 
it is convenient to consider only simple waveforms, such as step functions 
or an exponential curve. Simple waveforms will match only those clutter 
patterns which are relatively uniform in azimuth and which change 
relatively smoothly in range; therefore, they are not generally useful in 
rainstorm clutter The TVG control has proved to be successful in 
operation with sea reiurn (see Figs. 11 11 to 11-13 for photographs illus¬ 



trating its effi(-acy). The (urcuit of the particular TVG used for these 
photographs is shown in Fig. 11-6. The circuit is interesting because, 
although (-haracterized by simplicity and economy of components, it will 
produce an easily variable wave shape. 

When the switch is closed, the operation is initiated by a trigger pulse 
from the transmitter; the output waveform consists of an initial, step¬ 
like, flat segment followed by an exponential return to the initial voltage 
level. The depth and length of the step are controllable, and the time 
constant of the exponential curve is adjustable. In addition, the d-c 
level of the entire wave, that is, its quiescent level in the absence of triggers, 
is adjustable. This last adjustment amounts to the usual receiver gain 
control. 

Typical waveforms at selected points in the circuit are indicated. At 
A the trigger input waveform is shown. The tube Vu charges the con¬ 
denser Cl to a potential governed by the potentiometer Ri during the 
applied trigger pulse. The potential across Ci decays exponentially at 
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the rate determined by the time constant R 2 C 1 . Thus the waveform at 
B is similar to that depicted in Fig. 11-G, where the initial height of the 
exponential function is controlled by the potentiometer Ri. This wave¬ 
form would ordinarily be faithfully reproduced at point C because of the 
cathode follower F 16 , but the presence of Rz prevents the cathode from 
following the grid potential during a part of the voltage wave. A 
sufficiently large negative voltage swing on the grid of tube Vib will 
produce only a limited negative swing in its cathode; this swing is, in 
fact, the product of Rz and the normal quiescent current flowing through 
the tube Fi&. Thus a flat section to the output wave will occur when the 
input voltage drops to a critical value. The depth of the flat section is 
controlled by Rz, and its length by Ri (and, of course, R 2 ). The d-c level 
of the output wave is controlled by Ra- One other circuit peculiarity 
should be noted: the potential divider Rs and Rz. This divider is used to 
fix the quiescent grid bias on F 16 at such a value that the cathode of Fy, 
is at ground potential; in this way the interaction between the controls 
Hz and Ra is eliminated. 

The four parameters of the waveform, namely, the d-c level, depth of 
step, recovery time constant, and length of step, are therefore adjustable 
by means of the four controls /i 4 , Rzj ^ 2 , and Ri, respectively. If adjust¬ 
ment is made in this order, little difficulty is experienced in arriving at 
final settings; this procedure usually requires only two or three successive 
approximations. 

11*8. Efficiency of Circuits Used for Reduction of Clutter Saturation. 

Results are now available that show graphically the improvement 
obtained by the use of TAGC, DBB, and a high-pass video filter of the 
simple /2C-type. To obtain beneficial results, however, these circuits 
must be designed with particular values of time constants and operating 
potentials. 

The following general conclusions may be derived from results pre¬ 
sented in Figs. 11-7 to IT 13: 

1. The time constant of a simple high-pass filter is not critical; a value 
equal to the reciprocal of the pulse length appears satisfactory. 

2. The time constant (product of R 2 and Cz) of the lAGC circuit 
shown in Fig. 1T3 should be much larger than the radar pulse 
length; a value of approximately 50 iwsec has been found desirable. 
Probably more important than the pulse length in determining this 
time constant is the rapidity with which the average value of 
clutter (or other) echoes changes in time. 

3. Proper operation of the DBB circuit in clutter is obtained with a 
transient gain probably from three to four times as high as the 
d-c gain. This adjustment is best made in actual trials. 
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4 . For sea return the TVG is helpful; it is possibly more satisfactory 
than any other single circuit. 

6 . The beneficial effects of various circuits are usually additive. 
Experience has shown the use of lAGC to be advisable when 
either DBB or a high-pass filter is employed. The combined 
results are superior to the results either circuit alone. It has 
not been found helpful, however, to use both DBB and a high-pass 
filter. The TVG is always helpful in sea return; it may greatly 
reduce the load the other circuits must carry. Its adjustment 
requires considerable skill, however, and its use for actual field 
operation may therefore be viewed wdth some misgivings. 

These conclusions were derived from data obtained in trials in which 
an airborne radar set w^as used for the study of the effect of sea return. 
The radar set employed a beam pattern whose main lobe measured 
approximately 8® vertically and 3® horizontally The wavelength was 
approximately 10 cm, and the pulse length app:-oximafcely 2 /xsec. 
Enough sensitivity was available to obtain clutter from sea return out 
to ranges often in excess of 100 miles. The intensity of sea return was 
usually sufficient to cause video saturation out to ranges of 40 miles, 
provided no special circuits were employed. Typical PPI photographs 
taken at an elevation of 7000 ft are shown in Figs. 11’Ta, 11-Oa, 11-JOa, 
and 11*1 la. The concentric circles are described by electrical range 
marks separated by time intervals each representing 10 miles. As can 
be seen, the total area represented in the photographs exceeds 3 X 10^ 
square miles, yet it is possible to obtain strong echoes in most of this area. 
These pictures were taken in the region of Boston, Mass.; the pattern 
of Cape Cod, Martha^s Vineyard, and Nantucket can easily be seen. 
The central portion of the photograph, however, is for the most part a 
uniform white region within which it is not possible to see any detail. 
This is the region where video saturation has taken place for both sea 
clutter and land return, as well as for such desired discrete targets within 
the clutter as ship echoes. In this region even such prominent features 
as the shore line between Massachusetts and the ocean immediately to 
the east cannot be recognized. 

The improvement effected by the use of a simple high-pass filter is 
shown in Fig. 11-76, c, and d. Each photograph was obtained using a 
different time constant in the filter. The white portion in the center 
extending out to the 20-mile range mark is an unfortunate addition to the 
photographs; it is caused by a marker introduced for reasons not pertinent 
to this discussion. It can be seen, however, that some improvement is 
made possible by the use of the high-pass filter; the region of complete 
saturation is smaller than that in the normal case (see Fig. 11-70). The 
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value of the time constant is not critical; careful inspection of the original 
photographs shows that a value equal to the pulse length is probably most 
desirable. 

The improvement shown in Fig. 11-7 is not marked; this is explained 
by the presence of i-f saturation and some residual video saturation. The 



Fio. 11*7.—Photographs showing the effectiveness of a high-pass video filter: (o) 
results with a normal receiver and (6), (c), and (d) results of varying the values of the 
product RC of the filter. (6) RC « 0.26 (c) RC » 1 Msec, (d) RC *» 2 Msec. 

The pulse length r was 2 Msec. 

great improvement in results obtained by using the lAGC, is shown in 
Fig. 11-8. Four photographs are shown; each one is taken for different 
values of the lAGC time constant (ZZ: times Cz in Fig. 11*3). For each 
of these photographs a high-pass filter was also employed because the 
lAGC used was not sufficiently effective to prevent video saturation. 
As can be seen, the proper lAGC time constant is much longer than the 
radar pulse length; a value of 30 to 60 itaec has been found most satis- 
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factory. A single photograph illustrating the use of lAGC alone is 
shown in Fig. 11*96; for this photograph a time constant of 60 Atsec was 
used in the lAGC circuit. Considerable video saturation still remains, 
and the result obtained by the combined use of the lAGC and the high- 
pass filter is far superior to that obtained by the use of either circuit alone. 


^llllllllllll^ 

(b) 1 


# 

(d) 1 


Fia. 11*8.—^Photographs showing the effectiveness of the lAGC circuit with a high-pass 
video filter. They show the effect of varying the time constant of the lAGC circuit, 
( o ) R%Cz » 0.20 Msec. (6) R^C^ = 1.2 ftsec. (c) i 22 C# » 6 Mseo. (d) R 2 C 1 = 60 jusec. 
Compare with Figs. ll*7a or 11-Oa for normal operation. 

The operation of the DBS circuit is illustrated in Fig. 11*10. The 
three photographs (Fig. 11*106, c, and d) were taken with different values 
of transient gain. As can be seen, the use of too much gain results in a 
“reversal” of the land areas. Too little gain fails to effect the desired 
improvement. When the proper gain is used, the land areas are easily 
recognized, yet sea clutter is kept below strong' saturation. For these 
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photographs lAGC was used to prevent i-f saturation. The proper gain 
setting lies between the values used in Fig. 11‘106 and c. 

The TVG is extremely effective, as can be seen in Fig. 11-116. Strong 
sea-clutter saturation is completely prevented, although there remain 
a few completely black areas, which represent a more than sufficient 



Fio. 11*10.—Photographs showing the effectiveness of lAGC and DBB. They show 
the resulU of varying thh gain of the DBB circuit The lAGC circuit is set the as in 
Fig. 11-Sd. (o) Receiver normal; (5) gam - 3; (c) gam - 6; (d) gain - 7. 


receiver gain reduction and therefore a lower system sensitivity m those 
areas than would have been desired in principle. ^ 

•ae tax photographs of Figs. IMl to 11-13 illustrate llie final results 
obtained by the use of the various circuits described. A normal picture 
is shown, togetiier tvith one showing the evident improvement obtained 
by the use of lAGC and either a high-pass filter or DBB circuit. In 
addition are shown the results obtained by the use of the TVG ^d, 
finally, by the use of boili the TVG and the prop«- combinations of lAGC, 
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Fig. 11*11.—Photographs showing the effectiveness of a TVG control, (a) Receiver normal; (6) idth TVG. 
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Fia. ]:M2.^^toKraphs showing the effectiveness of lAGC circuits and a high-pass video filter (a) without TVG and (&) with TVG. 

For comparison with normal receiver see Fig. 11*1 la. 





Sbso. 11-8] 



Flo. 11*13.—Photographs showing the efiFectiveness of lAGC and DBB cu-cnits (c) without TVG and (6) with TVG For comparison with a 

normal receiver see Fig. 11*1 la. 
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high-pass filter, and DBB. It is evident that the use of either combina¬ 
tion of three circuits as shown in Figs. 1M26 and 1M36 gives the best 
results; sea return is nearly invisible, yet many ship echoes can be clearly 
seen. 

It should be clearly understood that only some of these circuits will be 
effective for other forms of clutter. The dramatic improvement effected 
by the use of TVG as shown in Fig. 11*11 readily suggests that this circuit 
alone would suffice for all practical needs, but this assumption does not 
obtain in cases of clutter originating in storm areas. The complicated 
spatial pattern of such storm areas makes TVG useless, and reliance must 
therefore be placed on the other circuits. Figure 11 14 shows how' 
effective appropriate circuits can be. Figuie 11*146 shows a PPI whose 
radius represents approximately 20 miles. The faint (Joncentric circles 
are range marks separated by intervals representing 5 nautical miles. 
The strong circle at a range of 8 miles is an artificial echo from a test 
signal generator injected directly into the receiver. Since this signal is 
not collected by the antenna, it has no dependence on azimuth; hence it 
appears on the PPI as a circle. The echoes seen in the photograph are, 
for the most part, produced by objects on the ground. The ground return 
is confined mainly within a radius of 10 miles because the radar set was 
located at an elevation of about 100 ft. Some discrete ground targets are 
still noticeable out to the edges of the PPI, how^ever. In the photograph 
are also shown the echoes from some storm areas; they are recognized by 
the extended nature of the returned pattern and the undefined, fuzzy 
edges characteristic of such clutter. These clutter areas are noticeable 
in the left-hand and in the lower right-hand sectors of the photograph. 
There is also a clutter area at the lowest part of the signal generator circle 
sufficiently intense to obliterate the signal generator echo in this region, 
as well as many discrete land echoes. 

The improvement afforded by the use of proper lAGC and DBB cir¬ 
cuits is shown in Fig. 11-Ha. The clutter from the storm areas is 
practically removed, and the underlying discrete ground echoes can be 
seen. Furthermore, the signal from the test generator can be seen in its 
entirety, with the exception of three or four small breaks; these are due to 
the small recovery time of the lAGC, operated by an intense preceding 
land echo. These breaks do not represent poor performance of the lAGC 
circuit; they occur in regions for which the test signal was already invisible 
in the original photograph. Ordinarily no desired signals are lost when 
the clutter circuits are used properly and in the proper combination; 
Fig. 11*14 bears out this statement. Furthermore, the improvement in 
operation resulting from the use of clutter circuits is substantial, provided 
the circuits are properly designed. ^ 




Fig. 11 14.—Photographs showing the effecti\ene<«s of anticlutter circuits on storm clutter (a) Recei\er \iith lAGC and DBB circuits, (6) 

receiver normal 
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MOVING-TARGET INDICATION 

11*9. General Description.—In the preceding discussion of signal 
threshold in clutter most of the properties of clutter were shown to be 
similar to those of the desired signal; hence conventional methods of signal 
separation do not yield spectacular results. The fundamental purpose 
of all the clutter f ircuits mentioned is to reduce the saturation likely to 
occur in various parts of the receiver. After the saturation is removed, 



Fig. 11‘IS.—Block diagram of an MTI system. 

these circuits may not be able to select preferentially the desired signal 
from strong clutter echoes or from other interfering discrete echoes, for 
example, those coming from objects on the ground, for the reason that a 
reflecting object on the ground has been assumed to yield a signal of the 
same type as that given by the desired target. This assumption may not 
be correct. Most of the time the desired object differs from a ground 
object in one important respect: It is usually moving. This fact may be 
utilized in devising a method of discriminating between the desired target 
and interfering fixed objects. Many schemes for making this discrimi¬ 
nation have been suggested, and at least one or two have been developed 
to a highly successful degree. One such scheme, developed by R. A. 
McConnell and his colleagues, is explained in the following discussion. 

The essential differences between the scheme for moving-target 
indication, or MTI, and the conventional method of radar operation lie 
in the form of reception and in the way the video signals are handled 
before they are presented on the PPI. A typical system is shown in 













Sec. 11*9] 


GENERAL DESCRIPTION 


325 


block form in Fig. 11*15. The transmitted pulse is produced in the 
conventional way by the action of a pulse-forming modulator on the r-f 
transmitter. The received echo signal is injected into the superhetero¬ 
dyne converter along with the local oscillator, but in addition there is 
injected the output of a coherent r-f oscillator, or coho.^’ This oscillator 
is restarted at each pulse with a phase defined by the transmitted r-f pulse 
and delivers into the receiver a constant r-f voltage larger than any 
desired echo voltage. Therefore the signal voltage from the desired 
echo, added to the coherent-oscillator voltage, will produce a change in 
r-f voltage; either an increase or a decrease will result, depending upon the 
relative phases of the echo and the coho. This scheme is therefore one in 
which the output voltage in the i-f amplifier not only is a function of echo 
amplitude but is dependent on the phase of the echo return relative to the 
coho and hence relative to the main transmitted pulse. Since the total 
echo phase relative to the transmitted pulse is dependent only on the 
distance from transmitter to reflecting target and is, in fact, a measure of 
this distance in terms of the r-f wavelength, phase variations will occur 
only by radial target movement One wavelength change in radial 
distance will result in a Air (change in r-f phase of the echo and hence, 
because of the local oscillator and converter, in a At change in i-f phase 
relative to the i-f coho voltage. 

The i-f amplifier that follows the superheterodyne converter is of a 
nonsaturating variety, prot ected either by lAGC or by linear-logarithmic 
construction. The i-f amplifier output is split into two channels; one of 
these channels produces a conventional video signal, and the other 
produces an exact replica of this signal except that it is delayed in time. 
The delay in time is made to correspond precisely with the interval 
between the initiation of su(*cessive transmitted pulses, that is, the 
reciprocal of the PRF. In this way two video outputs, obtained from 
successive transmitted pulses, are available. These two video channels 
are then put into a circuit that takes their difference. In the output line 
of this chalinel-from-channel subtraction circuit will appear only signals 
whose phases have changed appreciably in the time between pulses. 
Echoes from fixed objects will have a fixed phase and amplitude from 
pulse to pulse; hence they will give identical video signals in the two 
channels and therefore be completely canceled out in the subtraction 
circuit. The complete system up to the output of the subtraction circuit 
therefore represents a scheme by which echoes from moving targets are 
made visible and echoes from fixed targets are completely removed. 
The moving target, to be visible, must move an appreciable fraction of 
a wavelength in the time between successive pulses. 

If the cancellation is to be effective, the two video channels must have 
exactly equal signal amplitudes and shapes; this can be effected if the i-f 
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bandwidth at the input of each second detector is the same and if the 
over-all gain through the delay line and post-delay amplifiers is properly 
set. These conditions are not especially difficult to obtain. The delay 
line itself has usually assumed the form of a liquid transmission medium 
in which supersonic waves are propagated. Quartz crystals are generally 
used to convert electric energy into sound energy and vice versa. The 
over-all attenuation of such a delay line depends upon the bandwidth 
desired and for the usual case is of the order of magnitude of 60 db. Thus 
the amplifier following the delay line must have an over-all gain in excess 
of 60 db with adequate bandwidth and negligible noise. Such an 
amplifier is, however, easy to construct and adjust. 

Another scheme devised to obtain delayed video signals uses a 
cathode-ray storage tube. It has not, however, been so highly developed 
as the one using a supersonic delay line. In this system the video signals 
are stored on a suitable cathode-ray-tube screen and are later taken off 
again for purposes of comparison. This system has generally suffered 
by comparison with the supersonic line for two reasons: (1) The signal 
definition is usually not so satisfactory because of the finite area of the 
electron beam and possibly the graininessof the storage surface; (2) 
the time over which adequate storage can be maintained is limited because 
of charge leakage in the screen material. It appears, however, that these 
limitations are not too serious; already storage tubes that show^ adequate 
length of storage time have been built. 

The output from the subtraction circuit invariably contains signals of 
both polarities depending upon the change in phase of the signal from 
pulse to pulse. It is customary to convert these signals into signals of one 
polarity by means of an echo rectifier. The operation with an intensity- 
modulated display, such as the PPI, is thus made considerably more 
satisfactory. A video amplifier between the echo rectifier and the PPI, 
as shown in Fig. 11-15, is used to bring the signals to a satisfactory value 
for easy visibility. 

The construction of an actual system similar to that shoVn in Fig. 
11-15 has shown up certain difficulties that have necessitated minor 
changes. To ensure an adequate coho, whose r-f voltage is larger than 
that produced by the largest desired echo, enough i-f voltage from the 
coho and local oscillator must be produced to overload even a carefully 
designed i-f amplifier. It has therefoie become customary to inject the 
coho as an i-/ voltage directly into the second detector input, as shown in 
Fig. 11*16. In this case the coho is an i-/ oscillator, which is started at 
the time of the transmitted pulse but is locked in phase to the i-f pulse 
produced by the conversion of the r-f transmitted pulse. This scheme, 
like the one shown in Fig. 11*15, is sensitive to the phase of the echo, but 
the coho voltage itself never goes through the i-f amplifier and cannot 



Sec. 11*9] 


GENERAL DESCRIPTION 


327 


therefore cause i-f overload. The i-f amplifier itself is made nonsatu¬ 
rating either through lAGC or through linear-logarithmic construction. 

Stability throughout the MTI system must usually be very high, and 
special precautions must often be taken with various components. The 
local oscillator and coho must be stable to a small fraction of a cycle in 
phase, even at very long ranges, that is, for a very large number of cycles. 



Fig. 11‘IG.- Block diagram of an MTI system. 


The transmitted pulses must be formed at precise time intervals, 
determined essentially by the delay time of the delayed video channel. 
An elegant scheme, attempted in various forms, is to trigger the modulator 
for the transmitter from pulses derived from the delay line itself. These 
may be obtained in several ways, but care must be taken not to interfere 
with the usual video operation of the delay line. In any case the time 
difference between the delay in the delayed video channel and the 
interval between transmitted pulses must not be greater than a small 
fraction of a pulse length. 

In spite of the many requirements for stability, however, systems have 
been built that perform exceptionally well. An example of the efficiency 
of the device is shown in Fig. 11 *17, where the PPI pictures are shown. 
In each of these photographs an easily recognized sector slightly larger 
than 90® displays normal system operation and normal ground clutter. 
Within the ground clutter not only is it impossible to recognize desired 
signals, such as those from aircraft, but even land configuration is lost 
in the intense saturation. Outside the sector showing normal system 
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operation the MTI system is in effect and shows the phenomenal success 
achieved in suppressing ground clutter. Several signals are visible, all 
due to aircraft, in the MTI sector. 

Although the MTI was originally developed to combat the effects of 
ground clutter, its effectiveness in counteracting most other forms of 
clutter was soon appreciated. It was pointed out in Sec. ITl that the 
configuration of refle(*tors, which causes sea clutter or storm clutter, 
changes relatively slowly with time; therefore the channel-from-channel 
subtraction circuits of Figs. 11-15 and 11-16 should almost cancel the 



Fio. 11* 17. Photographs showing the effectiveness of MTI in removing ground clutter. 

Several aircraft signals are visible in the sectors covered when MTI was operating. 

clutter echoes, and they actually accomplish this. An example of the 
effectiveness of cancellation is shown in Fig. 11-18. The first photograph 
shows a normal PPI picture with a 30-mile sweep. Return from storm 
areas is easily visible at azimuths of about 15° and 150° and near 30 
miles range and at 00° azimuth and 15 miles range. The second photo¬ 
graph is an MTI picture, taken approximately at the same time, and 
shows almost no evidence of storm clutter. 

It has become customary to express the effectiveness of MTI operation 
in terms of the subclutter visibility. This term specifically expresses, in 
decibels, the ratio of the strength of the echo that, produced'by a signal 
generator of random phase, is barely detectable on a PPI in clutter with 
which it coincides in range during normal system operation, to the 
strength of the echo barely detectable when the MTI is in operation, and 
the adjustments are such that the clutter itself is not visible. In ground 
clutter a subclutter visibility of -20 db in the field or perhaps -30 db in 
the laboratory can be achieved at a wavelength in jthe 10-cm region and a 
PRF of approximately 2000 pps. Storm clutter can be reduced as much 
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as 10 to 15 db, the figure depending on the spatial velocity and, pre¬ 
sumably, the turbulence of the storm. There are instances where little 
or no reduction of clouds has been observed. Nevertheless these figures 
represent an improvement by an order of magnitude over the usual radar 
detection capability, even when the radar is e(}uipped with the special 
circuits previously described. There is no improvement, however, for 
slow-moving targets. 



Fig. 11 *18.—Photographs showing the effectiveness of MTI in removing clouds, particularly 
those in the upper right-hand quadrant. 


11*10. Threshold Signals in the MTI System.—The MTI system just 
described makes use of two general principles: (1) the production of a 
coherent,video signal, (2) a delay and cancellation principle. Threshold 
signals in the over-all system can best be analyzed by considering the two 
parts separately. An exhaustive treatment of the subject will not be 
attempted here, but it is hoped that the discussion will give some insight 
into the mechanism of signal perception. 

Coherent Systems .—The analysis of threshold signals follows much the 
same pattern as that used in Chap. 8 for the ordinary system. Certain 
striking differences are noted in the quality of the output signal, however. 
The appearance of the signal depends upon its phase relative to the coho 
and especially upon whether the phase is unchanging, continuously 
increasing, or continuously decreasing. The case for a fixed target whose 
phase is optimum, that is, in phase with the coho will be considered first. 

Fixed Target .—In this case the signal is recognized by an amplitude 
deflection that exceeds random noise deflections. These deflections can 
all be measured relative to the amplitude of the coho voltage since this 
latter voltage is the amplitude that exists in the absence of both noise and 
signal. Since the signd is in phase with the coho, the signal deflection 
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is simply given by tlie signal voltage. The noise, however, has a random 
phase with respect to the coho and therefore produces a zero-average 
deflection amplitude, whether the signal is present or not. Nevertheless 
the noise produces chance fluctuations in the total voltage that depend 
upon the rms value of the noise voltage itself. Therefore for a single 
observation the threshold signal voltage will be of the order of the equiva¬ 
lent noise voltage. 

As is well known, how'^ever, for a number of observations the fluctua¬ 
tions are reduced to a value that is inversely proportional to the square 



_I_ i. __V_ 

Ditector output voltage averaged Detector output voltage averaged 

over a few observations over many observations 


Fia. —Schematic behavior of detector output voltage with signal plus noise in a 

coherent system. 

root of this number. This follows from the Gaussian nature of the noise 
amplitude distribution and is the same consideration that has been 
applied to noise in the usual noncoherent system (see Chap. 8). We can 
therefore write the conditions for threshold signal in the following form: 





or 



( 1 ) 


where Vs^o a^nd are the voltage and power of the threshold signal 
respectively, Fy and Py are the rms voltage and power of the noise, 
respectively, and Ns is the total number of observations. 

It has been assumed in the preceding discussion that a coho voltage, 
large compared with either the signal or the noise, and a linear second 
detector are used. In the comparison between signal power and noise 
power, the linearity of the second detector need not be assumed provided 
the coho voltage is large. The usual quadratic detector will be essentially 
linear under this condition; it is the same kind of condition that makes the 
superheterodyne converter linear in its action. 

An illustration of the quantities involved is shown in Fig. 11 *19. In 
the first drawing a plot is made of the relative probability of finding a 
given detector output voltage as a function of the given output voltage 
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averaged over a few observations. The bell-shaped curves are produced 
by the Gaussianlike noise fluctuations; the threshold signal is one that 
shifts the average output deflection by an amount approximately equal 
to the width of the noise distribution. For a large number of observa¬ 
tions the average noise fluctuation is reduced in accordance with Eq. (1); 
and as the second diagram of Fig. 11-19 shows, the threshold signal 
voltage can be reduced by a like amount. 

It will be noticed that the dependence of signal threshold power on the 
number of observations, that is, integration time, differs from that noted 
in the noncoherent system. This difference was first pointed out by 
Emslie,^ who showed that in the coherent system the total threshold 
signal energy is independent of the number of observations. This con¬ 
clusion means that for fixed targets the sensitivity of the coherent system 
may be far higher than that of the noncoherent system. The improve¬ 
ment is accounted for by the better integration from pulse to pulse arising 
from the linear form of signal deflection, even though the signal is smaller 
than noise itself. 

A better criterion than Eq. (1) could be obtained; in fact, from accu¬ 
rate curves of the type shown in Fig. 11-19 betting curves similar to those 
shown in Chap. 8 could be constructed. This is beyond the scope of this 
chapter, however. It is sufficient here to point out that apart from these 
refinements, Eq. (1) must be interpreted properly. The total noise power 
is, of course, essentially proportional to the i-f bandwidth; the signal 
deflection is proportional to the i-f bandwidth for small values of the 
latter and independent of bandwidth for large values. Thus the signal 
deflection will depend on i-f bandwidth and will have a maximum in the 
neighborhood of Sr == 1, where B is the i-f bandwidth and t is the pulse 
length. This is the same situation that was found in Chap. 8; therefore 
Eq. (1) should be used only where the signal deflection is, in fact, not 
seriously affected by insufficient i-f bandwidth. The complete depend¬ 
ence on i-f and video bandwidths could be calculated, if desired, by 
methods similar to those used in Chap. 8. 

Unfortunately, there are at the present time no good experimental 
results that con&m Eq. (1). The dependence on the total number of 
observations Ns has been checked qualitatively, however. The results 
obtained show that the signal threshold power is inversely related to a 
power of Ns] the power was found to be greater than i but less than unity. 
This conclusion is not entirely unexpected; for signals very small with 
respect to noise, that is, for a large number of observations, the effect of 
contract limitaiions was anticipated. It is believed therefore that Eq. (1) 
probably holds only where Ns is small and fails when Ns is large because 


* A. G. Emslie, ‘‘CJoherent Integration,” RL Report No. 108-6, May 16, 1944. 
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of the finite contrast required for perception by the human eye and brain 
mechanism. 

For fixed targets not at optimum phase with respect to the coho, the 
same arguments apply, except that the signal deflection is not given 
directly by the signal voltage. It is simply the product of the signal 
voltage and the cosine of the phase angle between the coho and the signal. 

Moving Targets ,—For moving targets the signal deflection averaged 
over a large number of cycles is zero. This is because the time spent in 
any particular phase is the same as the time spent in the opposite phase; 
therefore the signal is not recognized by an average deflection in output 



Detector output voltage averaged over a few obvervations 

Fia. 11*20.—Schematic behavior of detector output voltage for iu-phase and out-of-phase 
signals in a coherent system. 


voltage. The signal, however, acts in such a way as to broaden the out¬ 
put amplitude distribution. This can be observed qualitatively by 
averaging the distributions of signal and noise for both in-phase and out- 
of-phase signals; this process is indicated in Fig. 11*20. The first diagram 
indicates in dotted lines the distribution of in-phase and out-of-phase 
signals added to noise. The second diagram indicates by a dotted line 
the average value of these two conditions and compares the resulting 
distribution with that in the absence of a signal. The signal can be seen 
to broaden the distribution. It can be shown analytically that with 
signals small with respect to noise power, this broadening is proportional 
to the square of the signal voltage. A signal will be recognized when the 
broadening is of the order of magnitude of the noise fluctuation; therefore 
the threshold condition will occur if 

where ft^^d P<s,« are the voltage and power of the threshold signal, 
respectively; Vn and Py are the rms voltage and power of the noise 
respectively; and Na is the total number of observations. It can be seen, 
therefore, that for noncoherent signals the threshold power varies 
inversely'with the square root of Na] this is the same dependence on Ns 
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that is observed to hold for signals obtained on the usual noncoherent 
system. Equation (2) is, like Eq. (1), subject to limitations of i-f band¬ 
width and contrast; these quantities have not been carefully investigated 
either experimentally or theoretically. Since the dependence on N is 
the same as for the usual noncoherent case, however, it is convenient to 
know how the threshold signal depends upon the introduction of the 
coho. This dependence has been checked experimentally, and the 
introduction of the coho found to increase the threshold signal power by 
approximately 3 db. It is believed, therefore, that, with the introduction 
of this correction factor, the problem of the perception of a moving target 
in a coherent system is essentially the same as that solved in Chap. 8. 

For the sake of completeness, the statement just made requires one 
reservation. In principle the starting phase of the coho can be changed 
at a rate that makes its phase relative to the moving target stationary. 
Under this condition the moving target echo will behave like the fixed 
echo previously described, and Eq. (1) will be valid. However, this 
requires that the radial velocity of the moving target be known or found 
quickly; this condition is not generally found in practice and may there¬ 
fore be neglected. 

Delay and Cancellation .—The principle of delay and cancellation used 
in MTI alters the signal and noise responses. The signal response will 
first be considered, then the noise response, and finally the signal response 
in the presence of noise. 

1. Signal response. The signal is essentially a series of pulses whose 
amplitude is varied sinusoidally at a frequency determined by the rate 
of phase shift brought about by target motion. This frequency / is, in 
fact, the Doppler shift in returned radio frequency produced by target 
movement and is given by 



where v is the radial target velocity and X is the r-f wavelength. The 
amplitude of an output signal pulse in the delay-and-cancellation scheme 
is essentially the difference between the amplitude of a given pulse and the 
amplitude of the preceding pulse. The maximum signal output deflec¬ 
tion will occur at the point of maximum difference in the sinusoidal 
signal-amplitude curve. For a signal of unity peak amplitude (each 
side of the no-signal amplitude) the maximum amplitude of the output 
signal will be given by 

Axomk = I 2 sin 2 x ~ 1 , (4) 

I Jr 1 

where fr is the PRF, A plot of vs. /, as shown in Fig. shows 

that the signal response has maxima at a frequency of half the PRF and 
at all odd harmonics of this frequency. Likewise, at a frequency of the 
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PRF itself or its harmonics, the system will give no output indication 
whatsoever. For very low frequencies, / /r, the system is relatively 

unresponsive; this is the feature which permits the system to reject fixed 
ground clutter and also relatively slow-moving sea or storm clutter. 

The curve shown in Fig. 11*21 is a bit disturbing because there appear 
to be regions in / and hence in radial target velocity v where the system is 
‘^blind.^^ This is indeed the case, but the situation is not so serious as it 
seems. Because of the presence of propeller modulation, as discussed in 

Chap. 10, these blind speeds are not 
actually observed when the target 
is an airplane. The propeller modu¬ 
lation prevents the envelope of the 
returned series of pulses from as¬ 
suming a simple sinusoidal form; the 
blind speed regions are thereby ''filled 
in,’^ and the signal loss within these 
regions is considerably less. 

2. Response to noise. The video noise that appears in the output of 
the cancellation network is easily calculated. Since the noise distribution 
in the coherent video system has a symmetrical shape about the axis, the 
addition of two independent noise channels will give the same average 
noise distribution as will the subtraction of these channels. Thus the 
noise fluctuation voltage in the output of the cancellation circuit will be 
larger than the voltage in each channel by a factor of y/2 and will have 
approximately the same Gaussian shape. 

3. Response to a signal in the presence of noise. In the presence of 
noise, the signal will consist of a series of pulses modulated by a sinusoid 
of frequency /. The amplitude of this sinusoid is governed both by the 
input signal amplitude and by the PRF, shown graphically in Fig. 11*21. 
The average value of the signal output voltage is zero; therefore for signal 
visibility a broadening of the noise distribution must be effected in a way 
similar to that for which Eq. (2) is valid. Therefore the threshold signal 
power will vary inversely with the square root of N. The various system 
parameters are expected to have effects similar to those described in Chap. 
8 for parameters in a conventional noncoherent system. It is necessary, 
however, to normalize the threshold power for two effects: the first is the 
action of the coho, the second, the effect of target velocity* As was 
mentioned previously, the effect of the coho is to increase the signal 
threshold power by about 3 db; the effect of the target speed is shown in 
Fig. 11*21. In a practical case in which aircraft are used as targets, the 
average signal threshold increase produced by various target velocity 
blind spots does not appear to be serious. Either the blind regions are so 
small that they are seldom encountered, or they are filled in satisfactorily 
by propeUer modulation. 



Fiq. 11‘21.— MTI “blind speeds.“ 



CHAPTER 12 


THRESHOLD SIGNALS IN ELECTRONIC INTERFERENCE 

As is pointed out in Secs. 6*6 to 6*8, the different varieties of electronic 
interference can be roughly classified as simple and complex. In each of 
these categories the effects of the particular interference and the methods 
for its alleviation depend upon the detailed structure of the interference. 
This chapter will treat the question of pulsed-signal threshold power for 
three types of interference: (1) unmodulated c-w interference, (2) noise- 
modulated c-w interference, and (3) pulsed interference. Pulsed inter¬ 
ference may be of either the simple or the complex variety discussed in 
Secs. 6*7 and 6*8; cases of both varieties are presented together, since 
methods for their alleviation are similar. In all cases treated it is 
assumed that the interference has been allowed to reach the i-f terminals 
of the receiver; that is, no r-f measures have been taken to minimize 
interference. 

THRESHOLD SIGNALS IN 

UNMODULATED CONTINUOUS-WAVE INTERFERENCE 

12-1. Effect of C-w Interference* —^A description of the c-w inter¬ 
ference itself is almost unnecessary; it consists essentially of a constant- 
amplitude, constant-frequency voltage, which we assume exists at the 
input terminals of the i-f amplifier. The signal pulses and equivalent 
noise also appear on these terminals, however. Our problem is to consider 
the interaction effects of all three voltages in an attempt to evaluate the 
threshold signal. Because many receiver and indicator characteristics 
are involved that do not lend themselves to easy analysis and measure¬ 
ment, the task is a difficult one. Wherever possible, however, quantita¬ 
tive results will be given. 

Interaction of C-w Interference with Signal ,—^Let us assume, for 
simplicity's sake, that the c-w voltage is large compared with the pulse 
voltage. The signal will cause a change in the output voltage of the 
second detector. As the pulse and the c-w interference may occur with 
any relative phase and with any difference in frequency, the video signal 
will consist of a small element of length proportional to r (the pulse 
duration); this element has an amplitude that differs from the video 
voltage (produced by the interference) by an amount proportional to the 
pulse voltage. The video frequency during this element is the difference 
between the pulse and c-w frequencies. The situation is shown in Fig. 

335 
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12* L Because the phase relationships are not, in general, maintained 
from pulse to pulse, the video signals from many pulses take on all 
possible phase combinations. 

If the c-w interference is at the same frequency as the pulse, i.e., on- 
frequency c-w interference and the i-f bandwidth is sufficiently wide, the 
video signal will evidently consist of a number of video pulses of duration 

T and of varying amplitudes, de¬ 
pending upon the phase relation¬ 
ship of the c-w interference and 
the signal. On the average it is 
equally likely for the c-w inter¬ 
ference to be in phase with the 
signal as to be out of phase; there- 



C-w i*f interference voltage 



I-f signal pulse 



Fid. 12*1.—Voltage waveforms when signal 
pulse and c-w interference are mixed. 



Fig. 12-2.'—Voltage wave¬ 
forms of video signal in pres¬ 
ence of on-frequency o-w 
interference. 


•fore the average video deflection over a large number of pulses is zero. 
(We still assume that the signal deflection is the change in video deflec¬ 
tion caused by the signal.) The appearance of the signal on an 
A-scope, however, will be similar to that when no c-w interference is 
present, except that the signal is ^'filled in^' and extends both sides of the 
baseline (see Fig. 12*2). It is already clear that the signal threshold 
power probably will not depend upon the average video deflection. The 
peak deflection of this video signal depends upon the type of second 
detector: for a linear detector the peak deviation from the baseline is 
unchanged by the interference, whereas for a quadratic detector the 
amplitude of the video signal depends markedly on the intensity of the 
c-w interference. For this reason the linear detector is generally pref- 
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Fta. 12-3.—Video were shapes and spectra for symmetrical signals (cosine functions). 
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erable; comparison of signal amplitudes is possible even in the presence 
of the interference. (These statements are valid only if overloading is 
avoided in the receiver. Prevention of overload is a very difficult task, 
yet it can be accomplished with some success.) 

The amplitude spectrum of the video signal in the case of on-frequency 
c-w interference is simple. It is the same as the spectrum of the pulse 
in the absence of c-w interference but mth a different over-all multiplica¬ 
tive constant. For a single pulse it is clear that the shape of the video 
pulse is unchanged by the interference; its amplitude, ho^vever, depends 
upon the phase of the pulse relative to the c-w interference. 

For off-frequency c-w interference the spectrum of the video signals 
is altered. One can appreciate this by noting that the video signal is 
derived principally from the beat tones between the c-w interference and 
the pulse frequencies. Typical spectra for several cases are shown in Fig. 
12*3. As can be seen, the spectrum for a given pulse can be derived by 
folding'^ the original pulse spectrum about an axis that represents the 
c-w frequency; in this way the beat tones, which are the video frequencies, 
are made evident. The diagrams shown in Fig. 12*3 assume that the 
phase in each case is adjusted in such a way as to make the video wave¬ 
form symmetrical with respect to the center of the pulse, that is, it con¬ 
sists only of cosine functions. Similar diagrams can be drawn for the 
antisymmetrical waveforms representing sine functions; these are shown 
in Fig. 12-4. To derive the amplitude spectrum for any phase difference 
between c-w interference and signal, the video signal must be separated 
into sine and cosine functions whose origins are located at the center of 
the pulse. The spectrum of each of these functions is obtained as shown 
in Figs. 12*3 and 12*4, and the amplitudes of the resulting components 
are added vectorially at right angles. In this way the video spectrum 
for any specific case can be rapidly computed. 

Interaction of C-w Interference with Receiver Noise .—^As in the case of 
the signal, the c-w interference voltage is assumed to be large compared 
with the receiver noise. In such a situation the video noise, like the 
signal, becomes two-sided, that is, it ‘'beats'^ below the baseline as often 
as it appears above the baseline. Furthermore, as might be surmised 
from the preceding discussion, the spectrum of the resulting video noise 
is altered by the interference; it consists simply of the beat tones between 
the i-f c-w interference component and the i-f noise components. Assum¬ 
ing the i-f noise components to be equally distributed over the i-f band¬ 
width, we can obtain the video amplitude spectrum of noise by folding 
the amplitude response curve of the i-f amplifier at the frequency of the 
c-w interference in much the same way as was done for the signal 
frequency components in Figs. 12*3 and 12*4. In' this case, however, no 
relationi^p exists between the noise components of the two folded halves; 
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therefore the resulting spectrum is obtained by adding these halves in 
quadrature, i.e., vectorially at right angles. 

The amplitude of the video-noise fluctuations is increased by the 
addition of the interference; for a linear detector this increase is approxi¬ 
mately equal to \/2 and is independent of the amplitude of interference 
for large values of interference. For a quadratic detector, however, the 
increase depends on the intensity of interference; for this reason the linear 
detector is generally preferred, especially when video overloading is 
considered (see Sec. 12*4). 

From what has already been said it can be inferred that the introduc¬ 
tion of interference in a system with a linear detector will not appreciably 
impair the signal response, nor will it increase the noise amplitude by 
more than the factor This inference is, of course, justified only if 

the video bandwidth is sufficient to pass the signal video frequencies and 
if the interaction effects between signal and noise are essentially 
unchanged by the interference. The effect of inadequate video band¬ 
width will be discussed in Sec. 12*4; it is sufficient for the moment to note 
that if the video bandwidth is as large as the full i-f bandwidth, adequate 
signal response can be assured. 

The interaction effects between signal and noise in the presence of 
c-w interference can be investigated theoretically. This effort, however, 
is probably not yet justified, since the ultimate criterion for signal visi¬ 
bility is not yet established." It has already been remarked that this 
criterion can no longer be obtained from the average deflection, because 
the average deflection for both signal and noise is zero. It is probably 
more realistic to choose the average absolute value of deflection for a 
criterion. Nevertheless, no matter what criterion is chosen, one still 
does not know how to take into account the fluctuating character of the 
signal. Thus experimental rebults are probably most reliable and useful. 

Experiments performed by H. Johnson, and J. L. Lawson,^ and by 
Stone^ demonstrate conclusively that if overloading is avoided, the signal 
threshold power increases approximately 3 to 4 db because of on-fre- 
quency c-w interference. This threshold increase is independent of the 
intensity of the interference, provided the interference is strong compared 
with signal and/or noise power. It must not be inferred from these 
experiments, however, that ^this relatively small increase in signal 
threshold power is all that is ^usually found. In actual fact the major 
effects ordinarily encountered are caused by overloading phenomena in 
either the video or i-f sections of the receiver. These will be discussed 
later. 

1 Unpublished, but see RL Report No. 910, Mar. 22, 1946. 

• A. M, Stone, ** Synthetic Radar Echoes in the Presence^ of Jamming,*' RL Report 
No. 708, June 22, 1945. 



Spc. 12*2] 


VIDEO OVERLOADING 


341 


12«2. Video Overloading.—Overloading or saturation in some part of 
the video system is the most common and most serious effect produced by 
c-w interference. The severity of the effect varies with the type of 
indicator, the intensity-modulated indicator, such as the PPI, being in 



Second 

detector 




Linear 

amplifier 


Fig. 12*5.—Block diagram of typical video system. 



general most easily affected. The reason for this is the necessarily 
increased limiting that must be employed with this type of indicator to 
prevent defocusing, or blooming,” with strong signals. 

A block diagram of a typical video system is shown in Fig. 12*5. 
The output voltage from the second detector is first filtered by an 
appropriate high-pass filter whose 

purpose will be described below. "“FT. r 11 ^^ 

The filtered voltage is amplified _ 

by an essentially linear amplifici 

bef ore it is applied to the indicator | +70-< 

system. The peak output voltage | 

that can be applied to the indi- | xv 

cator is limited to some chosen I ^50 _ 

value. The limiter can follow or | Roxvsi^ 

precede the linear amplifier; for 

convenience it usually precedes Z _ 

the amplifier and does, in fact, ^ 

usually involve merely the cutoff | +20 - 

bias of the first amplifier tube. |- 
In the absence of c-w interfer- ^ 

ence the filter indicated in Fig. ^_ X 

12*5 is not needed; the output of 
the second detector may be direct 

coupled to the grid of the first C*wpower.indbabov«r«ctiv»rnoiMp(Mrtr 

amplifier stage. In this COndi- Fig, 12 - 6 .-—Signal threshold power in 
tion, however, as soon as the c-w 
interference produces a d-c second- 

detector voltage sufficient to bias the amplifier tube to cutoff, i.e., to the 
assigned limit level, nearly all signal information will be lost. Signal infor¬ 
mation will occur only for signal pulses out of phase with the interference 
and of an amplitude approximately equal to that of the interference. It 
is only under this condition that the second-detector voltage will be small 
enough to permit conduction in the first amplifier stage and hence make 
possible the conveyance of signal information. The signal is recognized on 
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the A-scope by a negative deflection from the baseline. It is to be expected 
that for very large intensities of c-w interference the signal will make its 
appearance only for values of signal nearly equal to the c-w voltage. 
This is actually found to be true; Fig. 12*6 shows an experimental curve 
obtained with a direct-coupled video system. The signal is seen in the 
imshaded area to the left of the line and is not seen in the shaded area. 
The ordinate in this diagram represents the signal power in decibels 
relative to the receiver noise power; the abscissa represents the c-w 
interference power in decibels relative to the receiver noise power. As is 
shown in the diagram, for large values of c-w interference power the 
threshold signal power is almost equal to the c-w power. 

It is clear from Fig. 12*6 that a relatively small amount of c-w inter¬ 
ference is enough to remove virtually all traces of the signal, a result of 
the saturation, or limiting, in the receiver. (This limiting, we have 
already seen, is necessary to prevent defocusing, or blooming, on intensity- 
modulated indicators.) Indeed, even with the A-scope, the limiting 
voltage level, in terms of noise level, cannot be made indefinitely large; in 
the best designs a value of perhaps 100 can be realized. The problem is, 
then, to avoid limiting for the c-w voltage and yet to maintain the proper 
limit level for pulses. The solution to this problem is fortunately simple: 
A high-pass filter, shown schematically in Fig. 12*5, is employed between 
the second detector and the video system to pass the major part of the 
important pulse frequencies while removing the deleterious d-c term due 
to the c-w interference. If this is done before limiting, virtually no signal 
information will be lost. If a linear detector is used, the resulting signal 
and noise level will be relatively unaffected by the interferen(‘e. A 
quadratic detector is much less favored because of the interference- 
dependent levels of signal and noise, which have been mentioned. 

Since the d-c term arising from the c-w interference is the main diffi¬ 
culty, it could in principle be removed by an i?C-filter, even though the 
1-f cutoff were set to a value of a few cycles per second. This, however, 
is true if the video amplifier uses no d-c restorers. (D^c restorers prevent 
the coupling condensers from being charged by pulses of polarity opposite 
to that of the conventional video pulse.) Ordinarily, however, a large 
pulse of opposite sign, i.e., pulse and c-w interference out of phase, will, by 
means of d-c restoring action (possibly caused by grid current in one of the 
amplifier tubes), reinstate the d-c potential on the coupling condenser, 
thereby nullifying the action of the filter. For this reason a high-pass 
filter, whose 1-f cutoff is perhaps l/2r, where r is the pulse length, is usually 
preferred. Strong pulses will not affect the filter operation for subsequent 
desired pulses, nor will an appreciable increase of threshold signd be 
required in the absence of c-w interference. Furthermore, should the 
c-w interference be slowly modulated in amplitude, the high-pass filter 
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will successfully remove the slow modulation components as well as the 
d-c term. 

It is desirable at this point to consider briefly the action of a high-pass 
filter in receivers that are supplied with a ^‘gate^^ and that subsequently 
employ a third detector (see Chap. 2). If the ‘'gating'" is done in the i-f 
amplifier, the operation of the gate on the c-w voltage will obviously 
convert the d-c second-detector output to pulses. The high-pass filter 
will “differentiate" these pulses in the same fashion as desired signal 
pulses. To avoid this added difficulty in discernibility the gating should 
be done in the video section after the high-pass filter; in this way the RC- 
filter will remove the c-w voltage before it can cause a “gate pulse." 

The use of a high-pass filter in the video system can successfully 
eliminate video saturation provided a linear second detector is used. 
With a quadratic detector, on the other hand, the rise in signal and noise 
amplitudes due to the interference voltage is usually sufficient to cause by 
itself serious video limiting. Therefore, whenever c-w interference is 
expected, as has been repeatedly emphasized, a quadratic detector should 
not be used. 

Even when a suitable high-pass filter and linear second detector are 
used, serious limiting effects may be noticeable in the receiver. These 
are all traceable to saturation in the i-f amplifier. The next section con¬ 
siders what methods can be employed to alleviate this situation. 

12*3. Intermediate-frequency Overloading.—When an i-f amplifier 
is subjected to strong c-w interference, several undesired effects may be 
encountered. For example, the entire amplifier may be thrown into 
oscillation; this phenomenon, however, is usually due to inadequate 
shielding and filtering, a condition generally easily remedied. Neverthe¬ 
less to avoid this difficulty special precautions with regard to amplifier 
stability must be taken. Nearly all amplifiers are considerably more 
unstable in the presence of strong c-w interference because the various 
tubes are forced to operate in regions of higher mutual conductance. It 
is perhaps easiest to recognize this form of instability by obtaining a curve 
of the kind shown in Fig. 12'7. In this figure the curves indicate the 
threshold signal power as a function of c-w interference power. A stable 
amplifier yields a monotonic curve; irregular behavior usually denotes 
instability. The latter condition is depicted in the first curve of this 
diagram; the second curve shows the result when no instability appears. 
This type of plot is one of the best criteria of receiver stability in the 
presence of c-w interference. 

It will be noticed, however, that in Fig. 12*7 even though the receiver 
is made stable and video saturation is eliminated by the use of a high-pass 
filter, ultimately a large increase in signal threshold occurs. The knee of 
the curve is observed always to occur at the point where receiver noise is 
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no longer visible on the A-scope. What appears to happen is simply a 
reduction in the “pulse gain/’ that is, the incremental gain, of the 
receiver. Eventually this pulse gain of the receiver turns out to be 
approximately inversely proportional to the c-w in'erference power. In 
general, all i-f amplifiers exhibit this behavior; the saturation properties 
of the amplifier can be measured either in terms of the knee of the curve 



-20 -10 0 +10 + 20 + 30 + 40 + 50 + 60 + 70 + 80 + 90 +100+110 
C w power in db above receiver noise power 

12*7.—Signal threshold power in presence of c-w interference. High-pass video 

coupling. 

or in terms of the ratio of interference to pulse power in the region above 
the knee of the curve. Obviously, in comparing receivers standard 
conditions must be used throughout. 

Many factors conU-ibute to i-f saturation. Before these are con¬ 
sidered, however, a brief calculation will indicate why the kind of results 
shown in Fig.' 12-7 need not be surprising. For an unchanged gain over 
the range of c-w power indicated on the abscissa, let us roughly calculate 
the undistorted output power required of the i-f amplifier. Let us assume 
that in the absence of c-w interference, the average noise level at the 
second detector is about 1 volt, measured across 1000 ohms; this is a 
fairly representative figure. An unchanged gain for a c-w power 100 db 
above this level would require a continuous power output of 10^ watts from 
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the second detector, or more than ten times the output power of the most 
powerful present-day broadcasting transmitter. Thus the power-output 
capability of the i-f amplifier and second detector is an important 
(‘riterion. In general, the gain reduction observed in an i-f amplifier 
subjected to c-w interference is caused either by 'plaie saturation in the 
amplifier tubes or by grid loading or by both. Intermediate-frequency 
grid conduction loads the preceding i-f stage, hence reducing its gain. 
Because of transit-time effects i-f loading can easily occur without d-c 
grid current. 

Two types of amplifier gain have been mentioned. The conventional 
gain is defined by the c-w output voltage divided by the c-w input 
voltage; the pulse gain,^^ by the output pulse signal relative to the input 
pulse. At first glance these two definitions of gain might appear to be 
identical. The circuits can be so arranged, however, that the “pulse 
gain^' is far higher than the c-w gain—by automatic biasing of the i-f 
tubes in accordance with the c-w power so that only the very tips of the 
c-w voltage oscillations appear in the conduction region of the tube. In 
tliis way the incremental gain of the amplifier is almost maintained, while 
the c-w gain is reduced to unity. The foregoing procedure is illustrated in 
Fig. 12-8. In the conventional scheme strong c-w oscillations swing the 
tube over the entire characteristic; the output voltage will be saturated, 
containing no signal intelligence. If automatic biasing is used, however, 
only the tips of the i-f input voltage wave appear in the operating region 
of the tube and signal intelligence appears in the output voltage wave. 
Automatic biasing can easily be made to eliminate plate saturation and 
grid loading entirely. It does not, however, maintain pulse gain 
unchanged because the duty ratio or “mark-to-space'^ ratio in the plate- 
current impulses is reduced. Figure 12-8 shows that if strong c-w inter¬ 
ference is encountered, the plate-current impulses, while still changing 
amplitude in accordance with the signal by an amount that is independent 
of c-w power, become very thin “spikes'' whose width depends (inversely) 
upon the c-w power. The i-f components of these current impulses 
falling within the i-f pass band, therefore,• diminish as the c-w power iv 
increased. In spite of this duty-ratio factor, however, automatic biasing 
can greatly improve the operation of a receiver. In Fig. 12*9 three 
curves are shown, all of them taken with the same receiver and under the 
same standard conditions. The first curve was obtained with no i-f 
biasing and no video high-pass filter; the second curve shows the improve¬ 
ment afforded by the use of the high-pass filter. These two curves are 
the same as those shown in Figs. 12*6 and 12*7. The third curve shows 
the very substantial improvement brought about by automatic biasing 
of the i-f amplifier. The automatic biasing is accomplished by means of 
the instantaneous automatic gain control circuit, or lAGC, of Fig. 11*3 and 
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C-w power in db above receiver noise power 
Fio. 12*9.—Signal threshold power in presence of c-w interference. 


Besides automatic biasing, rejection filters in the i-f amplifier can be 
used to reduce the effects of c-w interference. These filters are designed 
to provide infinite attenuation at some adjustable frequency made, in 
practice, to coincide with the frequency of the offejjiding c-w interference. 
A typical circuit of such an infinite-rejection filter is shown in Fig. 12*10, 
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In the absence of the variable resistor shown, the circuit is simply a 
conventional ‘‘wave trap''; the variable resistor may, however, be 
adjusted to provide infinite attenuation at the 
resonant frequency. Its effect is to compen¬ 
sate for the coil losses in the resonant circuit.^ 

In practice, the infinite-rejection filter is 
not satisfactory, especially for receivers in the 
microwave region. The principal difficulty is 
the necessity for continual frequency adjust¬ 
ment. Furthermore, even though the fre¬ 
quency were properly adjusted, it is rare to find 
a source of c-w interference whose stability is 
adequate to ^‘stay in the notch." Usually 1-f sidebands are present that 
are not properly attenuated by the filter. 

12*4. Dependence of Threshold Signal upon C-w Interference Fre¬ 
quency.—The effects of c-w interference have been briefly discussed, 
both in the region where no saturation occurs and in the region of video 
or i-f saturation. These effects have been treated largely for on-fre¬ 
quency interference, however, and for adequate video bandwidth. In 
this section a theoretical analysis wiU be attempted of the effects con¬ 
nected with other interference frequencies and video bandwidths. The 
analysis will be carried out with the assumption of no overloading; the 
variables with which we are concerned are therefore (1) the c-w power, (2) 
the video bandwidth, and (3) the difference between the c-w and signal 
frequencies /<.« — For simplicity's sake, it will be assumed that the 
signal frequency is centrally located in the i-f pass band^ and that the i-f 
pass band is symmetrical and Gaussian in shape. Assuming in addition 
a square pulse shape, the signal can be represented as 

^ 5 sin (2ir/.< + B.) for |<| < 

0 otherwise, 

while the continuous wave can be written as 

E{t) = JS7 sin {2irfcv>t + Bew)- 

The total input is the sum of the signal and the c-w voltages and can be 
written in a form analogous to Eq. (1) of Sec. 7*2: 

5in(0 = S{t) + E{t) = ao(0 2ir/^ + fio(t) sin 2irU, 

1 A. M. Stone and J. L. Lawson, ‘‘Infinite Rejection Filters, J. Applied Phys,^ 
18, 691 (1947). See also A. M. Stone and J. L. Lawson, “Infinite Rejection Filters," 
RL Report No. 72-6, June 1, 1943; A. M. Stone, “A Note on Pulse Distortion by 
Rejection Filters," RL Report No. 422, Sept. 16, 1943. 

* In the notation of Sec. 7-2 this means that /«is equal to the carrier frequency U 



Fiq. 12*10.—Infinite-rejection 
filter. 
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where 

^ ^ I £ sin [2t(/™, — f,)t + + S sin 6. for |<| < 

[ E sin [2ir(/c« - f,)t + otherwise, 

^ ^ Icos [2jr(/c.. - S.)t + fl™,] + -S cos 0, for |/| < 

[ E cos [2jr(/„„ — /,)< + 6 ,,] otherwise. 

If we assume further that the i-f bandwidth B is much larger than 1/t, so 
that the pulse will be practically not deformed, we obtain for the output 
of the i-f amplifier 

= a{l) cos 2itfjt -f |8(<) sin 2ir/.<, 

where 


«(<) = 


E exp 1^ — ° j I2ir(/,„, - /,)< -f- 9o„.] \ 

I -fiSsind. for |/| < ^>( 

exp sin [2ir(/„,. - /,)< -|- j 

otherwise,/ 

^ exp [ - cos [2 t(/,.„. - f,)t + \ 


^«) = < +*’cos<f. for|<|<I,( 

I E exp - - -- ‘^2 j cos [2ir(/,„. - f.)t + e.v:] \ 

' otherwise/ 

and a = 1.18. 

As in the previous sections of this chapter, for the case of actual 
interest, the original c-w power is much larger than either the signal or the 
noise power. Assuming a linear second detector, the detector output of 
the c-w plus signal plus noise will be a nearly Gaussian distribution of the 
form given by Eq. (7* 13a) and with an average value 


E exp — 
- 


aKU - jy 


f * (a® + 5 cos [2r{Scu> - f,)t + ip] for |^| < ~A (2) 


-Bexp 


aKU-f.y 


otherwise, 


where <p — dew Og and where terms proportional to 8^ have been 
neglected. One sees from Eq. (1) that the average value of the detector 
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output will oscillate inside the pulse because of the beat frequency 
between the c-w and the signal. In addition the average value f will 
vary from pulse to pulse, because the phase difference ^ will vary and will 
assume any value between zero and 2t. Clearly, as a result of this phase 
fluctuation, the introduction of the signal wiU only widen somewhat the 
original Gaussian distribution without changing the average value 
E exp [—a^ifcw ~ /«) Because of these reasons the detectability cri¬ 

teria of Sec. 7-3 are not applicable, and to proceed further additional 
assumptions have to be made. 

First, we shall consider only the case of a very narrow video band¬ 
width; for this case the variations of r inside the pulse will not be signifi¬ 
cant. Therefore for the detection of the signal only the average value 
of r over the pulse length t will play a role. This leads to 


£exp|^-- + _ 


f>)T 

f = ) {sin [rifcw — / V + ^] + sin [7r(/r., - /«)r — (p]} 

with signal, 

E exp ^ j without signal 


(3) 


Second, in order to take into account the phase fluctuations, we shall 
assume that the observer will average over one-half of the widened (but 
symmetrical) distribution resulting from the variations of the phase ip. 
All values of ip will be assumed to be equally probable, or in other words 
the probability for the phase to be between tp and ip + dip will be assumed 
to be dip/2v. With all these assumptions, the quantity that determines 
the detectability of the signal and that we denote as in Sec. 7*3 by 
fs+N is given by 


- 


V2irTF, 


f/rs/.’*”'*'’!- 


m 


(4) 


where and few are the two values of the average deflection given by 
Eq. (3). The integrals in Eq. (3) cannot be carried out exactly, but one 
can develop in powers of S^/2W] keeping only the first two terms, one 
obtains 


fs+N = 



5* rsinr(/„ 

4w^L J r 


(5) 


As in Sec. 7*3 we will assume that the detectability of the signal will 
depend on the ratio of (fs+Ar ^ tn) to the fluctuation of the output when 
no signal is present. 

The assumption of a very narrow video bandwidth h implies a further 
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reduction in the output signal by the familiar factor hr, 
obtains 


Ts-\-N 


S^br 

— ri/ = - I — 




sin 7r( few 
T^ifew — /«)r _ 


Hence one 


(6) 


The fluctuation of the video output in the absence of the signal can be 
computed by means of Eq. (7-206). Tlie as and i^'s there are given by 
Eq. (1) with /S == 0. Since E » Wj the main contribution to the con¬ 
tinuous spectrum of the linear detector output comes from the term 
proportional to p. Retaining only this term, one obtains for the correla¬ 
tion function of the c-w plus noise 


rir2 = 


Wp(U - ^i) 
Wpih 


OCia2 + 01^2 


Keel + meet + 
ti) COS [27r(/,„. - f,){t 2 - <i)], 


(7) 


from which follows the spectrum in the usual way. Using Eq. (7*21) and 
(7*26) of Se(*. 7-2, one finds for the spectrum of the linear detector 


GKf) = W[Q{U -/«+/) + Q(U - ~ /)], (8) 

where 

is the normalized spectrum of the intermediate frequency, which we had 
assumed to be of Gaussian shape. For a narrow video bandwidth b the 
fluctuation of the video output will be simply GL{0)b. Using again the 
notation of Sec. 7-3, we obtain therefore, from Eqs. (8) and (9) for the 
fluctuation of the video output, the expression 


In analogy to the deflection criterion of Sec. 7*3, we shall assume that the 
minimum detectable signal power is determined by the equation 


fa+N ~ fjy 


( 11 ) 


where C is a constant, which may still depend on the observation time. 
Combining Eqs. (6) and (10), one then finds for the minimum detectable 
average signal power 


\ 

where in order to put the dependence of Pain on the bandwid^ B in 
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evidence we have expressed W in terms of the noise power before the 
intermediate frequency and the bandwidth B according to 


Tf = dfe 


2a^P 

B* 


fir 

~T V2 


Before discussing Eq. (12) and comparing it with experiment, one should 
remember that Eq. (12) holds only if (few — /«) < since we have 
assumed that the c-w power is large compared with the signal and noise 
power. For very large detuning, one may clearly consider the c-w to be 
absent. In this case the average of the linear detector output is 
[see Eq. (7* 14a)] 



if S^/2W « 1. For a narrow video bandwidth one obtains therefore, 
instead of Eq. (6), 


~ fs — 


V 2 AW' 


(13) 


For the continuous noise spectrum of the detector output we get, using 
Eqs. (7'20o) and (7-26) of Sec. 7-2, 

Giif) = df, Qimif + /i) 

_ V^aW 


The fluctuation of the video output with which (13) has to be compared is 
as before G*t(0)6 or 


- 


V^aWb 




(14) 


For large detuning, the minimum detectable average signal power will 
therefore be given by 


n / \ / TraB\^ ,. 


(16) 


These results can be compared with some experiments performed by 
A. L. Gardner and C. M. Allred with apparatus specially constructed 
for this purpose. In these experiments the injected c-w power was 40 
db above receiver noise power, the i-f bandwidth was rather wide 
(Bt S 2.2), and the video bandwidth was quite narrow. It was first 
noted i^at with the frequency of the continuous wave in the middle of 
the i-f pass band (on-frequency interference) the signal threshold was 
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about 3.5 db higher than with no continuous wave present. This can be 
compared with Eqs. (12) and (15), from Avhich follows 

= (8t*)M, (16) 

or 4.75 db. Detuning the continuous wave increases the signal threshold 
still further until the detuning has gone so far that the continuous wave is 
practically not present any more. The experimental results are shown 

Table 12-1. —Experimental and Theoretical Vali es of Signal Loss with 

Detuning 



Signal threshold, db, nda- 

few ■ ff j 

tivo to threshold at 


u -/. 

- 0 

1 

Experimental 

Theory* 

0 5 

5 ^ 

3 n 

1 

13 5 

00 

1 5 

11 

10 75 

2 

15 

QO 

2 5 

9 

10 3 

3 

i 


3 3 

' ^ i 


4 

i “2 ♦'> 


4.5 

-3 5 1 



* For (few — fe)r larger than 2.5, Blq. (12) is no longer applicable; hence, no theoretical values are 
given. 


in Table 12-1 together with the theoretical values calculated from the 
equation 


B n^(feu>—f»)* r T \ “12 

.Pmto(0) Lsin wifov, - /.> J 


(17) 


which follows from Eq. (12). The agreement between theory and experi¬ 
ment is as good as can be expected. The theoretical infinities for integral 
values of (/«. — /,)t are due to the neglect of the terms proportional to 
S* in Eq. (2). However, the experiments give exceptionally large values 
for the signal threshold for these values of (few — /.)r, so that the first- 
order theory seems qualitatively justified. 

In the case of a wide video bandwidth it is not the average value but the 
emdope of the pulse that is significant. Since the envelope is not 
sensitive to detuning, no increase in signal threshold with detuning is 
expected. This is confirmed by experiment. An experimental curve 
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showing the effect of detuning when a relatively wide-band video system 
is used is given in Fig. 12*11. It 
can be seen that the signal thresh- 
old varies little and remains a few 
decibels above the value when no 
continuous wave is present. It 
is fortunate that a great improve¬ 
ment in signal perception can be 
obtained by employing a video 
system whose bandwidth is ap¬ 
proximately as large as the i-f 
bandwidth, since this condition is 
desirable for proper signal perception even in the absence of c-w interfer¬ 
ence (see Chap. 8). 



Vr 2/t Vt 
Detuning of 

Fig. 12 -11. —Signal threshold power va. 
the detuning of the c-w signal with a wide 
video amplifier. The threshold in the 
absence of c-w interference is indicated. 


THRESHOLD SIGNALS IN 

NOISE-MODULATED CONTINUOUS-WAVE INTERFERENCE 

It has just been shown that given proper video bandpass charac¬ 
teristics and absence of i-f or video overload, the effect of unmodulated 
c-w interference is not very serious. Even for very large amounts of 
interference a maximum rise in signal threshold power of only 3 or 4 db 
occurs. The essential reason for this is that the interference contains no 
fluctuations which would tend to mask the signal. It is almost an accident 
that any deleterious effect occurs at all; the experimentally observed 
values come about principally because of a change in form of signal and 
noise brought about by the interference. The next step is to consider 
interference effects produced by modulated c-w power. That an infinite 
variety of modulating functions exist is clear; in the following treatment, 
however, discussion will be limited to noisy'' functions, that is, those 
which are nonrepetitive and of a statistical nature. The random nature 
of noise has been shown repeatedly to be principally responsible for the 
efficiency with which it is able to mask signals; therefore we can expect 
that ‘‘noisy" interference will most readily mask desired signals. 

Noisy interference can be produced in a variety of ways; perhaps the 
most obvious way is simply to amplify r-f thermal noise. The properties 
of this type of noise have been described in Chap. 4; it has a uniform power 
spectrum (in which the frequency components are unrelated) and a 
Gaussian amplitude distribution. From an interference point of view 
the problem has already been solved; the noise has the same character¬ 
istics as internal receiver noise whose effect on signal threshold power has 
been described in Chaps. 8 and 9. 

Radio-frequency thermal noise interference of large power is usually 
hard to produce because of the usual difficulties with r-f amplification; 
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consequently, it is generally expedient to modulate an r-f c-w carrier with 
an appropriate video noise function. This modulation can be applied to 
the carrier amplitude, frequency, or phase. Frequency and phase 
modulation are shown in Chap. 2 to be similar; one can proceed from 
frequency to phase modulation and vice versa by the use of appropriate 
filters. We may therefore consider amplitude and frequency modulation 
as the two fundamental operations. iUthough it is quite possible to 
consider in detail the effects of each type of modulation, only the a-m 
case will be presented in the following discussion. 

12*5. Continuous-wave Interference Amplitude Modulated by Noise. 
Let us assume for simplicity that the video-voltage noise function pro¬ 
duces corresponding changes in the r-f amplitude within the limitations of 
the r-f amplifier. Ideally these limitations are felt in two ways: (1) The 
r-f amplifier has a minimum power output (zero) that the modulating 
function must not try to cross, and (2) the r-f amplifier has a definite peak 
output-power capability. These limitations mean that any of the noise 
functions which we are likely to consider will not be immediately appli¬ 
cable to modulation; these functions must first be passed through limiters 
to prevent overdriving the r-f amplifier on large noise peaks and to prevent 
cutoff of the r-f amplifier on large negative peaks. This limiting action 
may, of course, be provided by the r-f amplifier itself; however, in com¬ 
puting the spectrum and amplitude distribution of r-f noise it is conven¬ 
ient to think first of limiting the video noise function, then of applying 
purely linear amplitude modulation to the r-f carrier. 

The problem confronting us, then, is essentially the c-w interference 
case discussed in Secs. 12-1 through 12-4, except that in addition to the 
c-w carrier we now must consider the r-f noise sidebands. The properties 
of these noise sidebands depend upon the properties of the video noise 
function as well as on the degree of limiting, or clipping.^' That this 
problem is complex is proved by the complicated effects of even the 
unmodulated c-w carrier. Consideration of the general case will not be 
attempted. Discussion will be limited to the behavior of the system 
under the following set of conditions: 

1. The receiver is fitted with an adequate i-f filter and has an adequate 
video bandwidth. 

2. The noise modulating function is to be video thermal noise with 
Gaussian amplitude distribution and bandwidth defined by 
This bandwidth is ordinarily determined by the video amplifier 
characteristics. 

3. The limiting, or clipping, is symmetrical about the average value of 
the Gaussian noise function. This implies that the r-f amplitude 
is modulated about a value equal to one-half the peak value. 
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With these restrictions in mind we are in a position to discuss qualita¬ 
tively the eflfects to be expected. The signal threshold power will depend 
essentially on three factors: (1) the amount of receiver noise present, (2) 
the r-f interference carrier, and (3) the spectrum and amplitude of the 
interference noise. The first two factors have already been discussed 
in Chaps. 8 and 9 and in Secs. 12-1 through 12*4; let us therefore consider 
the interference noise itself. 

We shall be concerned with two properties of the interference-noise 
sidebands: (1) the yower spectrum that incidentally will give the total 
sideband power relative to the carrier power and (2) the quality of the 
noise, which must be measured in terms of the efficiency with which it is 
able to mask a desired signal. The first property has been calculated 
by Van Vleck.^ He has assumed symmetrical limiting, or clipping, of 
the video noise function. If one defines the fractional modulation result¬ 
ing from the noise as m, where m is the ratio of rms video noise voltage 
before limiting to the limiting level itself, then Van Meek has shown that 
clipping has little noticeable effect on the spectrum for values of m less 
than unity. Furthermoie, the total noise sideband power in terms of 
the carrier power is given simply by again for values of m less than 
unity. For values of m greater than unity the spectrum is modified 
appreciably by the clipping, and the total noise sideband power is not a 
simple function of m. Where m becomes infinite, a condition Van Vleck 
describes as super clipping,he has shown that the total sideband power 
is just equal to the carrier power. Representative spectra and amplitude 
distributions for m = 1 are shown in Fig. 12*12. In this diagram the 
video noise function is assumed to have a uniform spectrum out to the 
bandwidth limit 6„. 

In what is to follow the region of particular interest is that for which 
the fractional modulation m is less than unity. Therefore we can easily 
calculate the total noise sideband power and its spectrum from the modu¬ 
lating video bandwidth bn and the fractional modulation m. The 
problem might appear at this point to be nearly solved; this would be 
true if one knew precisely how efficiently the clipped interference noise 
(compared with undipped noise) masks the desired signal. Unfor¬ 
tunately this property of the interference noise is not easily susceptible 
to calculation. Figure 12-12 makes it clear that the noise-amplitude 
distribution is profoundly altered by the clipping. The apparent ceil¬ 
ing^’ produced by the limiting action provides a more or less definite 
amplitude baseline over which a relatively small signal can be noticed. 
Therefore the ceiling produces a qualitative change in the noise that may 

^ J. H. Van Vleck, “The Spectrum of Clipped Noise,“ RRL Report No. 411-51, 
July 21, 1943. 
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outweigh considerations of total noise power. The ceiling effect, as 
shown in Fig. 12* 12, is dependent upon the sharpness with which limiting 
takes place and upon the fractional modulation m. This would also be 
the ceiling effect as seen on the A-scope provided the receiver r-f band¬ 
width B were sufficiently large to pass the entire spectrum shown in Fig. 
12*12. If the receiver i-f bandwidth B is loss than the total interference- 
noise bandwidth 2fe«, however, the output noise of the receiver will lack 
some of the frequency components needed to reestablish the well-defined 
ceiling; therefore the ceiling effect will be less pronounced than that shown 



jJj Frequency —Frequency-^ 


(o) No limiting on clipping. (6) Limiting at rms value (m » 1). 

Fig. 12*12.—Amplitude and frequency distributions for clipped noise, 

in the diagram. We may expect the ceiling effect to vanish completely 
when B 26„. Therefore according to this reasoning the ceiling effect 
depends upon two parameters, the fractional modulation m and a quantity 
equal to 2b„/B, that is, the ratio of interference-noise bandwidth to 
receiver i-f bandwidth. A clipping factor is introduced, representing 
a measure of the loss in interference-noise effectiveness caused by clipping. 
This factor is most conveniently expressed as the logarithm of the ratio of 
actual interference-noise sideband power to the equally effective undipped 
noise power. A clipping factor F, of 3 db therefore represents a condition 
where the clipped noise power falling within the receiver i-f bandwidth is 
equivalent in effectiveness to undipped noise of approximatdy one-half 
the power. The clipping factor is most readily determined by 

experiment; its limiting value when m is small and is large approaches 
Odb. 
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In an elaborate series of experiments Stone^ has shown that the fore¬ 
going conclusions appear to be valid; he has obtained empirical values 
for the clipping factor as a function of m and ^ and has plotted them in a 
most convenient form. This plot 
is reproduced in Fig. 12-13; m is 
shown as ordinate, and as ab¬ 
scissa. The contour lines repre¬ 
sent different clipping factors; 
these lines do not appear in an area 
near the left-hand edge of the dia¬ 
gram because in this region self- 
consistent results were not 
obtained. Stoners results, how 
ever, clearly show the clipping fac¬ 
tor to be extremely important, 
especially when the fractional 
modulation exceeds unity and the 
interference-noise bandwidth 26n is comparable to the receiver i-f band¬ 
width B. 

For large values of interference power the rise in threshold signal 
caused by the interference can be evaluated as follows: 

1. Calculate the total interference-noise sideband power falling in the 
receiver i-f bandwidth in comparison with receiver noise itself. 
The calculation is made from a knowledge of the ratio of the inter¬ 
ference-carrier power to the receiver-noise power, the fractional 
modulation m, and the value of which is the ratio of total 
interference-noise bandwidth to receiver i-f bandwidth. This 
interference-noise power (in terms of receiver noise power) is most 
conveniently expressed in decibels. 

2. Add about 3 db to Item 1 to account for the effect of the carrier. 

3. Correct for the clipping factor by means of the curves in Fig. 
12-13. This correction in decibels is to be subtracted from Item 2. 

4. The final answer represents the increase in signal threshold power 
caused by the interference. 

This procedure appears to be valid as long as m ^ 1 and as long as 
the interference is strong compared with receiver noise. It is also 
assumed that no overload or saturation effects occur in the receiver; this 
can be assured by methods discussed in Secs. 12-2 and 12*3. 

One additional point is worth mentioning. For a fixed interference- 
noise bandwidth the clipping factor Fc is a function of i-f bandwidth B. 

^ A. M. Stone, Synthetic Radar Signals in the Presence of Jamming,” RL Report 
No. 708, June 22, 1045. 



/S 

Fig. 12*13.—Fractional modulation m au 
a function of » 2hn/B for various values of 
the clipping factor Fc. 
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Therefore, in measuring threshold signals as a function of B, in a way 
similar to that shown in Fig. 8*7, the smallest threshold signal energy will 
be found at a value of Br somewhat higher than the value determined for 
receiver noise. A. M. Stone^ has found that under certain conditions the 
optimum value of Br could be shifted by a factor of as much as 3 or 4. 
It does not appear, however, that this situation should alter the design 
of receivers, for the wider bandwidth generally gives a greater opportunity 
for off-frequency interference. 

THRESHOLD SIGNALS IN PULSED INTERFERENCE 

12*6. Description of Pulsed Interference.—In the first two parts of 
this chapter an attempt was made to analyze the deleterious effects of 
c-w interference even though modulated in amplitude by a complicated 
noise function. Other forms of electronic interference exist, one of the 
most common of whi(;h may be termed pulsed interference. Here, the 
interfering wave may consist of a train of r-f pulses whose repetition fre¬ 
quency may or may not be constant and whose radio frequency and pulse 
length may or may not correspond to that of the desired signal. In 
radar reception, pulsed interference will very likely arise from other 
near-by radar sets operating on nearly the same radio frequency. Such 
interference will appear on the radar A-scope as a series of intense 
saturated signals, which usually differ from genuine echo signals in their 
nonsynchronized positions and in their relatively great intensities. 
Because of the resulting fencelike appearance on the A-scope, the inter¬ 
ference is usually known as ^‘railing” interference. Several interfering 
radar units produce several sets of interspersed railings whose relative 
positions continually change. A discussion of railing interference and 
methods of suppressing its effect is given in Sec. 12*7. 

Because of the relatively large peak powers that can be produced with 
pulse techniques the possibility of producing damaging interference by 
this means should be considered. It can be shown that no power is 
‘‘wasted” in a carrier and that a “noisy” function can be produced by 
random variations in the interval between successive pulses. The condi¬ 
tions determining threshold signal power for this situation are discussed 
in Sec. 12*8. 

12*7« Railing Interference.—In railing interference one must consider 
not only the effect of the main interfering pulse but also the trailing 
interference echoes produced by near-by reflecting objects. These 
echoes, though very weak in comparison with the main interference pulse, 
may still be large enough to exceed a desired signal. In practice these 
trailing echoes can be detected for perhaps 100 pmc after the main pulse. 


^im. 
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In spite of these trailing echoes there is generally a considerable period 
during which the receiver is not affected at all by the interference; in 
these time intervals signal detection can be maintained at nearly normal 
sensitivity. For this reason railing interference of low-duty ratio does 
not materially affect threshold signals; the effect of interference duty 
ratio is to alter the fraction of time during which the signal may be seen. 
In a sense this is equivalent to an alteration of PRF, shown in Chap. 8 to 
have only a mild effect on threshold signal. According to this argument, 
one would expect to find a rise in threshold signal power of 1.5 db when 
the interference duty ratio is as large as 50 per cent. In actual practice a 
somewhat larger rise in signal threshold power is obtained because one 
does not completely neglect the time elements occupied by the inter¬ 
ference. In an intensity-modulated indicator the bright spots produced 
by the interference are annoying and fatiguing to the observer; they are, 
however, more of an annoyance than a real hazard to signal perception. 

General methods of alleviating the pulsed interference effects consist 
in causing the interference to operate some device that, for the duration 
of the interfering pulse, desensitizes the 
receiver or indicator. In this way there 
is no perceptible indication of the inter¬ 
ference; the desired signals can be seen 
under nearly normal conditions in the free 
intervals between interfering pulses. To 
remove only the interference so that the 
desired signal still remains, one must uti¬ 
lize some special characteristic of the 
interference. The three common charac¬ 
teristics of the interference that may differ from the characteristics of the 
desired signal are (1) the amplitude, (2) the radio frequency, and (3) the 
shape or length. These three characteristics suggest corresponding meth¬ 
ods for interference suppression. 

Amplitude Discrimination .—Several devices have been developed to 
provide pulse-amplitude discrimination and selection. All of them have 
operated on the same principle, but the applications to receivers have 
differed. In all these devices a modification to the over-all receiver 
response characteristic has been made. The resulting characteristic is 
similar to that shown in Fig. 12*14: the response to input voltage larger 
than a given input amplitude is made zero. Thus if the receiver gain 
is so adjusted that all desired signals are of a size to give a satisfactory 
output, all interfering pulses of high intensity will be eliminated. 
Although it is true that an interfering pulse occurring simultaneously 
with a desired signal pulse will remove the signal, the fraction of time in 
which this happens is only the duty ratio of the interfering pulse. 



Fig. 12 * 14.- - HospoiiHe charac¬ 
teristic of typical pulse-amplitude 
discriminator. 



360 THRESHOLD SIGNALS IN ELECTRONIC INTERFERENCE [Sec. 12-7 


The response characteristic shown in Fig. 12*14 can be produced in a 
number of ways. The normal video output of the receiver can be 
^‘swamped'' by a video signal of opposite polarity, which at low signal 
level is made inoperative by an appropriate bias voltage. This swamping 
action can, if desired, be accomplished directly in the output of the 
second detector; in this case it is derived from a biased second detector 
of opposite polarity. Perhaps the simplest technique, however, is to 
use a video signal derived from one of the i-f stages to bias the grid of the 
following i-f stage; in this instance a strong input signal wdll bias the i-f 
stage to cutoff, and no output voltage will occur. 

The principal difficulties with any of these schemes are of two kinds. 
(1) The desired signals actually have a large range in amplitude, and the 
amplitude-selection ^^slot^^ must therefore be made extremely wide. 
Under these conditions satisfactory removal of railing interference is not 
usually possible. (2) As was mentioned previously, railing interference 
consists of an intense leading pulse followed by a train of reflection echoes 
lasting for a number of microseconds. These trailing pulses, usually of 
much longer duration than the original interfering pulse, are nearly 
always of the same general size as the desired signal pulse and cannot 
therefore be removed by this procedure. These two difficulties can be 
overcome by a slightly different form of interference suppressor developed 
by Lawson. This suppressor, designed to combat railing interferencje, 
w^as required to remove completely the railing pulse together with its 
trailing echoes, without removing any desired (radar) pulse. 

To remove the railing pulse and echoes, a “blanking gate^' of con¬ 
trollable length was supplied; this gate was initiated by the interfering 
signal and could then be made long enough to remove the trailing echoes 
as well as the interfering pulse. To make sure desired radar pulses w^ere 
not removed, a new system was devised. It is clearly desirable to 
trigger the gate from video signals in which the interfering pulses are 
enhanced by comparison with the desired signals. This enhancement 
can be assured by receiving the interfering pulses on a separate non- 
directional antenna. The scheme offers no improvement if the inter¬ 
ference comes from the same direction as the desired signal; otherwise 
the improvement is proportional to the directional gain of the receiving 
antenna used for signal reception (radar antenna). 

In spite of the separate nondirectional antenna and interference 
receiver the main transmitted radar pulse and close radar echoes will be 
strong enough to trigger the blanking gate unless a gate “deadener^’ is 
applied. This deadener can take the form of a multivibrator triggered 
from the main radar pulse, preventing operation of the blanking gate for 
a certain time after the transmitted radar pulse.' This time can, of 
course, be controlled by the multivibrator time constant and can be 
adjusted so that the interference suppressor removes no radar echoes. 
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The interference suppressor system is shown in block form in Fig. 
12-15. As shown in this diagram the interference receiver is of the 
superheterodyne type, using the same local oscillator as the signal 
receiver; this connection is desirable to obtain comparable sensitivity 
and selectivity in the two receivers. The other elements shown in this 



Fig. 12* 15. —Elements of mtorfereuce suppressor. 


diagram are self-explanatory, with the exception of the delay line. The 
actual production of the blanking gate requires a small but finite time; 
the purpose of the delay line is to assure arrival of the blanking gate 
before the interfering pulse arrives through the signal channel. In this 
way all traces of the interference can be removed. 



(a) PPI, lOO^mile sweep; normal operation (5) PPI, 100-mille sweep; suppressor in 

' operation 

Fig. 12'16. —Photographs illustrating the performance of the interference suppressor. " 


Typical results that can be obtained by the use of this interference 
suppressor are illustrated by the PPI photographs diown in Fig. 12*16. 
In these photographs the PPI sweep length represents 100 miles. The 
first photograph ^ows railing interference striations normally present as 
a result of the presence of many near-by radar sets, oiie of them located 
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less than 100 ft away. Radar ground signals, i.e., signals from targets 
on the ground, are visible out to ranges of about 20 miles; some thunder¬ 
storm patches can be seen out to 90 miles. Several discrete aircraft 
echoes can be seen at various ranges. 

The second photograph in Fig. 12*16 shows the great improvement 
obtained by the use of the interference suppressor. It is true that some 
railing interference is still visible, but nearly all the original annoying 
interference is removed. These remaining spots of interference are 
explained by inactivity of the suppressor caused by the blanking-gate 
generator recovery time after a preceding interfering pulse. This 
situation occurs when interfering pulses from two nonsynchronous 



Frequency-^ Frequency- - ^ 


(a) Unmodified frequency discriminator (5) Modified frequency discriminator 
Fig. 12‘17.—Frequency discrimination response curves. 

transmitters nearly coincide in time and can be avoided by using a gate 
generator with extremely short recovery time. 

No radar echoes need be lost by the use of this device. Echoes may be 
lost with the pulse-length-selection devices to be described shortly because 
a radar echo has a length that depends upon the nature and extent of the 
target under surveillance. 

Frequency Discrimination .—We can discriminate between desired 
signal and interfering pulse by means of the radio frequency itself. The 
easiest way is to enhance the response of the interference receiver shown 
in Fig. 12*15 to oflF-frequency signals by using, for example, an ordinary 
frequency discriminator with subsequent pidse rectification. The pulse 
response of the over-all receiver t% incoming pulses of various frequencies 
will be as shown in Fig. 12’17a. In this arrangement no blanking of 
(radar) echoes or interfering pulses exactly at the radar frequency will 
occur. If, however, the response is altered as diown in Fig. 12*176, by 
adding to the response indicated in Fig. 12*17a the output from the 
unmodified receiver, blanking of on-frequency interference can be effected. 
The ratio of on-frequency interference to radar echo will be as high as in 
the unmodified receiver; this ratio will increase for off-frequency inter¬ 
ference, thus providing more complete interference suppression. Hence 
frequency discrimination may be received as an additional aid and not as 
an alternative scheme to amplitude discrimination. 
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Pulse-shape Discrimination ,—Radar echoes from discrete point 
targets have the same shape as the transmitted radar pulse. It is 
natural to inquire whether or not this information can be utilized to 
reduce the effect of interference with a different characteristic shape or 
even to reduce the signal threshold power in receiver noise. In the 
following discussion the radar pulse will be assumed to be of rectangular 
shape; the important shape factor’^ is in this case simply the length of 
the pulse. A circuit can be constructed that will satisfactorily pass 
rectangular pulses of a critical length; pulses of a substantially different 
length will be completely rejected. 
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Second input 
voltage to 
coincidence circuit 


Output voltage from 

coincidence circuit _ __ 

Fig. 12-18.—Waveforms illustrating pulse-length selection. 

Let US consider the input video pulse of length t applied to a “ delay- 
line differentiator,” whose function is to add to the input voltage wave an 
equal wave of opposite sign, which, however, is slightly delayed by a time 
n. The output voltage from such a device will consist of two pulses, 
each having a duration ri equal to the slight delay in time previously 
mentioned. These pulses will be of opposite sign and separated by the 
original input pulse length t; they have an appearance suggested by the 
derivative of the input pulse. This two-pulse wave is next applied to a 
coincidence circuit; the other input voltage to the coincidence circuit is a 
replica of the two-pulse wave but reversed in sign and delayed by a fixed 
amoimt ro. The coincidence circuit is of a type in which the output 
voltage is the product of the two input voltages. With the arrangement 
just described the output of the coincidence circuit will register a pulse 
only if the original pulse length r is close to ro; no output pulse will be 
registered at all if r < ro -- ri or if r > ro + ri (see Fig. 12*18). The 
preceding result can be formulated in mathematical terms. Let the 
input video voltage function be represented by f(t). The output of the 
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line differentiator will be given by the expression /(O ~ f{i — ri). The 
voltage output of the coincidence circuit can then be expressed as 

Eon. = [/(O - - ri)][-/a - to) + Kt ~ ri ~ To)]. (18) 

If we now insert the value of /(/), we can evaluate Let us assume 

the input pulse to start at < == 0, to end at t = r, and to have an amplitude 
A. For this particular function one finds by means of Eq. (18) that 

for To < ^ < r + ri if ro ~ ri < r < ro 1 ,.gv 

for r < f < To + Ti if To < T < To + ti.| 

Thus the output pulse length within the proper interval is seen to be 
simply Ti — |(t — to)!; therefore if we represent the circuit response by 

the output pulse energy, we obtain 
the result shown in Fig. 1219. 
This diagram shows graphically 
that the circuit is a pulse-length dis¬ 
criminator whose selection proper¬ 
ties are determined by the delay 
time To and n. These delay times 
being easily adjustable, a wide 
range of operating conditions is 
readily produced. Pulses outside 
the interval shown in Fig. 12-19 are rejected completely; this property of 
the pulse-length discriminator would appear to permit complete rejection 
of an interference pulse of length substantially different from the desired 
signal pulses. 

In practice the rejection is not complete with respect to railing inter¬ 
ference, nor is there the ideal response to all desired radar echo pulses 
shown in Fig. 12-19. This apparent failure of pulse-length discrimination 
is caused by two different effects. (1) Even though the input pulse to the 
receiver may have a defined length ro, the output video pulse has a 
different length, because of the finite rise time (or bandwidth) of the 
receiver and the video limiting action. For a nonlimited pulse, the video 
pulse length at one-half amplitude is approximately equal to the input 
pulse length; however, as soon ais limiting sets in, the video pulse broadens. 
For very large input signals the broadening will generally be sufficient to 
cause complete rejection of the pulse. (2) The signals with which one 
deals are not necessarily discrete pulses; the interference also does not 
consist of rectangular pulses. In this event the desired signals will be 
largely rejected and some of the interference will be passed. This 
Situation can be quantitatively calculated by using the proper voltage 
function /(<) in Eq. (18); the output voltage will then usually not be 



Fio. 12‘19.—Hesponse for pulse-selection 
circuit for input pulses of lenjrth t. 
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zero for arbitrary interference voltage functions. Nevertheless, in spite 
of these difficulties, a pulse-length discriminator built by Ashby and 
Neher^ has proved to be of the same order of effectiveness as the amplitude 
discriminator of Fig. 12*18. In this particular pulse-length discriminator 
the relatively narrow pulses from the coincidence unit were subsequently 
lengthened somewhat to permit easy visibility; and to avoid the pulse¬ 
broadening produced by limiting, a wide-band i-f amplifier was used. 

The type of pulse-length discriminator just described is only one of 
many forms of shape-discriminators that can be considered; nevertheless 
it serves to illustrate the general effect expected. One can shape the 
signal pulse in special ways; for example, a series of pulses is often gener¬ 
ated with a fixed sequence of lengths and intervals. A suitable pulse- 
shape discriminator can be made by using various appropriate delay 
lines; this type of discriminator is usually called a decoder; that is, it 
serves to decode the relatively complicated signal message. For any of 
these decoders the response can be calculated for any input voltage 
function by methods similar to that by which Eq. (18) was derived. 

At the beginning of the discussion on pulse-shape discrimination an 
interesting question was raised regarding the possibility of reducing 
signal threshold power in receiver noise by the use of pulse-shape dis¬ 
crimination. At first sight it would appear that pulse-length discrimina¬ 
tion would permit one preferentially to select desired signals from noise 
(which itself has no defined ^Tength^’). Unfortunately this does not 
seem to be the case, at least in the region where signals are not larger 
than noise itself. The reason is that when pulsed signals and noise 
become mixed, the mixture distorts the signal shape. This distortion is 
so severe that the pulse-length discrimination is of little value. In an 
actual experiment by R. M. Ashby and J. L. Lawson the signal threshold 
power measured on an A-scope was not perceptibly changed by the use 
of a pulse-length discriminator. This result might be different if the 
initial conditions were such as to cause the threshold signal to be con¬ 
siderably larger than noise, but this case was not investigated 
experimentally. 

12*8. Randomly Spaced Interference Pulses, —In Sec. 12*7, a discus¬ 
sion was undertaken of railing interference, characterized chiefly by 
intense pulses of relatively low duty ratio.^ To combat the effects of this 
interference some form of discrimination between interference and desired 
signal is used to desensitize the indicator during periods of interference. 
The free time between interference pulses is then used for signal observa¬ 
tion. None of the interference-suppression methods proposed are suit- 

* R. M. Ashby and L. Neher, Pulse Lengths Selector and Multiple Pulse 
Decoder,” RL Report No. 917, Mar. 21, 1946. 
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able when the duty ratio of the interference becomes high and where the 
time interval between successive interference pulses becomes comparable 
to the signal pulse length (strictly, the reciprocal of the i-f bandwidth). 
In the limit where the interference pulse interval is extremely small 
compared with the reciprocal of i-f bandwidth, the interference is handled 
by the receiver just like c-w interference; in such circumstances methods 
for c-w interference suppression are often found helpful (see Secs. 12-1 to 
12-4). 

If the interference pulses are randomly spaced in time, one might 
expect a relatively large rise in signal threshold power because of the 
noisy appearance. This is only partially true. If the average pulse 
spacing is large compared with the reciprocal of the i-f bandwidth, many 
free intervals are available for signal detection. This form of inter¬ 
ference is like railing interference and can be handled accordingly. If 
the average interference-pulse spacing is small compared with the recipro¬ 
cal of i-f bandwidth, however, the output of the receiver will show ampli¬ 
tude noise fluctuations. This noise depends among other things upon 
the function that determines the interference-pulse spacing; whatever 
this function is, one finds the greatest similarity to nonlimited noise if 
the reciprocal of i-f bandwidth is extremely large compared with the 
average pulse spacing. For this condition the interference energy is 
spread over a relatively great band; the fraction falling within the receiver 
bandwidth is relatively small. Hence the interference is not generally 
so effective as some other forms of noisy interference. 



CHAPTER 13 


THRESHOLD MODULATIONS FOR AMPLITUDE-MODULATED 
AND FREQUENCY-MODULATED CONTINUOUS-WAVE SYSTEMS 

13* 1. Introduction.—In this chapter we shall discuss the problem of 
determining the minimum detectable modulation for a-m and f-m c-w 
systems. The problem has been investigated by Crosby^ both experi¬ 
mentally and theoretically for the case that the carrier power is large 
compared to the noise power. Our main purpose is to extend the 
theoretical results of Crosby and to show how the application of the 
general methods of Chap. 7 lead to a unified treatment of the problem. 
For a description of the main parts of the receiver we refer to Chap. 2. 
For amplitude modulation only the superheterodyne receiver will be 
considered, whereas for frequency modulation only the case of complete 
amplitude limitation will be discussed in detail. 

The modulation will be assumed to be sinusoidal, so that for amplitude 
modulation the signal will be represented by 

SaW == Soil + € COS 2Trpt) cos 2irfcty (1) 

where So is the carrier amplitude, /<• the carrier frequency, p the modula¬ 
tion frequency, and € the fractional modulation (c/. Sec. 2-1). The 
spectrum consists of the carrier and the two sidebands of amplitude eSo/2. 

For frequency modulation (c/. Sec. 2-3) the signal is represented by 

Srit) = So COS ^2irfct + ^ sin 2717 ?^^ (2) 

The modulation index efc/p will be assumed to be large, so that of the 
sidebands (frequencies fc ± np) only those which lie within the frequency 
excursion interval have appreciable intensity. The half width of the i-f 
amplifier will be assumed to be larger than the frequency excursion e/c, 
so that the i-f amplification of the signal will not give rise to any appreci¬ 
able deformation of the signal. 

The main problem is to find the minimum detectable fractional 
modulation fmin when the signal is disturbed by the presence of noise. To 
determine Cmin the power criterion will be used just as in Sec. 10-4. In the 
power spectrum of signal plus noise there will appear a signal peak at the 

* M. G. Crosby, “Frequency Modulation Noise Characteristics,” Proc, 25, 

4T2 am). 
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frequency p and with power ^ superposed on a continuous background 
of noise. The signal peak will be just detectable if its power is of the 
same order of magnitude as the power of a segment of the continuous 
noise spectrum around the frequency p. The application of this power 
criterion will lead to emin expressed as a function of system parameters and 
of the ratio z of the unmodulated signal power to the noise power (c/. Sec. 
7*3). The establishment of this function constitutes the main result of 
the theory. 

13*2. The Minimum Detectable Amplitude Modulation.—For ampli¬ 
tude modulation all the necessary formulas have been derived already in 
Sec. 7*2. Only the case of the linear detector will be considered. The 
starting point is then Eq. (7*18), in which one has to substitute 

ai == /So(l + € cos 2wpt)j pi = 0, 
oi 2 = *8o(l “h € cos 2Tp{t "hr)), ^^2 = 0. 

The first term of Eq. (7*18) is developed in powers of e. Keeping only 
terms up to one obtains after averaging over the time t 


Ii{l)h{2) = ~ [F* + e^zF{F' + 2zF") + 2eW'5 pos 27rpr +•••], 


where z == Sl/2Wy F = 1; — 2 ), and the primes denote differ¬ 

entiations with respect to z. ^ 

In the further terms of Eq. (7*18), which are proportional to p(r) and 
modulation of the signal can be neglected. Using the recurrence 
relations for the hypergeometric function F (c/. Sec. 7*6), one obtains 
finally for the correlation function of signal plus noise 


f *' “*) + ¥(f 2; -») '■08 2 ^ 

+ 5'"O’ 2'' -‘) + !''■<'> 1'’ O''' -*) + ^ O' ~‘) 


in which the contribution in the d-c term has still been neglected. 

With the help of the general formula [Eq. (7*26)] the audio spectrum 
of signal and noise can be deduced immediately from Eq. (3). The result 
is clear; the first two terms give the d-c peak and the signal peak at the 
frequency p; the third and fourth term give the continuous noise back¬ 
ground. It is easy to show that for TT 0 or 2 —► « (3) goes over into 


R(t) - > H" ^ cos 2irp<^»\ 
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which is the correlation function for the signal (1), whereas for z 


which is, up to terms ^ p^, the correlation function of noise alone. 

It should be emphasized that Eq. (3) is only an approximation, since 
terms of higher order than p^(t) and have been neglected. The term 
^ would give rise, for instance, to a discrete line at the frequency 2p, so 
that although the detector is linear in the presence of noise, the harmonics 
of the signal will appear. It can be shown that the intensities of these 
harmonics go to zero both for z —> oo and for z —> 0. For our purposes 
they can be neglected. 

The power criterion can now be applied. To be specific, we shall 
consider the case that the shape of the i-f pass band is rectangular of 
width B and that the audio spectrum is passed through a square low-pass 
audio filter of width h ^ The signal peak at frequency p has then to 
compete with the integral of the continuous noise spectrum from zero to 
h. Putting the ratio of the powers equal to a constant ky we obtain for 
the minimum detectable modulation €,nm the result 


+ (4a) 

where Fx = F(^, 1; — z), F2 = 2; — z). The constant k has to be 

determined by experiment. In Fig. 13-1 (€2,i„)om/A: has been plotted as a 
function of z for the two cases b/B = ^ and h/B == i. As is to be 
expected, is a monotonic decreasing function of z, and it can be 

easily shown that for small z 



whereas for large z 

(^)am-( 4 C) 

13'3. The Noise Spectrum for an F-m Receiver.—The calculation of 
the minimum detectable frequency modulation is more involved because 
the f-m receiver contains besides the detector a second nonlinear element, 
the amplitude limiter. We shall consider therefore first the iq>ectrum of 
noise alone. 

The output of the i-f amplifier can be represented by 
N(t) >“ x(t) cos 2ir/cf + y(t) sin 

= \/a:* + p* cos f 2ir/ci — tan“‘ A 


( 5 ) 
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where, when only noise is present, x{t) and y{t) are independent Gaussian 
random functions, With a spectrum determined by the shape of the i-f 
pass band {cf. Sec. 3*8 or 7*2). The output N{t) enters now the amplitude 
limiter. Assuming strong amplitude limitation the result will be 

Ni(t) = cos (^Trfrt — tan*^^ 

which is a wave of constant amplitude but with the variable angular 
frequency 

Mt) = ^ (2rU - tan-‘ ((») 

The slope filter transforms this variation in frequency into a variation in 
amplitude, so that its output will be a high-fre(iuency wave with an 
envelope given by (6). With a linear second detector the final audio 
output will therefore be given by 0 )^( 1 ). 

To find the audio spectrum one has first to calculate again the correla¬ 
tion function 

jBjv(r) = 0iN(t)03N{t + t) = + 27r/, 

, y2i’2 — ar2^2\ , (ViXi - Xiy^ 2 / 2 X 2 ~ x^2\ 

/"^V 4 + yl 4 + yl A ^ ^ 

where the indices 1 and 2 refer to the two time points t and t + t and 
where the ensemble averages have to be performed with the joint prob¬ 
ability distribution of the eight variables xi, yi, xi, yi, X 2 , 2 / 2 , ^ 2 , ^ 2 . 
Clearly, this probability distribution will be an eight-dimensional 
Gaussian distribution, which can be found with the method explained in 
Sec. 3-7. For the calculation of the averages in Eq. (7), it is best to keep 
the Gaussian distribution expressed as the Fourier transform of its 
characteristic function (cf. Sec. 3*6). Denoting the eight variables by 
Zt, Z 2 , ... f zst one can then write 

W(zi,Zi, • • • ,z») = J I dii ■ ■ ■ dtnexp 

^ — 2 ^ ^kMi + i ^ ( 8 ) 

kji ) 

where hki — can easily be calculated from the defining equations for 
x{t) and y{t) (cf. Secs. 3*7 and 3 * 8 ). With the same notation as used in 
Sec. 7 * 2 , the results are 
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hll = 622 = &65 = ^66 j 


dfA^if) s TT, 


?>88 ~ ” ^77 ~ &88 ~ 4 irV ^ 


* + « 


dffA^if) ^ V, 

bn = bn = df A\f) cos 2 t/< = U{r), 

dV 


(ft) 


bn — bis — — 636 — — bis ~ ~ 

bn = 648 = = -t . 


Clearly, the average values in the second and the third term of Eq. (7) 
are zero, since the functions, which have to be averaged, are odd. To 
calculate the fourth term of Eq. (7), the following 16-fold integral has to 
be evaluated: 


00 

i,S s 


dzi 


dz% dti 


dt[ 


Zi Za ~ g2g 3 ZbZs ~ ^6^7 
2? + 2i Z\ + Zl 


exp 


(“ 2 X * X "'O’ (10) 

k I J 


The integral over the variables Zi . . . Zs, which will be performed first, 
can be written as the product of two fourfold integrals of similar form. 
The first one is 


J ao < 

/ / // 2f T ^i (* X "'0 


-AKH6{ts)d'{L) f [ dzidzs (11) 

J J 2?! -h Zj 


using the integral,representation 

1 * 

‘'o-s;.. *«* 

of the Dirac Wunction. The integrals over zi and Z 2 can be performed by 
introducing polar coordinates zi = r cos Z 2 = r sin 6 and by using Eq. 
(7*61) for the integral over and 

drJiikr) - ^ , 
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for the integral over r. 

+ “ 

~ r r 

+ ^2 


The result is 


■+• 80 4 

//// (' X ‘‘‘) dzi . . . dz, = (2x)’5(<i)«'(<4) 

— «3 ; =» 1 


+<| 

( 12 ) 

The integral over Zb . . . Zs completely similar. Introducing these 
results m Eq. ( 10 ), one sees that the integrals over < 3 , ti, U, and <« can be 
earned out immediately so that one is left with the fourfold integral 


<Hl (li2 (jtr, (X 


e\p 


By putting 


(i\ + il) itl + a) 

[ - in + n + ti + ti) - u{tA + t2<ii)]- (13) 


<1 = r cos (it 4 - <p), <2 = r sin (jj + </>), 

h = I cos <p, tt, = I sin <p, 

the integrand becomes independent of <p, so that the integration gives 2 ir. 
The 17 integiation can be earned out by means of Eq. (7-01), and the r 
integration by moans of Eq. (7-G2). The hypergeometric functions 
F{a, h) a:) that appear at this stage of the calculation have positive 
integer values for a and b, so that they can be expressed in exponential 
fimctions and polynomials in x. The last integration over I is 
elementary. 

The final result is 

Rsir) = 4x^1+ I ^ log (1 - p*), (14) 

where p(r) = lJ{r)/W is again the normalized correlation function of the 
noise at the output of the i-f am¬ 
plifier. Since p(r) 1 when 
T 0, it follow s from Eq. (14) that 
Rsij) becomes logarithmically in¬ 
finite w^hen r approaches zero. 

The reason for this strange be¬ 
havior is the fact that iii the cal¬ 
culation, the width of the slope 
filter has not been limited. At 
the output of the amplitude lim¬ 
iter, the instantaneous frequency 
will vary mainly in the i-f range, 
but occasionally [when x{i) and 
y (0 become small at the same time], the frequency can become very high. 
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13*2.—Noiae spectrum for an f-m 
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With a slope filter of unlimited width one will therefore get very high peaks, 
which are responsible for the logarithmic infinity of the correlation func¬ 
tion Rn(t), In practice, the slope filter will have a finite width so that the 
peaks will be cut off, which will make the correlation function finite for 
T = 0. For small values of r, Eq. (14) cannot therefore be trusted. How¬ 
ever, since this will affect only the h-f part of the spectrum, it is not neces¬ 
sary to consider it for further calculations. 

Assuming again the shape of the i-f pass band to be rectangular of 
width Bj so that 


p(r) == 


sin tBt 
tBt 


one obtains from Eq. (14) the spectrum 


Gif) JJ 


dx cos 


2fx sin^ X — X®, 
Is x^ sin^x 



sin^ x \ 

) 


(15) 


This integral has to be done numerically. The results are shown in 
Table 13‘1, and the shape of the spectrum is shown in Fig. 13-2. 


Table 13*1.— Oontinuous Noise 
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134. The Spectrum of Signal Plus Noise for an F^m Receiver.—^For 
the case when a signal is present with noise, the calculation of the spec¬ 
trum proceeds along the same lines as for the case of noise alone. The 
audio output will be given by 

W5^-A’^(0 ~ 27r/o H—(1®) 

where 


X(t) - a(t) + x(0, 1 
Y(t) ^ Pit) + y(tl f 


( 17 ) 
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(18) 


Here the assumption of a wide i«f pass band has been made, so that the 
signal is not deformed by the i-f amplifier and is still represented by Eq. 
(2) or by 

Srit) = a(l) cos %rfet + ^(t) sin 2ir/cf, 

where a{t) and P{i) are given by Eq. (18). 

For the correlation function fZ^+j^Cr), one obtains an expression analo¬ 
gous to Eq. (7) except that x{t) and y{t) must be replaced by X(t) and 
Y{t)) and in addition to the ensemble average, a time average over the 
initial time t has to be performed. 

The ensemble averages of the second and third terms in the expression 
for Ra+Nir) will not be zero as they were in the case of noise alone. Since 
the joint probability distribution of X{t)y Y{t), X{t) and 1^(0 is given by 


a{t) == aSo cos sin 

fi(t) = —So sin sin 2Tpt^ 


W(X,YX^) 


4irWV 




(X - ay + (Y- fiy 
2W 

a - ay + {Y- 
27 


where 7 and T7 have the same meaning as in Eq. (9), it is easily found 
that 


YX - XY _ffa- ad 
X 2 +72 ^2 + ^2 


(1 ~ c' 


2 W ) 
80^ 


(19) 


== 2t€/c cos 27rp<(l — e 

It is clear that the time average of this expression is zero, and therefore, 
the second and third terms will not contribute to the final result for 


Ra+N{T") • 

There remains the calculation of the term 


YrXr - X^f^ Y,X, - XX 
XI +Yl XI + Yl ' 

which is analogous to the fourth term in Eq. (7). The ensemble average 
can be carried out in the same way as in the previous section. The 
probability distribution of JPi, Fi, ft, X 2 , F 2 , ^ 2 , ^2 can again be 
found by the method explained in Sec. 3*7, and the result is similar to 
Eq. (8) except that in the integral the z, have to be replaced by Z,- — or/, 
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where the Zj’s denote the eight variables Xi, Y\, Xi, ti, Xi, Y2, Xi, itt, 
and the <ri, <^ 2 , . . . , o-g’s stand for ai, Si, ai, Si, at, St, as, Sh respectively. 
The integrals over Zi, Z 2 , . . . , Zs and over ta, U, U, and U can be per¬ 
formed in exactly the same way as in the case of noise alone. The remain¬ 
ing fourfold integral (over < 1 , t 2 , tf,, and U) is more complicated than Eq. 
(13). It is found to be 


urn 

xp[- 


dti dtz dt*i dt% 


{t\ + ^2 + ^6 + ^ + ^ 2 ^ 6 ) — + ^ 2^6 + 


(^1 + + tl) 

{(dl02W5 + ““ «1«2W6 Plfi2tlh) + [U{tlh + ^ 2 ^ 0 ) 

+ U^{t2h + ilJ[6ti{t\t2U ^2^5) + ^i{t\t2h 

- t\U) + a 2 {iit\ - hhu) + ^ 2 (WI - fi^5^6)1t. ( 21 ) 


Since an exact evaluation of thiKS integral does not seem feasible, a few 
approximations will be made at this stage. It is clear that the first term 
between the braces is proportional to and will give rise to the signal 
peak in the spectrum of signal plus noise. Therefore, in this term we 
neglect the U{r) and obtain 


^ f f f f ^4 aid2<2^5 + 6L\a2t2U — '^•S 2 tlh 

-JJJJdta dt2 du du (f+UKr+ll^- 

— 00 

r w 

exp-^ (if + ^2 "b ^5 + ^ 1 ) ~ f(ai<i + Sdi + “ 2^5 + S^e) 


( 22 ) 


This integral can be written as a linear combination of products of double 
integrals. Each double integral is of the same form as the one occurring 
in Eq. ( 11 ) and can therefore be evaluated easily. Thus, it is found that 
the fourfold integral. ( 22 ) is equal to 


4irV^(l — e 2 W )2 cog 2 jrp< cos 2rp{t r). (23) 

The remaining terms between the braces in Eq. (21) will give rise to the 
cimtinuous noise spectrum. In these terms, therefore, we shall neglect 
the modulation of the signal and put 


01 * a2 =« (So, 


Si ^ — dll — a 2 Si St 0 . 
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i////* 

— CO 

exp j^- 


dt2 dtb dU 


U{t\U 4“ + U^it2h ~~ tih)^ 

{t\ + ^ 2 ) (^5 + ^i) 


(^1 + ^2 ^5 “f” ^e) + ^2^6) ^aSoC^i + . (24) 


]■ 


Substituting in (24), 

ti = R sin 6 cos (y) + <p), U — R sin 6 sin (77 + <p), 
<£, = 72 cos 6 cos U -= R cos 6 sin 


one sees that the integrations over <p and R can be carried out by means 
of Eqs. (7-6J) and (7*62). The remaining two variables $ and rj are then 
transformed into 

X = sin 26 cos rj, y = sin 2$ sin 97 . 


The integration over y is elementary, but the final integration over x can 
be reduced only to the intcgi'al logarithm Ei(u)y defined as 


Eiiu) = p ■ 


■dx, 


where for positive u, the principle value of the integral has to be taken. 
The final result for the integral (24) can be written as 


where 
Ri(r) 

/? 2 (r) = 


11 

2 p^ 

2 p^ 


R^ir) 


_ 


Riix) + /?2(t) + i?s(r), 


2 c-" 


2 p* 

and z = Si/2W. 


1 + P 

1 - p 


+ 


2z 


e 


(25a) 


+ (25c) 


The average over the time t affects only Eq. (23). With all these 
approximations, the correlation function for signal plus noise becomes 

RsMr) = 4x^/1 + 2x»e»/?(l - e"")* cos 2xpT + R,{r) + i2,(r) + R,{r) 

(26) 

with 22 1 , R^, Ra given by (25). Equation (26) is the analogue of Eq. (3) 
for the case of frequency modulation. Since for small u 

Ei(u) = log w + C + w + ^^ + ■ • • , 
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it is easy to show that for z —> 0, Rs+xir) goes over into J?a-(t) as given by 
Eq. (14). For large u 

Ei(u) = - (l + - + -; + • • • 

u\ u / 

from which it follows that for large z 

E,(r)^( p* + pp)4-2+ • • • • (27) 

whereas R%{t) and Rz{t) go to zero for z —> oc as exp (—z) and exp 
( — 23/(1 + p)), respectively, so that they will be negligible compared 
with R\{t) The first two terms in (26) become, of course, for z —^ oo the 
correlation function for the signal alone. 

The spectrum Gs+nU) follow^s from (26) by a numerical integration. 
Again w’e have assumed a rectangular i-f pass band of width B and have 
calculated the spectrum for z = 1.5 and for z = 10. The results are 
presented in Tables 13-2 and 13-3 and are shown in Figs. 13*3 and 13*4. 


Table 13-2.— Partial Spectra and Total Continuous Spectrum of Signal plus 

Noise for 2 = 1.5 


/ 

B 

61(f) 

AirB 

01^ 

G,(f) 

ItB 

C5+.vr/) 

4irB 

0 

-0.001 

-0.001 

0.136 

0.134 

0.2 

0.108 

-0.051 1 

0.125 

0.182 

0.3 

0.236 

-0.106 

0.113 

0.243 

0.4 

0.405 

-0 149 

0.092 

0.348 

0.6 

0.081 

0.021 

0.014 

0.116 

0.8 

0.037 

0.130 

-0.071 

0.096 

0.85 

0.015 

0.166 

-0.089 

0.092 

1.0 

-0.083 

0.291 

-0.132 

0.076 


Table 13-3.—Partial Spectra of Signal plus Noise for 2 = 10 







G(f)/4irB 
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The quantities (ri(/), G 2 (/), Gs(/) are the spectra corresponding to i2i(r), 
and Rz(r), respectively. For large 21 , only Gi(f) is of importance; 
for z = 10, it has a discontinuity at f/B = 0.6. For small 2 ?, all three 
spectra contribute in a rather erratic fashion. The total continuous 
spectrum (represented by Curve 4 in Fig. 13‘3) clearly has a shape inter¬ 
mediate between the shape of the pure noise spectrum (Fig. 13-2) and the 
shape of the spectrum for 2 ; = 10 (represented by Curve 1 in Fig. 134, 



0 0.2 0.4 0.6 0.8 1.0 

f/B 

Fio. —^Spectrum of aigaal plua noiae ia f-m systems; z 1.5. Cmves 1, 2, and 

3 are the partial spectra (?a(/)/4irB, and Curve 4 is the total 

apeotfum G( f) /4vB. 
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since the contributions of Gi{f) and <?«(/) are negligible). In addition to 
these continuous spectra, there are, of course, the d-c peak and the signal 
peak at frequency p, which follow from the first two terms in Eq. (26). 



0 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 

f/B 

Fig. 13*4.—Spectrum of aignal plus noise in f-rn systems, z =* 10. Curves 1, 2, and 3 
are the partial spectra Gi{f)/47rB, G 2 U) X 10^/47rB, Gz{J) X 10®/47rB. Total spectrum 
coincides with Curve 1, 


13*6. The Minimum Detectable Frequency Modulation.—We are 

now in the position to apply the power criterion. The power in the 
signal peak is clearly given by 

Pb - 2irh^n0^ - (28) 

Assuming, as in Sec. 13-2, a rectangular audio filter of width h ^ B/2, the 
noise power Piv, with which the signal has to compete, is obtained by 
integrating the continuous noise spectrum between zero and &. For the 
numerical calculation, it is more convenient to perform this integration 
before carr 3 dng out the Fourier transformation of the correlation function 
(26)* The noise power can then be written as ^he single integral 
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P« = 


i: 


sin 


dx 




.+_%-r 

— P 


1 — p 




+ 


2p« 


(>,■ - +w [2E.' ^') - (?) - 0]1. 


(29) 


where p{x) = sin x/x and the dots denote differentiations with respect to 
X . The symbol n = B/2h\ in the paper by Crosby, this is referred to as 
the deviation ratio. 

In order to make a fair comparison between the a-m and the f-m 
systems, it is better to replace € in Eq. (28) by 


€/m 



(30) 


Putting the ratio of Pa to Pk ecjual to a constant k, it is then found that 




2kPK 




(31a) 


Table 13-4. —Minimum Detectable Modulation for A-m and F-m Systems for 
Different Values of 2 = SI/2W and of n - B/2h 


- 

.2 

'min 

k 

A-m, n = 1 

F-m, n = 1 

A-m, n = 4 

F-m, w » 4 

->0 

3/822 

1/1.222 

15/128?* 

1/3.6222 

0.1 

37.5 

83.4 

11.7 

27.6 

0.2 

13.5 

20.8 

3.89 

6.9 

0.3 

6.96 

9.71 

1.97 

2,83 

1.5 

0.769 

0.433 

0.199 

0.072 

3.0 

0.352 

0.124 

0.090 

0.011 

8.0 

0.125 


0,031 


10 

0.10 

0.033 

0.025 

0.00052 

—> 00 

1/2 

l/3s 

1/42 

1/1922 


which must be compared with Eq. (4). The noise power Pn has been 
calculated numerically for n == 1 and w = 4 and for different values of z. 
The corresponding results for (e^in)/^ are presented in Table 13-4, where 
the values of computed from Eq. (4) are also recorded, and both 

are shown in Fig. 13-L It is clear that for large z, the f-m system is 
better than the a-m system. The factor is 3n®, which can be seen as 
follows: For large z, J? 2 (t) and Rz{r) can be neglected in Eq. (26), whereas 
the first term in the asymptotic series (27) can be used for /2i(r). This 
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gives for Pw 


Pat^ 


2 


/■ 


sin- 


dx p(x) 




since p(x) = sin x/x. Substitution in Eq. (31) leads to 



Ratio of signal powtr B, to noise newer for a*m receiver 

Fro. 18'5.—Oomparieon of a^xn systems with f-^ systems for <lifferent values of the 
deviation ratio n » B/2b; As and At are the experimental and theoretical curves for n 1; 
Bb and Br are the same for a « 4. 
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which has to be compared with Eq. (4c). This shows that for large 
the f-m system is better by the factor 3n^ or by 4.76 db forn = 1 and by 
16.8 db for n = 4. This is in agreement with the theoretical results of 
Crosby. 

For small Zj the correlation function Rsir) for noise alone can be used 
in the calculation of Pn. Since Pn will now be only a function of n, 
it follows from Eq. (31a) that (€min)/m will become inversely proportional 
to The proportionality factor, however, has to be calculated numer¬ 
ically for the different values of n. Thus, it is found that for 2 0 

{Jc 

_^ 11.222 

Z —►O J ^ £ >1 

ten - 4, 




forn = 1, 


(31c) 


which has to be compared with Eq. (46\ For small 2 , therefore, the a-m 
system is better than the f-m system by the factor 2.22 (or 3.46 db) for 
n = 1 and by the factor 2.36 (or 3.73 db) for n == 4. 


Table 13*5. —Siqnal-to-noise Ratio for F-m and A-m Systems for Different 

Values of z 



D(‘viaii()n ratio n * 1 

Deviation ratio n = 4 

2 

Abscissa 

Ordinate 

Abscissa 

Ordinate 


a-m system 

f-m system 

a-m system 

f-m system 

00 

10 

3 

4.54 

4.76 db 
above a-m 

9.08 

15.92 

10.45 

16.8 db 
above a-m 

32.6 

19.6 

1.5 

1.14 

3.64 

7.02 

11.4 

0.3 

-8.43 

-9.87 

- 2.94 

- 4.51 

->0 


3.46 db 
below a-m 


3.72 db 
below a-m 


The results are presented in another way in Fig. 13-5 (based on Table 
13*5), where the ratio of the signal power Ps to the noise power Pn for 
frequency modulation is plotted against the same ratio for amplitude 
modulation. Both abscissa and ordinate are expressed in decibels. 
The unmodulated signal-to-noise ratio 2 is (in Fig. 13*5) simply a param¬ 
eter. It is clear that the a-m system gives a 45® line. The two dotted 
curves, marked At and Bt, are the theoretical curves for the f-m system 
for n «= 1 and n * 4. The two solid curves, marked Ab and Bj?, repre¬ 
sent the experimental results found by Crosby.^ 

Frequency Modulation Noise Characteristios,’' Proc, IRE, 26, 808 (1987), 
Fig. 10. 












Index 


A 

Amplitude modulation, 5-13 
minimum detectable, 368- 369 
Amplitude pulsing, 18 
Antenna, 1 

Antenna noise, 103-108 
Antenna temperature*, 105 
Ashby, R. M., 292 
Attention interval, 233 
Aural detection, methods of, 252-256 
Aural perception, 23 
Average values, 35- 39 
conditional, 39 

(See also Ensemble average; Time 
average) 

B 

Bakker, C. J., 69, 94 
Bandwidth, 176 
i-f (see I-f bandwidth) 

Bell, D. A., 69 
Bennett, W. R., 151 
Bernamont, J., 69, 96 
Betting curve, 150, 182 
calculation of, 171 
width of, 173 
Blind speed, 334 
Bloch, F., 127 
Boxcar generator, 28 
Boxcar spectrum, theoretical derivation 
of, 273-278 
Boxcars, 257 
average value, 258 
peak value, 258 

C 

Carrier, 6, 14 
Central limit theorem, 46 
Chaff, 124,137 

first probability distribution for, 137 
frequancy spectra forj 138 


Chandrasekhar, S., 34, 127 
Characteristic function, 36 
Christensen, C. J., 96 
Clipping factor, 356 
Clutter, 297-298 

experimental techniques for, 132-137 
ground, 142 

origin and description of, 124-125 
Coherent systems, 329 
Conversion, 10 
Conversion efficienev, 9 
Converter, 9 

Converter noise, 108-112 
Correlation function, 37 
normalized, 38 
Cramer, II., 37 
Crosby, M. G., 367 
Cross-modulation, 8 
Crystal mixers, 109 
C-w interference, 144, 335-340 
amplitude-modulated by noise, 146 
frequency-modulated by noise, 147 
noise-modulated, 353-358 
C-w signals, 3-17 
frequency-modulated, 13-17 
phase-modulated, 17 

D 

Deflection criterion, 161 
Detectability criteria, 161-165 
deflection criteria, 161 
power criterion, 163 
Detection, aural, methods of, 252-256 
heterodyne, 10 
meter (see Meter detection) 

Detector, 6 
square-law, 8 

E 

Electronic interference, 336-366 
EUis, H. D. M., 76 
Emslie, A. G., 166 
Ensemble avera^, 35 



386 


THRESHOLD SIGNALS 


F 

Fairbaim, J., 149 
Ferris, W. R., 94 
Flicker effect, 95 
Fluctuation, 36 
Focus, 211--222 
Foley, H. M., 45 
Fractional modulation, 4 
Frequency, intermediate, 9 
Frequency discrimination, 362 
Frequency modulation, 31 
minimum detectable, 380-383 
Frequency pulsing, 18 
Frequency spectrum, 138, 140, 141 
for precipitation echo, 140-141 
for sea echo, 142 

G 

Gain control, instantaneous automatic 
(see lAGC) 

time-varied, 303, 311-313 
Gate, 26, 343 
Gating, 253 

Gaussian distribution, 46-50 
n-dimensional, 47 
one-dimensional, 46 
two-dimensional, 49 
Goudsmit, S. A., 69, 149 
Ground clutter, 142 

H 

Hamermesh, M., 127 
Heller, G,, 69 
Heterodyne detection, 10 
Hopkinson, R. G., 149 
Hull, A. W., 82 
Hurwitz, H., 80 
Huxford, W. S., 83 

I 

lAGC, 302, 845 

Ideal observer, theory of, 167-173 
Ideal observer criterion, 168 
I-f amplifier, logarithmic, 306-308 
I-f bandwidth, 199-210, 239 
I-f ov^Ioadmg, 343^7 
Indication, moving-ta«get (see MTI) 


Indicator, 2 
plan-position, 22, 238 
range-height, 22 
type C, 22 

Integration time, 150 
Intensity-modulated display, 238-252 
Interference, classification of, 143-144 
complex types of, 145-148 
continuous-wave (see C-w interference) 
electronic, 335-366 
pulsed (see Pulsed interference) 
railing, 358-365 
Interference suppressor, 361 
Interruption frequency, 12 

J 

Jacoby, H., 89 
Jelonek, Z., 293 
Johnson, J. B., 76, 96 

K 

Kac, M., 80 
Kendall, M. G., 36 
Kirchgeszner, L., 89 
Kozanowski, H. N., 97 

L 

Lawson, J. L., 292 
limiter, 16 

Limiting, 30, 195, 246-248, 301 

M 

Martin, F. W., 292 
Memory time, human, 231 
Meter detection, 23 
methods of, 252-256 
Meyer, E., 96 
Middleton, D., 149 
Ming Chen Wang, 34 
Mixer, 9 
magic T, 115 
Mixing ratio, 237 
Modulating functioui 3 
Modulation, cross-, 8 
fractional, 4 
of PRF, 31 

propeUei? (see Propeller modutatioii) 
pulse-length, 30 
pulse-width, 30 



INDEX 


387 


Modulation index, 14 
Modulation percentage, 4 
MouUin, E. B., 64, 76 
MTI, 324-334 

N 

Noise, 19, 56 
amplified r-f, 146 
antenna, 103-108 
converter, 108-112 
cosmic, 103 
current, 95- 97 

due to discreteness of electronic charge 
{see Shot noise) 
external, 124 
Fourier analysis of, 152 
induced grid, 93-95, 122 
intermediate-frequency, 115-122 
local-oscillator, 112-116 
mathematical description of, 33 35 
partition, 91-93 
primary, 56 
receiver, 98-123 
thermal, 64 

Noise cancellation, 122-123 
Noise deflection, average, 197-199 
Noise figure, 100 
integrated, 101 

Noise-modulated continuous-wave inter¬ 
ference, 353-358 
North, D. O., 56, 83, 94, 149 
Nyquist, H., 64, 71, 74 

O 

Observation time, 150 
Observer, human, 2 
Omstein, L. S., 66, 75 
Oscillator, local, 9 
Oscilloscope, linear time-base, 20 
type A, 20 
type B, 21 

Overloading, intermediate-frequeney, 
343-347 

P 

Parameters, system, 193-196 
Pearson, G. L., 89, 96 
Phase modulation, 31 
Phase pulnng, 18 
Philips, M,, 127 


Pip, 20 

Power, available, 99 
Power criterion, 163 
Power gain, 99 
Precipitation echo, 140 
first probability distribution for, 140^ 
141 

frequency spectra for, 140-141 
PRF, 18, 244 
modulation of, 31 
Probability distribution, 151-161 
conditional, 38 
first, 34, 137, 140, 141 
second, 34 

after second detecto**, 154 
Propeller modulation, 288-292, 334 
Pulse repetition frequency (see PRF) 
Pulse-shape discrimination, 363 
Pulse trains, modulated, 257-296 
receiving system of, 257-264 
experimental results in, 264-273 
indicator for, 263 
Pulse-width modulation, 292-296 
Pulsed interference, 145, 358-366 
Pulsed signals, 18-32 
amplitxide pulsing, 18 
frequency pulsing, 18 
phase pulsing, 18 

Q 

Quench frequency, 12 
R 

Rack, A. J., 83 

Radio-frequency preselection, 10 
Ragazzini, J. R., 63 
Railing interference, 358-366 
Random process, 33 
Gaussian, 63-56 
purely, 42 

Random-walk problem, 50-63 
two-dimensional, 126 
Range marks, 21 
Rayleigh, J. W. S., 51 
Rayleigh distribution, 53 
Receiver, 1 
single^etection, 6 
Buperregenerative, 11 
Receiver noise, 98-123 
Receiving area, effective, 104 



388 


THRESHOLD SIGNALS 


Receiving system, 1 

of modulated pulse trains {see Pulse 
trains, modulated, receiving sys¬ 
tem of) 

Rejection filters, 346 
Repetition frequency, 222-230 
{See also PHF) 

Rice, S. O., 33, 151 

S 

Saturation, 302 
Scanning, 20, 241 -246 
Scanning factor, 239 
Scanning frequency, 244 
Schottky, W., 79, 83 
Screen material, 230-232 
Sea echo, 142 

frequency spectrum for, 142 
Search lighting, 245 
Shot effect, 79 
Shot noise, 79 

space charge depression of, 83-89 
Sidebands, 5, 14 
Siegert, A. J. F., 124 
Signal, continuous-wave {see C-w signals) 
Fourier analysis of, 152 
minimum detectable, 150 
Signal fluctuations, 249-252 
Signal-modulation threshold, theoretical 
derivation of, 278-288 
Signal power, 176-179 
Signal presentation time, 230-232 
human memory time, 231 
Signal threshold, definition of, 149-151 
Signals, pulsed {see Pulsed signals) 

Slope filter, 16 
Spectrum, 5, 39-42, 151-161 
determination of, 157 
frequency {see Frequency spectrum) 
of Gaussian noise, 59 
noise, for f-m receiver, 369-374 
after nonlinear device, 66-63 


Spectrum, normalized power, 41 
power, 40 

of signal plus noise for f-m receiver, 
374-380 

of strongly clipped noise, 57 
thernial noise, 64-66, 69-71 
white, 42 
Spenke, p]., 69, 83 
Strobing, 253 
Subclutter visibility, 328 
SupiThettTodyne, 8 
Sweep direction, 197 199 
Sweep speed, 209, 211-222, 240 
System parameters, 193-196 

T 

Target movement, 249- 252 
Thiede, H., 96 
Threshold signal, 185, 192 
Time average, 35 
Trace brightness, 197-199 

U 

Uhleiibeck, G. E., 34 
V 

Van Vleck, J. H., 57, 149 
Video bandwidth, 211-222, 240 
Video mixing, 236-237, 248-249 
mixing ratio, 237 
Video overloading, 341-343 

W 

Weiss, P., 69 
Wilbur, D. A., 76 
Williams, F. C., 71, 75, 85 
Williams, N. H,, 82, 83, 97 
Window, 124 





withra 3, 7» 14 d^jni of iii ittue« A 
fine of OWE ANNA per dey will he 


charged if the book le overdue 




